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Preface 


This volume, covering a ten year period of our dental literature, 1876 to 1885, is 
the fourth of the series to be published. The first volume published covered the 
literature for 1911-1915, the second 1916-1920, and the third 1839-1875. 


This index is prepared on the plan of the Dewey Decimal Classification, although 
an entirely new classification for dentistry has been worked out. The Editor is under 
obligation to Mr. Melvil Dewey, and also to Miss May Seymour, the Editor of the 
Dewey Classification for many courtesies extended. The original draft of the clas- 
sified Dental Index-was made in 1898. In the intervening years many members of 
the profession have been consulted and their suggestions utilized in amplifying the 
original draft, as the indexing of various publications has progressed. 


For this volume, the work of classifying the articles was performed by Miss 
Gladys Sherman, the typing of cards and preparation of copy for the printer by Mrs. 
Flora B. Mann and Mrs. W. P. Warner. They have also read proof and checked 
back every article in the classified index, with the original titles in the several 
journals, verifying page numbers, etc., and their conscientious efforts are much ap- 
preciated. All of this work has been carried on in the Editor’s private library. 


Dr. William Bebb, Librarian of Northwestern University Dental School, has 
supplied directly or secured from other libraries all of the journals to be indexed. 
He has also prepared the “List of Journals Indexed,” with notations regarding their 
publication. The Bureau is also under obligation to Dr. L. P. Anthony, Editor of 
the Dental Cosmos, Dr. A. F. Isham, Buffalo, The Library of the New York Academy 
of Medicine, Dr. B. W. Weinberger, The Library of the Dental Department of the 
University of Pennsylvania, The Library of the Dental Department of the Univer- 
sity of Michigan, The Library of the Washington University Dental School, The 
Library of Harvard Dental School, The Library of the Dental Department Univer- 
sity of California, and the Library of the Dental Department of the University of 
Pittsburg, for journals loaned for indexing. 


The profession is indebted to Dr. Abram Hoffman for his services as Secretary- 
Treasurer of the Index Bureau, including the very efficient handling of the finances, 
supervision of the printing and distribution of the Index. Reference is made in the 
article by Dr. Hoffman to the dental organizations and members of the profession 
who have made this publication possible by their liberal contributions and guaran- 


tees. : 
We wish to express our thanks to the J. W. Clement Company, Buffalo, New 
York, for their co-operation in the printing and publishing of this volume. 
THE EDITOR. 


Chicago, May Ist, 1925. 
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The Development of the Index and its Use 
By ARTHUR D. BLACK. 


In the three volumes previously published, covering in order of publication, the 
periods 1911-1915, 1916-1920, and 1839-1875. a statement was made as to the im- 
portance of this work in its relation to the development of the profession, and a re- 
port was made of the origin and growth of plans upon which the Index is being 
published. It is not considered necessary to reprint those statements in this volume, 
although a very brief review of the development and use of the Index may not be 
amiss. 


While I was in dental college in 1897, I realized that a very considerable library 
of dental periodicals was almost useless because it was practically impossible to find 
the articles which had been written upon any subject. A study of the situation made 
it apparent that much valuable work, needed for the future development of the pro- 
fession, would be lost, if a plan were not formulated by which the writings of the 
past could be made easily accessible. This seemed to me to be of great importance to 
the progress of the profession. The Dewey Decimal Classification was selected as 
best adapted to our purpose, although Dewey’s Classification for dentistry was un- 
satisfactory, and Dr. Frederick B. Noyes and the writer prepared the framework 
upon which the present classification for dentistry has been developed. This work 
was begun in 1898. In order to test out and adjust the plan to our literature, the art- 
icles in the Dental News Letter, 1847-1859, and the Dental Cosmos, 1859-1902, were 
indexed. This required 25,741 cards for subject and author catalogues and about 1,200 
hours were devoted to this task during the years 1898-1903. 


In the development of the plan of classification, it was realized that the classifi- 
cation must be made to fit the literature, rather than to attempt to adjust the liter- 
ature to what might be considered an ideal classification. The wide range of journals 
indexed, covering the entire period of dental journal literature, and the satisfactory 
use of this index over a period of nearly twenty years by many individuals in the 
preparation of essays, by the editorial department of the Dental Cosmos, and in the 
school library, have proven its worth. We did not hesitate, therefore, to use this plan 
for the larger task of indexing all of the periodical literature published in the Eng- 
lish language and we are confident that it will be generally accepted as thoroughly 
practical. 

The attention of our dental teachers was called to this plan of indexing at the 
annual meeting of the Institute of Dental Pedagogics held in St. Louis, December 
30, 1908, to January 2, 1909.* Asa result, a committee was appointed to organize the 
Dental Index Bureau and to devise ways and means for carrying out the work. 
During the twelve years intervening, until the publication of the first five-year index, 
many obstacles were encountered and finally overcome. The difficulties of financing 
this effort have been related by the Secretary-Treasurer, Dr. Abram Hoffman. 


*Proceedings Sixteenth Annual Meeting of the Institute of Dental Pedagogics, 1908-9, P 144. 
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THE DEVELOPMENT OF THE INDEX 


It is quite certain that a search of the literature on almost any subject on which 
one would write today, will reveal much of value, that might cause considerable 
rearrangement of the views of the reader, might lead him into new angles of thought, 
which would change the character of his writing and make the article of greater 
worth, because it would more likely fit into its proper place as a link in the develop- 
ment of the profession along a particular line. 

The publication of the Index should also remind the writer of today and to- 
morrow, that his article will soon be listed in an index, along side all others on the 
same subject, and if he would have his survive, he must put into it the study and 
effort which will command the attention and respect of those who read in future 
years. A hurriedly written paper is usually a poor contribution, which will not stand 


the test of time. 

The published article that is accompanied by ample bibliographical references 
which are a definite evidence of the author’s familiarity with previous writings on 
the same subject, is more likely to command an audience of the best readers than 
an article which gives credit to the views of no one else, and therefore presumably 
presents the ideas of one man only. 

The index offers the opportunity to study the literature of the past, to give 
credit to those who laid the foundation upon which dentistry stands today, and to 
improve our service for the future. If used as it should be, every article to be here- 
after published should be a more valuable article than it would be without the Index. 


Especial attention is called to the article in this volume by Dr. William H. Tru- 
man of Philadelphia on the “History of Dental Periodicals of the British Empire 
from 1843-1924.” This is the continuation of a previous article by the same author 
on the “History of Dental Periodical Literature in the English Language from 1839- 
1875,” in which the periodical literature of the United States and Canada was re- 
viewed. This article appeared in the Index volume for 1839-1875. 


Attention is also called to the article in the 1916-1920 volume on Dental Bibli- 
ography by Dr. Andrés G. Weber, of Havana, Cuba. This is the most complete list 
of dental bibliographies ever prepared, and should serve as the basis for all future 


work. 

The first effort to publish an index of the periodical dental literature was by the 
late Jonathan Taft in 1886. Dr. Taft’s book of 207 pages contains about 11,000 refer- 
ences to selected articles in our journals published in English from the first issue of 
the American Journal of Dental Science in 1839. In 1889, David published an index 
of the French periodical literature and in 1891 Sternfeld issued an index of 211 
pages, which included both books and periodical literature, mostly German. In 1903, 
Port, of Heidelberg, undertook the publication of an annual index of German period- 
ical dental literature, which was continued for five years. In 1911 Paul de Terra, of 
Zollikon-Zurich, edited the Index Stomatologicus, an international classified index, 
which was maintained for three years. Dr. Theo. B. von Beust assisted with this pub- 


lication. 

In medicine, in law, and in many of the‘ sciences, quite a number of persons 
devote their entire time to abstracting articles for those who are writing for publi- 
cation. The busy practitioner may not have sufficient time to review all that has 
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THE DEVELOPMENT OF THE INDEX 


been written on a particular subject and therefore takes advantage of the oppor- 
tunity to employ an expert abstractor who provides the material from which he may 
{ draw desired quotations or references. This plan should be developed in dentistry. 
In our larger city or dental college libraries, encouragement should be given to 
library workers who will supply material upon any subject. This plan makes it pos- 
sible for a limited number of good libraries to supply a large number of practitioners, 
even those who live in the most remote communities. 


An important use of this index should be in our dental colleges. Courses should 
be established—have already been definitely organized in several schools—for the 
express purpose of acquainting students with the periodical literature of the profes- 
sion and training them in its use. Of many plans that might be followed, we will 
suggest one with which we have had experience. A series of topics (one a week 
for a semester, or a school year) may be chosen on a single subject, such as operative 
dentistry, orthodontia or dental pathology. The one in charge of the course may, 
with the aid of the index, select several articles on each topic; the entire list for a 
topic making a total of fifty or more pages. These lists may then be assigned several 
weeks in advance with the understanding that the student will prepare an essay 
which will be read before the class, requiring fifteen or twenty minutes. Other mem- 
bers of the class may be assigned the same list of articles, or only the topic, with the 
request that they come prepared to discuss the essay. If the topic only is given 
them, they must necessarily go to the index and select articles for review in order to 
prepare themselves. Following the presentation of the essay and discussion, the in- 
structor in charge may complete the hour with his own criticism and views. Similar 
courses may be arranged for several subjects, giving an additional hour per week 
for each. 





This plan is equally applicable to the dental practitioners study club. Such 
courses will serve not only to acquaint students with our literature and with methods 
of study and theme writing, but also help to establish a habit of looking to our jour- 
nals for information, and of using discretion and judgment in the acceptance of 
statements made. Eventually an acquaintance with the writings of our best men 
should be definitely established. 


Our colleges do not attempt to graduate men fully prepared to practice. The 
college aims to give the fundamentals—the groundwork; the graduate must build his 
own professional structure. If he keeps himself up to date he must read the dental 
journals and be able to draw proper deductions. It should therefore be the duty of 
the college to train a student to study. He should then be able to keep abreast of the 
times after graduation. This index places the opportunity at the door of every den- 
tal college and of every practitioner. 
























List of Dental Journals Indexed for Years 1876-1885. Inclusive. 


Prepared by WILLIAM BEBB. 


The publication of this index unquestionably will stimulate increased interest in 
dental literature. This will be followed by a desire to possess a dental library. While 
some of the publications listed are rare (in some instances but one complete file being 
in existence) many complete sets of the journals which have had a wider circulation 
are still to be collected. Notations are entered for those journals which were not 
published regularly throughout the ten-year period. 

As an aid to those interested in making a collection the following list is pub- 
lished. 


Apvertiser, DentaL. 1876, current. Quarterly. 

Atapama Strate Dentat Association Transactions. 1883. Annual. 
American Dentat Association Transactions. 1876, current. Annual. 
American Dentat Convention Transactions. One volume issued, 1877. 
American Dentist. Elgin, Ill. Three numbers issued, 1883. Quarterly. 
American Journat Dentat Scrence. Third series. 1876, current. Monthly. 


American Mepicat Association Journau, Section on Dental and Oral Surgery. 
Chicago. Weekly. (Only ann read before Section on Dental and Oral 
Surgery are indexed.) Vol. 1, 1883. Vols. IV and V, 1885. 


American Mepicat Association Transactions, Section on Dental and Oral Sur- 
gery. Chicago. Annual. (Only papers read before Section on Dental and 
Oral Surgery are indexed.) Vol. XX XIII, 1882. 

Arcuives or Dentistry. Vol. I, Jan. 1884, current. Monthly. 

Battrmore Dentat Recorp. One number issued, April, 1882. 

Brier, Dentat. St. Louis. Two numbers, Vol. I, No. I, 1881, and Vol. I, No. I, 1882. 
Semi-annual. 

British Dentat Association Journav. Vol. I, 1880, current. Monthly. 

British Journat Dentat Scrence. 1876, current. Semi-monthly. 

Cauirornia State Dentat Assocration Transactions. 1876, current. Annual. 

Cautirornia State Oponro.oeicat Socrery Transactions. 1884, current. Annual. 

Canapa JourNnat Dentat Science. Vol. III, 1876, to close. Monthly. Vol. IV, 
1877-1879, 4 numbers in one book. 

Cavutx’s Dentat Annuat, First and Second edition. 1883, current. 

Crxcriynati Mepicat anp Dentat Journat, Tue. Vol. I, 1885. Monthly. 

Connecticut Vauttry Dentat Socrery Transactions. 1876, 1877, 1878, 1879. In 
one volume. 

Cosmos, Dentau. 1876, current. Monthly. 

Ecxectic, Dentau. Vol. I, 1885, Sept. No. 1. Nov. No. 2. Bi-Monthly. 

Dentat Orrice anv Lasoratory. Second series, quarterly, April, 1877, current. 

Dentat AND Orat Scrence Macazrne. One volume published in place of the New 
York Odontological Society Transactions, 1878. Quarterly. 

Dentat Srupent, Warsaw, Ind. First issue, March 10, 1884. Quarterly. 

Destist’s Beacon Lieut. One number issued, Vol. I, No. I, Oct., 1882. 

Facts, Dentau. Chattanooga, Tenn. Vol. I, 1885. Quarterly. 

Heapuient, Dentat. Vol. I, 1880, current. Quarterly. 
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LIST OF JOURNALS INDEXED 


Heravp or Dentistry, N. Y. 1881 to 1884. 13 numbers issued irregularly. 

Inurno1s Stare Dentat Socrery Transactions. 1876, current. Annual. 

INDEPENDENT Practitioner, Vol. II, 1881, current. Monthly. Vol. I, 1880, issued 
under title The Practitioner. 

Inp1ana Srare Dentrat Socrery Transactions. 1882, 1883. Annual. 

Iowa Strate Dentat Socrery Transactions, 1878, 1880, 1885. 

Irems or Interest, Dentau. Irregularly published from volume I, July, 1879 to vol- 
ume III, 1881. Thereafter issued regularly as a monthly, current. Correc- 
tions: Vol. IV, 1882, Nos. 5, 6, 7,11, incorrectly marked Vol. V. Volume 
VII, 1885, April paging ends with 192 and May begins with 226. 

Jarrus, DentaL. 1879-1884. Vol. IV, only Nos. 1, 2, 3, and Vol. V. Nos. 1, 2. 
Monthly. 

Jounston’s Dentrat Miscettany. Vow. III, 1875 to close Vol. VIII, Dec. 1881. 
Monthly. 

Kansas State Den. Association Transactions. 1876. 

Kentucky State Den. Socrery Transactions. One volume. 1878. 

Luminary, Dentat. Georgia. May, 1879, current. Quarterly. 

Mary.anp Strate Dentat Association Transactions. 1876. Annual. 

Micuiean State Dentat Socrery Transactions. 1877, 1878, 1879, 1880, 1881, 1882, 
1884, 1885. Annual. 

Missouri Dentat JourNAL, Tue. Vol. VI, 1876 to close, Vol. XV, Dec. 1883. Cor- 
rections: Vol. XI, No. 1, marked on the cover, Vol. IX, and inside Vol. X. 
Monthly. 

Missourt State Dentat Association TRANSACTIONS, 1865-1882. In one volume. 


Montuiy Review or Dentat Surcery. Vol. V, 1876 to close Vol. VIII, 1879. 
Monthly. 

NationaL AssociaTioN oF Dentat Examiners Transactions. 1883. 

Nationa Dentat Association Transactions. In place of Southern Dental Asso- 
ciation Transactions. One volume, 1879. 

New ENGianp JourNAL or Dentistry. Jan. 1882 to 1884. Three volumes issued, 
ending with volume III, No. 10, when the publication was absorbed by the 
Archives of Dentistry, Nos. 11, 12, of volume III, with the same cover as the 
Archives, but paged to follow No. 10 of the New England Journal. 
Monthly. 

New Jersey State Dentau Society Transactions. 1876, current. Annual: 

New York Oponroioeicat Socrery Transactions. 1876, current. Annual. 

New York Strate Dentar Society Transactions. 1876, current. Annual. 

News, Dentat. Knightstown, Ind. Vol. I, May, 1878 to Vol. VII, April, 1885. 
Monthly. 

OponrocrarHic JournaL. April, 1880, current. Quarterly. 

OponroLocicaL Socirery or Great Brirarx Transactions. 1876, current. Annual. 

OponTo.ocicaL Socrety or Pennsyivania Transactions. 1879, current. Annual. 

Onto State Dentat Socrery Transactions. 1876-1881, 1882, 1883. Annual. 

Onto State Journay or Denrau Scrence. Feb. 15, 1881, current. Vol. I, six numbers 
to close with December. Monthly. 

PENNSYLVANIA JOURNAL OF Dentat Science. Vol. II, 1875. Vol. III, 1876. Monthly. 
Last number December, 1876. 

Pexnsytvanta State Dentat Socrery Transactions. 1879-1885. Annual. 
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LIST OF JOURNALS INDEXED 


Pease, See Elgin, Illinois. Three numbers issued from Sept. 1883 to Jan. 

1884, 

Practitioner, Dentau. Vol. I, 1880. Changed to Independent Practitioner Vol. IT, 
current. Monthly. 

Practitioner, Dentat. Philadelphia. Vol. I, 1883, current. Monthly. 

Recorp, Dentat. London. Vol. I, 1881, current. Monthly. 

Reotster, Dentat. Vol. XXX, 1876, current. Monthly. 

Review, Dentat. Charlotte, Michigan. Two numbers issued, March 15, 1884, and 
April 15, 1884. 

Sr. Louis Dentat Quarterty. Three numbers issued from Oct. 1877 to July, 1878. 

Sovurn Caroutrna Strate Dentat Association Transactions. 1869-1884 in one 
volume. 

SourHern Dentat Journat. Vol. I, 1882, current. Monthly. 

Texas Dentau Journau. Vol. I, 1883, current. Quarterly. 
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A Review of the Activities of the Dental Index Bureau 
By Abram Hoffman 


In each of the previous volumes of the Index there has been a statement rela- 
tive to the activities of the Bureau with special reference to the problems encount- 
ered in financing the work. It seems somewhat superfluous to reiterate these mat- 
ters at this time but the Board believes it is quite proper to publish again the lists of 
individuals, schools and other organizations that have, through their generous sup- 
port, made the project possible. 


The publication of each successive volume seems to lend an additional confidence 
and our financial burdens have become correspondingly lessened so that now at the 
time of presenting the fourth of the term volumes we are nearly free from care. We 
wish to express special appreciation for the continued support of the dental schools 
and the Research Commission of the American Dental Association. 


The Trustees of the American Dental Association, at a meeting held at Chicago 
in March of this year, gave our efforts the greatest material endorsement we have had 
when they granted $7500.00 for our operations during the present year with the un- 
derstanding that a further grant would be made each year until the publication is up 
to date. This action is subject to the approval of the House of Delegates at the Louis- 
ville meeting of the Association in Septem ber, 1925, and we earnestly hope for their 
continued support. 


Assistance of this nature will enable us to carry on our operations with consider- 
able dispatch and the profession will be assured of the completed Index to 1926 with- 
in a comparatively short time. Practically all of the indexing has been done and 
much of the copy is ready for the printer. 


We wish to take this opportunity to thank all who have assisted us in our en- 
dea vor. ‘ 
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Original Subscribers 


The following is a list of the individuals, colleges and societies responding to 
the early requests for $25.00 per year for three years and the amounts paid upon 
these subscriptions. There were quite a few subscriptions upon whfth payments 
were never made; they are not included here. (1911-1915 Volume.) 


SD nn cab ee £0 0s 6d Ones nbbe de Nebinns d00tenenedsseneee $25.00 
2, i i . i. ie ep babdhs edb eheséanadenesheasbhadasdhetebecnde hiness 25.00 
ne oo 3. ne hb ad CSRS eRe ES COMES bE abe RETA EN adledbarees 25.00 
ee es oon 5 60 060 b O00 bs cba eey Oe UEMERECO Sows be ekegebbes caved 25.00 
Dy We Ee IS 0.65800 c bao. 6 en.cecis 3460500 ehows cine e ees bes ane aesesen 25.00 
oF Oe © SRE Ary res rer rrr 25.00 
Ds Re, CI og Kes cc cdr ec deer dc ctebeduedec Kearereceetesenrewe 25.00 
Ne nn nwrern gulp babe de eeae it paee bepheh ante deiedbneast 25.00 
rr Cs ecu eenessasseebesesedesecanrecenes 25.00 
Se SS ED, i ccawewecesbs dbus desiWe dee ets deeee cUNbEs See 25.00 
ee ee I, BE Gc ccccccacwecccnsaceesecescsbcccceseend’ 25.00 
ee ee de ing onek aces beecbde deebentneseebesns ates 25.00 
i rn cn hw aa cn da ChE CKE EOS CER YOKE DS TENE EROEE ENS KRSSRD 25.00 
er PNUD °g s's'o.0 6 halcie cia 6 0 obinin ad dub bp cmb awb ue pihe tees Sesmas 25.00 
I aie a weds eee did ob emaee haneh beaded eee 25.00 
rr oe oe dace each eniddsebeee GheersbeaaaabyGenene 25.00 
er CS er i SS tk obs kel Ve OSE WO ho bd bu bie Adee owen anaes ee 25.00 
i ee ec keabokesnuaende abe eeeneebenees 12.50 
ee 8. , ere ree ree eee 50.00 
University of Denver, School of Dentistry ..........c.cccccccccccccccccccess 25.00 
i a cece d sll eeenbebaleeamdes jared 25.00 
a a a a a ce eee Schnee eeedeeeen essen 25.00 
University of California, College of Dentistry ............... ccc eee ceeeeeeees 25.00 
rr i CE oon. 6 oc on hte sober’ ose sebuesssbecsescaeee 25.00 
rr re et ee cain ak nee doecs 606 0h6s 8660S oo ctbebbSbss tndebaed 25.00 
Northwestern University, Dental School ..............cccecccccccccccccssceee 25.00 
University of Pittsburgh, School of Dentistry ........cccccccccccccccscccccces 25.00 
ey eer Se Docc obsess cccesb boSedescesssdecsesios 25.00 
St. Louis University, School of Dentistry ........ Hein de tedeheentd tan baceneds nese 25.00 
oe ae iss och oe cabbshaCneegneseshepesatinusnen 25.00 
Royal College of Dental Surgeons .................... bees hiesdeuddesbSesvant 25.00 
Starling-Ohio Medical College, Dental Department .................ceeeeeeee 12.50 
rr, Ce” oe cece one nachos sanded eect oktvecshas bus 50.00 
EE ea er ee eee ee ee 42.87 
ee Ge es IID © 6 ood obec i db dd b60 beds cdc cdébacesctaa 25.00 
i at nn es a cobs bso oenlen set needa oneteseeel 25.00 
Odontological Society of Western Pennsylvania ................0cceceeeceees 25.00 
ny Oy ON «5 o.db co dasccbdedvicdoccdeussod bebaboeedéesea 25.00 
i es a cls eae Oa OD aaeeee 25.00 
New York State Dental Society, Second District ................. cc ceeeeees 25.00 
New York State Dental Society, Fourth District..................cceceeeeeees 25.00 
New York State Dental Society, Fifth District ...........cccccccccccccccccees 25.00 
a Coa Leen BS RheS OAR eh KESe+ Ube SeeewheteEenénaae 25.00 
a Oe bs wc dd ie male a Oe eb eee ee eta 25.00 
Central Dental Association of New Jeraey ......cccccccccscccccccccccccccccces 25.00 
eS es a) kc aden bed beewe ene ebeeneseanbes 25.00 
en 6.ceee SUR ab beRsae eee Es eten es mansiaks 25.00 
ee ie na Ce ubseWseegedsenns beueueRebdns Uesekeen 25.00 
rr rr ee Ce Ce | icc cosakubemeeseveeeeeveserdbccseeees 12.50 
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Subscriptions from Dental Colleges, Societies and Journals 


This list includes donations to the Index fund by dental colleges, societies and 
journals. The amounts paid by the various dental schools, in response to the call 
in 1918, are based upon their student enrollment. The sums here mentioned are in 
addition to amounts published in the other lists. (1911-1915 Volume.) 


Nesthweatern University, Domtal Gabaehe occ. .ccccciccccccsccesccuscevcviescs $205.00 
University of Minnesota, College of Dentistry ............. ccc cee eceeeeeeees 95.00 
Vanderbilt University, School of Dentistry ............ccccccecccececcececes 35.00 
University of Louisville, College of Dentistry ..............cc ccc ececeeeecees 60.00 
ee wn on oun deb cend es AGS pa eS Wekiae sae enews 75.00 
Ce Gn Oe I os ce ne wands wb nee eee Cas daeban cayeak 200.00 
University of Michigan, College of Dental Surgery ..................ceeeeeee 90.00 
ee 0 I I iis Side nn wcnstwe'es veveub omen eer ews hs eRees 30.00 
University of California, College of Dentistry ......cccccccccccccccccccccecs 50.00 
Tereee GE BOW, CUR GE BOUND onc 00s Pendccncscvctdeedcusnecescene 75.00 
ee SE I os vic. ox wind cg Glien or 4.000 cane cusbaedeseceun sa habies 60.00 
University of Buffalo, College of Dentistry .............. ccc cece eee eceeees 80.00 
The Thomas W. Evans Museum and Dental Institute, School of Dentistry, Uni- 
SD. Ge I, 5 on noms bee in deccwds babe bas eahh ines endehaen eee on 185.00 
Temple University, Philadelphia Dental College ................c ce ceeeceees 60.00 
Cs a er a... ac cnaa 0 scbess eu asthase cnaeneebae 20.00 
St. Louis University, School of Dentistry ................... Useeedicatoat 65.00 
Ohio State University, College of Dentistry ............. ccc cece ccc ccccenees 40.00 
Washington University, Dental Department ..................e cece eeeeeees 35.00 
University of Pittsburgh, School of Dentistry ...............c cece ccceccces 100.00 
ee ee ee ee ce incur cones aban sannee eke Oe Sebena wen 66.66 
Ce GE Tee, Cae GE TRON occ ccc ccccscciecivedéscseeeeese 55.00 
rp lle OO | S.A ee errs. ere 20.00 
College of Dental and Oral Surgery, New York ................ ccc ecceeeeees 185.00 
University of Southern California, College of Dentistry ...................... 70.00 
University of Demver, Gobool of Demtttry oo. ccc ccc ccc tc cccccccccdesccsccses 50.00 
ee en westerns tasvaynacedeteséceteedas 150.00 
Georgetown University, Dental Department ............... cece cece eee eeee 30.00 
Coen Ge Ce, ee, OE Be ov edict ccccacccadeceressenacn 40.00 
Creighton University, College of Dentistry. ............cccccccccccceccvccces 40.00 
Medical College of Virginia, Dental Department ..................ccceecees 30.00 
University of Tennessee, College of Dentistry .................cce ce ceccececs 15.00 
Be ER BO ee eee ee ae 15.00 
ESS VRSCGrEees,. POO GE MONIES on oc cosine snccd eis cneweasdbasive 20.00 
ee, eS ns au ot ian Gu An aa rake las mone ae oe 65.00 
George Washington University, -  jortaaenmdh a BPE VES PE ee 40.00 
ee Se Oe TE iw ccc cc ncccncsucessGavetipees, Gusneadial 85.00 
I. Sr ID SOUND ic 0.0. 50s devtehcdes ccutebeseemneecewns 127.00 
pe re ep rt ee ee emer 75.00 
i os owen bad beeches dé nceusmman ea 20.00 
University of Nebraska, College of Dentistry .................cccccccccceecs 100.00 
a Sree, Cee Ee. CE ng ovc nc beeeic cs Os Sevecbdastccwcdern 75.00 
vcs ciw aces ccsdbdeshstub dheened bbuehweseeued 200.00 


ee eee ee or eee 100.00 
EE SE ED o-SW.a 5.08 cd 0.645 #305 05.006 60.00 dns hee beeen Ree penne . 
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Guarantors 


Those whose names appear in this list have guaranteed to pay equal shares of 
whatever may be the final deficit on this publication, not exceeding one hundred dol- 


lars each. (1911-15 Volume.) 


Banzhaf, Henry L., Milwaukee. 

Black, Arthur D., Chicago. 

Bogle, R. Boyd, Nashville. 

Casto, Frank M., Cleveland. 

Columbia University, School of Dentistry, 
New York City. 

Conzett, John V., Dubuque. 

Dental Study Club of Southern California, 
Cc. J. R. Engstrom, President, Los An- 
geles. 

Eshleman, M. Burton,. Buffalo. 

Ford, Lewis E., Los Angeles. 

Forsyth Dental Infirmary, Boston 

Foster, S. W., Atlanta. 

Friesell, H. E., Pittsburgh. 

Gethro, F. W., Chicago. 

Hartzell, Thos. B., Minneapolis. 

Harvard University, Dental School, Bos- 
ton. 

Henahan, J. P., Cleveland. 

Hill, De Los L., Atlanta. 

Hillyer, Ellison, Brooklyn. 

Hinman, Thos. P., Atlanta. 

Hoffman, Abram, Buffalo. 

Hoggan J. A. C., Richmond. 

Indiana Dental College, Indianapolis. 

Kelsey, Harry E., Baltimore. 


King, Otto U., Chicago. 

Lee, Alfred P., Philadelphia. 

MacMillan, Hugh W., Cincinnati. 

McCall, John Oppie, New York City. 

McCollum, B. B., Los Angeles. 

McGee, R. Proctor, Pittsburgh. 

Midgley, A. L., Providence. 

Miller, Herbert C., Portland. 

Mess, C. J. Washington, D. C. 

Noyes, F. B., Chicago. 

Pacific Dental Gazette, Julio Endelman, 
Editor, San Francisco. 

Price, Weston, A., Cleveland. 

Semans, Harry M., Columbus. 

Tileston, Harry B., Louisville. 

Tufts College Dental Library Committee, 
Boston. 

Turner, Charles R., Philadelphia. 

University of California, G. V. Black Club, 
G. S. Millberry, President, San Francisco. 

University of Minnesota, Dental Faculty, 
Minneapolis. 

Waugh, L. M., New York City. 

Williams, Geo. T., Seattle. 

Webster, A. E., Toronto. 

Xi Psi Phi Fraternity, H. B. Pinney, 
Supreme Secretary, Chicago 
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Guarantors 


Those whose names appear in this list have guaranteed to pay equal shares of 
whatever may be the final deficit on this publication, not exceeding fifty dollars 
each. Those marked * were also Guarantors for the 1911-15 Volume. (1916-1920 


Volume.) 


Bebb, William, Chicago. 

Banzhaf, H. L., Milwaukee. 

*Black, A. D., Chicago. 

*The G. V. Black Club, University of 
California, College of Dentistry, San 
Francisco. 

Bogle, R. Boyd, Nashville. 

Buckley, J. P., Los Angeles. 

Breene, F. T., Iowa City. 

Brophy, T. W., Chicago. 

Bunting, R. W., Ann Arbor. 

Burkhart, H. J., Rochester. 

*Casto, F. M., Cleveland. 

*Conzett, J. V., Dubuque. 

*Columbia University, School of Dentistry, 
New York City. 

Dewey, Martin, New York City. 

Denver Dental Association, Denver. 

*Dental Study Club of Southern Cali- 
fornia, Los Angeles. 

Eby, J. D., New York City. 
*Eshleman, M. B., Buffalo. 
*Forsyth Dental Infirmary. 
*Ford. L. E., Los Angeles. 
*Foster, S. W., Atlanta. 
*Friesell, H. E., Pittsburgh. 
Friesell, F. C., Pittsburgh. 
Gethro, F. W., Chicago. 
Gillett, H. W., New York City. 
*Hartzell, H. B., Minneapolis. 
*Harvard University, Dental 

Boston. 

*Henahan, J. P., Cleveland. 

Hert, B. S., Rochester. 

*Hill, De Los L., Atlanta. 

*Hillyer, Ellison, Brooklyn. 

*Hoffman, Abram, Buffalo. 

Hoggan, J. A. C., Richmond. 

Hipple, A. H., Omaha. 


School, 


House, M. M., Indianapolis. 

*Hinman, T. P., Atlanta. 

Isham, A. F., Buffalo. 

*Indiana Dental College, Indianapolis. 
Johnson, C. N., Chicago. 

*Kelsey, H. E., Baltimore. 

King, Otto U., Chicago. 

*Lee, Alfred P., Philadelphia. 
*MacMillan, H. W., Cincinnati. 
*McCall, John Oppie, New York City. 
*McGee, R. Proctor, Pittsburgh. 
*McCollum, B. B., Los Angeles. 

Mess, Carl J., Washington. 

*Midgley, A. L., Providence. 
Millberry, G. S., San Francisco. 

*Miller, H. C., Portland. 

*University of Minnesota, Dental Faculty, 

Minneapolis. 

*Noyes, F. B., Chicago. 

*Pacific Dental Gazette, San Francisco 
Price, Weston A., Cleveland, O. 
Printz, M. M., Chicago. 

Seccombe, Wallaee, Toronto. 

*Semans, H. M., Chicago. 

Smith, H. T., Cincinnati. 
Smith, M. C. Lynn. 
Smith, Eugene H., Boston. 

*Tileston, H. B.. Louisville. 

Tracy, W. D., New York City. 
*Tufts College, Boston. 
*Turner, C. R., Philadelphia. 

Ward, M. L., Ann Arbor. 

*Waugh, L. M., New York City. 
Weber, A. G., Havana, Cuba. 

*Webster, A. E., Toronto. 

Wheeler, H. L., New York City. 

*Williams, G. T., Seattle. 

*Xi Psi Phi Fraternity, Supreme Chapter, 

Chicago. 
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financing the 1916-1920 volume. 
previously published lists. (1916-1920 Volume.) 





Colleges—Guarantors 


This list includes the dental colleges advancing fifty dollars each to aid in 


Baylor University, College of Dentistry, Dallas. 

University of Buffalo, College of Dentistry, Buffalo. 

Chicago College of Dental Surgery, Chicago. 

Creighton University, College of Dentistry, Omaha. 

College of Dental & Oral Surgery, New York City. 

University of Denver, School of Dentistry, Denver. 

University of California, College of Dentistry, San Francisco. 
University of Southern California, College of Dentistry, Los Angeles. 
Dalhousie University, Faculty of Dentistry, Halifax. 
Georgetown University, Dental Department, Washington, D. C. 
State University of Iowa, College of Dentistry, Iowa City. 
University of Illinois, College of Dentistry, Chicago. 

Kansas City Western Dental Coilege, Kansas City. 

St. Louis University, School of Dentistry, St. Louis. 

Loyola University, School of Dentistry, New Orleans. 
University of Louisville, College of Dentistry, Louisville. 
Marquette University, Dental School, Milwaukee. 

University of Minnesota, College of Dentistry, Minneapolis. 
University of Michigan, College of Dental Surgery, Ann Arbor. 
University of Montreal, Faculty of Dentistry, Montreal. 

New York College of Dentistry, New York City. 

Northwestern University, Dental School, Chicago. 

University of Nebraska, College of Dentistry, Lincoln. 

North Pacific College of Dentistry, Portland. 

Ohio College of Dental Surgery, Cincinnati. 

College of Physicians & Surgeons, Dental Department, San Francisco. 
Temple University-Philadelphia Dental College, Philadelphia. 


Thomas W. Evans Museum & Dental Institute, School of Dentistry, University 


of Pennsylvania, Philadelphia. 
University of Pittsburgh, School of Dentistry, Pittsburgh. 
University of Tennessee, College of Dentistry, Memphis. 
Vanderbilt University, School of Dentistry, Nashville. 
Medical College of Virginia, Dental Department, Richmond. 
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Most of these schools made contributions in the 








Colleges—Contributions 


The following dental schools have contributed amounts varying from fifty 
to one hundred and fifty dollars, to aid the Bureau in its work, since the publication 
of the 1911-1915 and 1916-1920 volumes. In many instances these schools have 
contributed toward the publication of the previous volumes. 


Northwestern University, Dental School. 

University of Minnesota, College of Dentistry. 

Vanderbilt University, School of Dentistry. - 

University of Louisville, College of Dentistry. 

Royal College of Dental Surgeons. 

Chicago College of Dental Surgery. 

University of Michigan, College of Dental Surgery. \ 

University of California, College of Dentistry. 

Indiana Dental College. 

University of Buffalo, College of Dentistry. 

Thomas W. Evans, Museum and Dental Institute, School of Dentistry, Uni- 
versity of Pennsylvania, Philadelphia. 

Temple University, Philadelphia Dental College. 

Washington University, School of Dentistry. 

University of Pittsburgh, School of Dentistry. 

New York College of Dentistry. 

University of Illinois, College of Dentistry. 

University of Southern California, College of Dentistry. 

University of Denver, School of Dentistry. 

Tufts College, Dental School. 

Creighton University, College of Dentistry. 

McGill University, Faculty of Dentistry. 

Dalhousie University, Faculty of Dentistry. 

Harvard University, Dental School. 

North Pacific College of Dentistry. 

Atlanta-Southern Dental College. 

University of Nebraska, College of Dentistry. 

College of Physicians and Surgeons, Dental Department. 

Baylor University, College of Dentistry. 

Columbia University, School of Dentistry. 

Georgetown University, Dental Department. 

















Contributions 


The following have contributed to the Index- funds since the list as published in 
the 1911-15 volume was compiled: 

California State Dental Society. 

Chicago Dental Society. 

Cuban Odontological Society. 

Illinois State Dental Society. 

National Dental Association. 

New York State Dental Society. 

First District Dental Society (New York). 

Ninth District Dental Society (New York). 

R. J. Rinehart, Kansas City, Mo. 


The following societies have contributed to the Index funds since the list as 
published in the 1916-1920 volume was compiled: 

American Dental Association. 

American Dental Association, Research Commission. 

New York State Dental Society. 

First District Dental Society (New York). 

Minnesota State Dental Association. 

Michigan State Dental Society. 

British Dental Association. 

Illinois State Dental Society. 

Nebraska State Dental Society. 

Pennsylvania State Dental Society. 

American Institute of Dental Teachers. 

Denver Dental Association. 

Kentucky State Dental Association. 

District of Columbia Dental Society. 

Southern California Dental Association. 

Connecticut State Dental Association. 


The following societies have contributed to the Index funds since the list as 
published in the 1839-1875 volume was compiled: 
American Dental Association. 
American Dental Association, Research Commission. 
New York State Dental Society. 
Colorado State Dental Society. 











Colleges—Contributions 


The following schools have contributed $50.00 each toward financing the 1876- 
1885 volume of the Index: 


Northwestern University, Dental School, Chicago. 

Vanderbilt University, School of Dentistry, Nashville. 
University of Louisville, College of Dentistry, Louisville. 
Royal College of Dental Surgeons, Toronto. 

Chicago College of Dental Surgery, Chicago. 

University of Michigan, Col. of Dental Surgery, Ann Arbor. 
Ohio College of Dental Surgery, Cincinnati. 

University of California, College of Dentistry, San Francisco. 
University of Iowa, College of Dentistry, Iowa City. 

Kansas City-Western Dental College, Kansas City. 

University of Buffalo, School of Dentistry, Buffalo. 

Temple University, Philadelphia Dental College, Philadelphia. 
St. Louis Dental College, St. Louis. 

Ohio State University, College of Dentistry, Columbus. 
University of Pittsburg, School of Dentistry, Pittsburgh. 

New York College of Dentistry, New York City. 

University. of Illinois, College of Dentistry, Chicago. 

Tulane University, College of Dentistry, New Orleans. 
University of Southern California, Col. of Dentistry, Los Angeles. 
Tufts College, Dental Schooi, Boston. 

Georgetown University, Dental Department, Washington; D. C.. 
University of Montreal, Faculty of Dentistry, Montreal. 
Creighton University, College of Dentistry, Omaha. 

Medical College of Virginia, Dental Department, Richmond. 
McGill University, Faculty of Dentistry, Montreal. 

Harvard University, Dental School, Boston. 

North Pacific College of Dentistry, Portland. 

Marquette University, Dental School, Milwaukee. 
Atlanta-Southern Dental College, Atlanta. 

Loyola University, School of Dentistry, New Orleans. 

College of Physicians and Surgeons, Dental Dept., San Francisco. 
Columbia University, School of Dentistry, New York City. 
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HISTORY 


of the 
Dental Periodical Literature of the 
British Empire, 1843-1924. 


By WILLIAM H. TRUEMAN 


INTRODUCTION. 


That Mr. George Waite’s Pamphlet of 1841, expressing his regrets at the then 
deplorable condition of the dental profession in England, and offering suggestions 
for its betterment, led to the first lenaking of the icy apathy which surrounded it, 
there seems to be no doubt. He was not alone. Gentlemen prominent in dental ranks 
appreciating the untoward conditions seconded his efforts. They appealed to the 
Royal College of Surgeons for aid, and were repulsed. It was at this juncture that 
dental periodical literature made its advent in England. The first number of the 
first vas of “The British Quarterly Journal of Dental Surgery,” edited by Mr. 
James Robinson, and published by John Churchill, London, appeared March 30, 1843, 
64 pages. A second number followed June 30, the same year. With this the journal 
ended. Dr. Harris, in the American Journal of Dental Science, Vol. III, June 1843, 
page 282, editorially, gives the new journal a warm welcome. 


This was followed by “The Forceps, A Journal of Dental Surgery, and the 
Collateral Arts and Sciences,” owned and edited by James Robinson. It began its 
short and stormy career January 13, 1844. It was bi-weekly, in small newspaper 
form. It came into being when the issues raised by Mr. Waite’s pamphlet appeal- 
ing to Parliament, the medical profession and the public, for legislation to en- 
force an educational standard for dental practitioners, was under discussion. Radical 
differences of opinion regarding the standard, and especially how it should be 
reached and recognized, quickly developed. 


Mr. Robinson took an active part in this controversy. He was prominent as a 
»ractitioner, a man of means and a liberal contributor to the various projects for 
tterment that developed during the dental reform movement. He lacked the diplo- 
matic reserve essential to successful leadership, in a heated controversy. It is to 
this that these two journals proved an unfortunate beginning. 


Of “The Forceps,” Mr. Alfred Hill, in his history of the Reform Movement in 
the Dental Profession in Great Britain, has this to say:—“It was a mistake. The 
spirit manifested in its pages was satirical, and in many instances offensively per- 
sonal. There appeared from time to time short biographical sketches of some of the 
leading dentists, which were more caricatures than delineations of character, and 
were altogether to be condemned. The Forceps could never achieve any good, was 
calculated to irritate many, and produce much hostile feeling against the writer. 
Happily, the journal had a short existence; yet lived long enough to bring about 
a spirit of antagonism to Mr. Robinson from many quarters, from which he suffered 
for many years afterwards.” (1) 


_._ He later confided to Mr. Hill, “I heartily wish I had never had anything to do 
with it; and I should like to know that not a single copy of it was now im existence.” 


The first issue is dated January 13, 1844. The vear ended with No. 36, December 

28, 1844. It was discontinued early in 1845; a note in Stockton’s Dental Intelli- 

gencer, Vol. II, No. 1, November 1845, page 17, acknowledges the receipt of back 

numbers to No. 31; a similar note in the next number, December, 1845, announces, 
with regret, the discontinuance of the publication. 

(1) The History of the Reform Movement in the Dental Profession in Great Britain. By 
Alfred Hill. Trubner & Co. London, 1877. Page 300-301. 
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HISTORY OF DENTAL PERIODICAL LITERATURE 


It was unfortunate that this first effort proved so discouraging. Beyond, (per- 
haps) disclosing conditions to be met and overcome, it held back the organization 
of dental practitioners in England a full decade. There was, however, a gradual 
awakening to the importance of action that led to the organization of the Odonto- 
logical Society of London, November 10, 1856, shortly after the advent of the first 
successful dental journal, The British Journal of Dental Science. 


4 Tue British JourNAL oF DenTAL SCIENCE 


July 1, 1856, will ever be memorable in the annals of dentistry in Great Britain, 
as on that day was issued a monthly journal to represent the profession; to cater 
to its interests; to sturdily and steadily contend for organization and advancement 
on educational lines. It was launched as the enterprise and property of Mr. Walter 
Blundell, and bore the title of “The British Journal of Dental Science.” 


Each number consisted of about 32, 6 by 12 inch, double column pages. In his 
initial address he says:—“The honor and responsibility of our undertaking demands 
a few introductory observations concerning our principles and intentions. Almost 
every class—nay, shade of class—Science, Art, and Profession, possesses its repre- 
sentative journal, through which it has risen to a recognized status, while the Dental 
Practitioners of this country have been for many years without such a desideratum 
—a fact that is not creditable to them as a body of intelligent and really profession- 
ally educated men.” 


“The columns of the “British Journal of Dental Science” are open for free dis- 
cussion, unfettered by cliqueism, and at the disposal of any and every member of 
the profession requiring a medium for the extension of accumulated knowledge, let 
it be ever so fragmentary or varied in degree of excellence.” 


“Finally, we beg for mutual aid in this common interest—which we fervently 
hope will unite us in the most friendly intercourse, and prove a lasting source of 
gratification and advantage.” 


The first number is filled with a variety of practical articles suited to the various 
needs of a dental practitioner. The editorials are unusually well written, enforcing 
persistently the importance of providing a School for dental instruction, and organ- 
izing the profession for their support. 


At the close of the year Mr. Blundell sold the journal to some of the profession 
who were favorably disposed towards the recently organized Odontological Society. 
At this time the profession was divided, one party favored a separate and distinct 
dental school, such as were organized in the United States. The other party was 
seeking recognition from the College of Surgeons. The Odontological Society was 
earnestly working to secure this recognition. While there seemed to be a leaning 
towards the projected College of Dentists on the part of the journal, its editorials 
were more urgent for unity in the profession. It certainly gave a fair hearing to 
both sides of the question. 


An editorial in the number for June 1857, has this interesting item :—“Mr. 

Tomes has placed at our disposal a manuscript copy of a Course of Lectures de- 
livered by Mr. Rae in 1782. The manuscript does not appear to be in the hand 
writing of Mr. Rae, but in that of a pupil, who took elaborate notes of each lecture, 
and afterwards gave them a df revision. The date is preserved but it is not 
stated where the lectures were delivered. ‘These lectures are printed in subsequent 
numbers, and make interesting reading. (1) 
(1) Concerning Mr. Rae, the following is from Mr. Downing’s introduction to a new edition 
of John Fuller’s Essay on the Teeth, London, 1815:—“The first person to give a distinct course 
of lectures on the teeth was the late Mr. Rae, surgeon dentist to the King. This gentleman met 
with premature death by a fall from his horse. In 1799, my much esteemed brother-in-law, Mr. 
Joseph Fox, commenced a course of lectures on the teeth, which he has since continued to deliver 
every season at Guy’s Hospital.” 








XXV 





Se lapetl PA —- 
oe. The a? eet 


ee. 























The above is a copy of the title page of a second edition of the first known work on Dentistry 
in the English Language, a work practically unknown until early in the spring of 1924, when Dr. 
B. W. Weinberger, of New York, looking over a catalogue of old works on botany, etc., noticed 
the title, and fortunately secured the copy, a reprint of which he published in “The Journal of the 
American Dental Association”, June, 1924. 


Although various Dental Histories and Dental Bibliographies had noted its title, date of its 
publication and the name of its author, its contents were unknown until this reprint appeared 
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238 years after the publication of the first edition in Dublin, 1686, with a somewhat different 
title. Of this first edition, only two copies are known. Of the later edition, 1687, eight copies 


have been located. 


John Bale, Sons and Danielsson, publishers of London, have issued a reprint of a copy of 
this work in the British Museum of London, to which Mrs. Lilian Lindsay, Hon. Librarian of the 
British Dental Association, has added an introduction, giving a history of the work as far as 
known, a resume of its contents, and a review of the political conditions under which it was 
written and published. This writer says: 


“This small quarto which has attracted the attention of dental librarians in America and 
England during the last year has been known only by a title, sometimes without an author’s 
name attached, in dental bibliographies from the beginning of the nineteenth century, and has 
been mentioned only by one or two writers on dental literature. The reason for its preservation 
does not lie in its value as a dental work, nor in the fact that it seems to be the first book on 
the subject written in the English language, but rather because it is one of the rare examples 
of printing in Dublin in the Seventeenth century. That century was probably one of the most 
troublous and disastrous that even the distressed people of Ireland have experienced. Re- 
bellion, suppression, war and persecution were their lot without intermission; persecution of both 
Protestant and Catholic, and civil as well as religious. Writers of all kinds were afraid to have 
their works published, and those who dared do so could hardly get printers brave enough to 
carry out the work; therefore, many Irish works were published abroad, or, when published at 
home, bore in some cases the name of a foreign town—such as “printed in Roan” (Rouen). 
Only writings such as this of Charles Allen, which contained no controversial matter, could 


readily obtain a publisher. 


“The first copy of this book was entitled “The Operator for the Teeth, showing how to Pre- 
serve the Teeth and Gums from all Accidents, as also the Description and Use of the Pelican, to 
which is annexed’ A Physical Discourse, wherein the Reasons of the beating of the Pulse; or 
Pulsation of the Arteries, together with those of the Circulation of the Blood are explained, the 
Opinions of several Ancient and Modern Physicians and Philosophers, as Gallen, Gassendus, 
Cartesius, Lower, Willis, &c. Printed in 1686 by Andrew Crook and Samuel Helsham for 
Robert Thornton, bookseller, at the Leather Bottel, Skinner’s Row, Dublin.” There are 58 pages 
and one leaf. At the bottom of page 44 appears “Printed in Dublin in the year 1686.” The 
size is stated as 4to, 7 3/5 by 5 4/5. One copy of this edition is in the library of Trinity College, 
Dublin, and another in the possession of Dr. T. P. C. Kirkpatrick, Dublin. 


“In the next year, 1687, another edition or reprint appeared, entitled “Curious observations 
in that difficult part of Chirurgery relating to the Teeth, showing How to Preserve the Teeth 
and Gums from all Accidents they are subject to.” The size of this is somewhat smaller than 
the first, being 4to, 7 1/2 by 5 1/4, 1 leaf plus 58 pages plus 1 leaf, the last leaf being a list of 
contents. There are eight copies of this edition known to exist, namely, Trinity College, Dub- 
lin; Bodleian Library, Oxford; British Museum; Kings Inns, Dublin (this one bears the Im- 
primatur of the Archbishop on the verso of the title page); E. R. McC. Dix, Dublin; Marsh’s 
Dublin; the Royal Irish Academy and that owned by Dr. Weinberger, of New York.” 


This interesting reprint of Charles Allen’s work, and the accompanying introduction, is a 
worth-while addition to dental literature, It is issued, neatly bound, at the modest price of five 
shillings, and deserves a wide circulation. 
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A 


TREATISE 


ON THE 
DISORDERS ann DEFORMITIES 
OF THE 


TEETH anv GUMS, 


EXPLAINING 


The moft rational Methods of treating their Difeafes, 


Iluftrated with Cafes and Experiments. 


By THOMAS BERDMORE, 


Member of the Surgeons Company, and Dentift in 
Ordinary to his Majefty. 





A NEW EDITION witx ADDITIONS. 





Dente quid horridins nigro, quid pulehrius albo? 








LON DON: 
Printed for the AUTHOR. 
Sold by Benyamin Waite in Fleet-Street 
James Dopstey in Pall-Maill; 
And Becxer and De Honpr in the Strand. 
M DCC LXxX. 


Title page of book by Thomas Berdmore, dentist to King George the 
Third. R. Woffendale was educated in Berdmore’s office. 
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The volume closed with No. 18, December 1857, so as to begin the next volume 
with January. It made a very good beginning. 


The second volume is filled with interesting matter. In the July number, 1858, 
we are informed of the passage, July 6, of a bill by the Legislature empowering the 
College of Surgeons to institute examinations, and to grant certificates of fitness to 
practice dental surgery. This raised dentistry to the dignity of a recognized pro- 
fession. 

In the third volume, August 1860, page 382, is a long account of a suit brought 
against the publisher of the journal. In the issue of November, 1858, an editorial 
entitled “Dental Puffing,” (page 319) sharply criticised the advertisements of an 
Edinburgh dentist, claiming to be the inventor of several methods of painless tooth 
extraction. The dentist entered suit for defamation; damages were laid at one thou- 
sand pounds. The publisher refused to name the author of the editorial, and assumed 
full responsibility for the publication. The advertisements criticised were glaringly 
deceptive. Nevertheless, the dentist called to the witness stand patients who declared 
that his tooth extracting had been painless. Professor Simpson, who introduced 
chloroform as an anesthetic agent, testified in his favor, saying he had witnessed 
him operate, and that his metheds were successful. Although the dentist, when on 
the witness stand, under cross examination freely admitted that part of his claims 
were false; the jury found for the prosecutor, awarding him as damages, one hun- 
dred pounds. The publisher was later reimbursed his expenses, and he and the jour- 
nal were highly commended for the position taken. Ten pages are occupied with 
this report. The profession was so scandalized by such advertisements, from which 
all suffered, it seemed high time public attention was called to it. 


Evidently the journal had passed through a crisis that many dental journals 
have encountered. Vol. II ends with No. 30, December 1858. Volume III begins 
with No. 37, July 1859. The journal was discontinued from January to June 1859, 
(Nos. 31 to 36). An editorial page 17, explains this:—“It is with some degree of 
pride and pleasure that we greet our readers at the opening of this, our third vol- 
ume. Amidst the various attempts which have been made to sustain a dental period- 
ical, we alone have succeeded in maintaining our ground for a period of three years, 
and we look forward with confident hope to a long-continued existence, supported 
and encouraged by our professional brethren, and the consciousness that we deserve 
their support, no trouble or expense being spared to render our pages instructive 
and attractive.” The volume ends with No. 54, December 1860, and contains 18 
numbers. 

Volume IV begins with January 1861, No. 55, and ends with No. 66, December 
1861. Like its predecessors it is well filled with carefully selected information. 


Volume V is issued in a new form. Its former unwieldy size has been reduced 
to the usual dimensions of an octavo, much more convenient to handle and to read 
than the large, double column page. 


Without further change the journal continued monthly until September 1879 
(Vol. XXII, No. 279). The editorial in this number begins as follows :—“With this. 
the Student’s Number for September ist, 1879, the career of the “British Journal 
of Dental Science” closes—as a monthly journal. It will reappear with new life and 
fresh vigor, on the 15th of September, 1879, as a Bi-monthly or Fortnightly Jour- 
nal. It has now existed twenty-two years, during twenty of which it has been con- 
ducted by its present editor, Charles James Fox. It has ever been in the van of the 
march of progress; and now on August 1st, 1879, Dentistry, as a branch of general 
surgery, has begun a new life—now that it is no longer to be the refuge of the un- 
successful in all other callings—now that, in the words of a western paper, it has 
risen to the ranks of a first class profession, we feel that the time has come when 
the British Journal of Dental Science must show itself though old in years yet young 
in spirit—old with the accumulated experience of twenty-two years, young in the 
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consciousness that a medium for more frequent communication between the members 
of our specialty is required—young in the recognition of the fact young minds are 
daily springing into existence who require space and frequent issue to give vent to 
the ideas that are teeming in their brains.” 


For a number of years the British Journal has made the September number 
“Students’ number, publi ing therein for the benefit of students information re- 
garding the schools, the various subjects they are required to study, and the exam- 
inations they must successfully pass before entering into lawful practice, it seemed 
a fitting time to make the change. 


In this same volume (1879) we are introduced to another step in professional 
advancement, the organization of the “British Dental Association,” not as a com- 
petitor of the Odontological Society, but rather as a compeer, and as time has passed, 
they have‘ worked harmoniously together. The Odontological Society of London was 
organized very much on the lines of a local society; the impression was abroad that 
its membership was exclusive; that there was need for an Association upon broader 
lines and national in character, one that could take in every dentist in Great Britain 
willing to conform to the provisions of the Dental Act. The British Journal of Den- 
tal Science while favoring the idea was cautious in endorsing the movement, fear- 
ing it might reopen the late unpleasantness. As the matter was discussed by leaders 
of the profession objections were overcome, and the British Dental Association was 
formally organized March 3, 1879, and incorporated June 3, 1880. This provided 
for a central representative body to have charge of matters of general interest, and 
branches throughout the country which mana their own local affairs. 


July 1883, its owners began the publication of “The Advertising Circular.” 
This was a monthly publication about the size of the journal, containing a few ad- 
vertisements and abstracts from the journal, distributed gratuitously to dentists who 
were not subscribers, frequently changing the list so as to reach a large number, 
hoping thereby to increase its circulation and its advertising patronage. This was 
continued until about the close of 1884. 


About the same time it began to use more freely abstracts and translations from 
other journals, giving variety to its contents. 


It continued without material change until April 1, 1918, when, owing to con- 
ditions due to the World War, it became a monthly and has so continued. 


With the December, 1924 number, it will ona volume LXVII, covering a 
period of sixty-eight eventful years in the history of Dental Science in Great Britain. 


Tue QuaRTERLY JOURNAL OF DENTAL SCIENCE 


When the British Journal of Dental Science, which in the beginning of its career 
showed a friendly spirit towards those interested in the College of Dentists, became 
the property of gentlemen who were members of the Odontological Society, it was 
pF peso that the transactions of the college should be reported, and its claims 
fairly advocated by an independent publication. This want was eventually filled 
by the publication of the Quarterly Journal of Dental Science, under a proprietary 
of gentlemen practising as dentists. The undertaking was promulgated by Mr. 
James Robinson, who, with his usual spirit of determination, resolved that the col- 
lege enterprise should not be written dewn or snuffed out without an earnest effort 
to prevent it. He cheerfully aided by becoming a co-proprietor, and with his purse 
and pen helped it forward to the best of his ability. 


The first number appeared in April 1857, and the contents reflected credit on 
all concerned. It was edited by A. Hill, S. L. Rymer, W. Perkins, A. Thompson, 
and James Robinson. There was sufficient matter at that time to fill many of its 

ages, supplied by the college and its work alone. A regular staff of lecturers had 

n appointed for the instruction of its members, and as these lectures were delivered 
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the “Quarterly Journal” published them, together with the proceedings of the various 
meetings and transactions of the college as they occurred. 


Shortly after the advent of the Quarterly, an effort was made to unite the Col- 
lege of Dentists and the Odontological Society. Mr. Reid, of Edinburgh, on a 
visit to London during the summer of 1857, met with several professional friends, 
who deplored the division of the profession into two rival les, when unity was 
so essential. Thinking it over, the question arose within him: Could not a better 
understanding be effected between the two sections who, although estranged, were 
travelling in parallel lines while striving to attain the same end? He consulted 
with Mr. Tomes, suggesting a conference with Mr. Underwood, with a view to 
bring about a union acceptable to both sides. This resulted in a conference between 
representatives of the two organizations, who soon formulated a satisfactory agree- 
ment. This was considered, and accepted by the Odontological, but at a meeting of 
the College, cailed for the purpose of its consideration, it was rejected. This rejec- 
tion was followed by the resignation from the College of several of its officers, and 
a number of its members. Unfortunately, during the resulting turmoil, the Quarterly 
indulged in comments and criticisms that shortened its career. 


Tue Dentat Review. (Lonpon) 


The Dental Review was the second monthly dental journal published in Great 
Britain. It came into being on New Year’s Day of 1859, taking the place of the Quar- 
terly Journal of Dental Science, discontinued to make way for a more diplomatic 
champion of the College of Dentists than the Quarterly had been. At this time 
the dental profession was divided into two parties, both seeking the same objective; 
the Odontological Society seeking recognition by an alliance with the College of Sur- 
geons; and the College of Dentists — = for the profession an independent recog- 
nition. The monthly British Journal of Dental Science espoused the cause of the 
Odontological Society; the College of Dentists needed a monthly journal as its 
advocate, and no matter which won, unity in the profession was essential to future 
progress. This w.s being generally recognized; both sides were beginning to realize 
that fealty to either College or Society must be subordinate to fealty to the profes- 
sion’s best interests. It was wiser to begin a new journal, with editorial manage- 
ment in accord with this sentiment, than to continue one openly antagonistic. Mr. 
S. L. Rymer, and Mr. A. Hockley, were selected as editors. 


The 765 pages of the first volume are filled with instructive matter, well ar- 
ranged. The editorials are well written, and bring to the fore important topics of 
the day. 


The second volume has 600 pages of well selected abstracts and original matter, 
illustrated when illustrations are needed. 


The third volume, 1861. A reprint of “The Natural History of the Human 
Teeth,” by John Hunter, edited by Francis C. Webb, is a feature of this volume; 
as is also “A Treatise upon the Genesis and Development of the Dental Follicles to 
the Epoch of Eruption of the Teeth,” by Drs. Robin and Magitot. Each is divided 
into nine articles, distributed through the book. 


Volume fourth, 1862. The reprint of Hunter, and the Treatise is continued 
through this volume. The death of Mr. James Robinson is noted on page 189. Mr. 
Robinson was among the first to urge the importance of the suggestions embodied 
in Mr. Waite’s Appeal of 1841, in behalf of the dental profession. He issued and 
edited the first Dental Journal published in Great Britain, 1843; and also the sec- 
ond, 1844-5. All through the Reform movement he was conspicuous, active, and 
alert in forwarding professional betterment. His death was due to a slight wound 
received while working in his garden. He was in his 49th year. 


Several references are made to the World’s Fair, especially regarding the dental 
exhibits, and contrasting them with those of a like Fair, 1851. There is noted a 
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marked increase in the number of firms exhibiting dental supplies; advertising ex- 
hibits of dentists are criticised on ethical grounds, and also as showing a lack of 
artistic taste on the part of the exhibitors. 


Volume fifth, 1863. The volume opens with an editorial entitled “Professional 
Union.” It announces a proposal initiated by Mr. Rymer, long identified with the 
College of Dentists, looking to a union with the Odontological Society. Mr. John 
Tomes, President of the Society, had responded favorably to the suggestion. Prac- 
tically, the issue between the two organizations had been settled by recent legislation, 
and the editor suggests “that it is a favorable time to end the turmoil that for six 
years has held apart two sections of the profession, alike in aim, but differing in 
sentiment. Each side has done well; by laying aside past differences and as earnestly 
working together, will assure a bright future for the profession.” 


On March 2nd, 1863, The Odontological Society, with but one decendent vote, 
approved the terms of amalgamation between the two Societies, arranged by a joint 
committee; March 20th 1863, at a special meeting of the College of Dentists called 
for the purpose, the College was legally and formally dissolved, its members, 
thereupon became members of the Odontological Society, their formal reception 
was at a meeting, May 4, 1863, and at the same time the Society, as a part of the 
agreement, became The Odontological Society of Great Britain. 


The reprint of Hunter’s work, and the Treatise of Robin and Magitot, is con- 
tinued. 


An editorial in the December number announces: “The change which has taken 
place in the political aspects of the profession seems to do away with the necessity 
of a monthly journal, and we have therefore deemed it expedient to return to the 
original form of publication. Henceforth The Dental Review will make its appear- 
ance quarterly. (1) This volume has 566 pages. 


The Review continued as a quarterly until the November number, 1867, the com- 
pletion of the tenth volume; it was then discontinued. Regarding this, the Dental 
Cosmos makes the following comment :—“It is much to be regretted that this mag- 
azine, after an existence of ten years, during which it has rendered valuable service 
to the dental profession in England, particularly as the able exponent and advocate 
of the College of Dentists, has been compelled, like the institution whose cause it so 
faithfully supported, to close its career. The editor of the Review says:—‘Having 
failed to receive sufficient amount of literary support to justify him in continuing 
the journal, it terminates with the present number, after an existence, dating from 
its commencement in 1857, (1) of ten years.” 


(1) The ten years includes the life of The Quarterly Journal of Dental Science, its imme- 
diate predecessor. - 


Montutiy Review or DentaL SurGERY 
LATER, 
Tue JourNAL or THE British Dentat AssocraTiON 


The Monthly Review of Dental Surgery, London, began its career, June, 1872. 
The editor, Mr. Oakley Coles, a distinguished London dentist and writer, thus intro- 
duces the new journal :—“In introducing this, our first issue of the Monthly Review 
of Dental Surgery, we offer no apology, since our object is to supply a want which 
has been urgently felt during late years, the want of an organ to adequately repre- 
sent British Dental Surgery; to protect the interests of the dental profession; and 
to form a medium for the interchange of ideas between its individual members.” 
(1) The Quarterly Journal of Dental Science, was published in the interests of The College of 
Dentists; this was discontinued at the close of the second volume, and replaced by the Review, 
a monthly journal being deemed more desirable. 
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The dental profession in Great Britain was just emerging from a long, acri- 
monious struggle over educational and legislative problems. A few far-sceing leaders, 
who had patiently waited until the struggle abated, had succeeded in harmonizing 
the factions. The Journal was needed “to earnestly advocate and strive to further 
every project which might lead to the advancement of the Dental Profession in this 
country; and we shall give our best support to all useful reforms,” promised the 


editor for his supporters. 


The journal was ably edited, and when the time was ripe, the second number of 
the ninth volume, February 1880, opens with the editor’s valediction, and the an- 
nouncement that the Monthly Review of Dental Surgery had passed from private 
ownership to become the property of the British Dental Association. (Organized, 
London, March 3rd, 1879. Incorporated June 3rd, 1880.) This provided for a central 
body; and for the wider diffusion of the benefits of the Association, including the 
formation of separate bodies or branches. These branches were to have such powers 
and privileges, and to be subject to such obligations, as should be determined from 
time to time by the association in General Meeting. 


Mr. Coles was succeeded 1877 by Mr. Thomas Gaddes, who remained the editor 
until the change of ownership, March, 1880. 


The Monthly Review of Dental Surgery really ended with No. 3, of Volume 
IX, March 1880. The next number, April 1880, is No. 2, Vol. I, of the “Review, as 
the Journal of the British Dental Association,” it should have been No. 1, of the 
new series. (No. 1, of Vol. I, under the new name is non-existent. Such errors are 
Fog — to collectors of periodic literature.) The paging is continuous through 
the volume. 


With volume II, es 1881, the title reads:—“The Journal of the British 
Dental Association, a Monthly Review of Dental Surgery,” and so remained until 
1903, when it was changed to “The British Dental Journal.” 


For a number of years it made the building of the national association and ex- 
tending its branches, its chief concern, and in so doing was an important factor in 
bringing about reforms and betterments that have done so much to advance the in- 
terests of the dental profession in Great Britain, and increase its usefulness to the 
community. During later years it has well earned a place among the foremost pro- 
fessional journals of the world. 


Beginning with Vol. XX, 1899, the Journal appeared in new dress, with its 
page enlarged. With the close of the year 1924 it will complete Vol. XLV. It is 
current bimonthly, the change having been made a few years ago. 


Tue ArcHives oF DeNntTIStry—LoNDON. 


The receipt of the first number of this journal is acknowledged in “Books re- 
ceived,” “British Journal of Dental Science,” Vol. IX, April, 1866. It began 1865. 
Editor, Edwin Truman. Alfred Hill, in his history of the dental reform in Great 
Britain, page 373, suggests “that the ideal dental journal should contain as its main 
features, highly scientific and soundly practical papers on the many subjects which 
the profession includes in its various departments. An attempt was made to supply 
such reading for the dental profession in a publication entitled “The Archives of 
Dentistry,” under the auspices of Mr. Edwin Truman; but that effort failed, only 
some few numbers appearing.” A careful search through the dental journe!< of that 
saan has failed to find any notice of it. It was the only dental journal in Great 

ritain, up to that date, that was not actively concerned in professional politics as- 
sociated with the reform movement. It evidently was not appreciated. 


The British Journal of Dental Science, maneuvered through the storm by diplo- 
matic generalship; the “Monthly Review” started when the storm had somewhat 
abated, and lives as the British Dental Journal. All before these were wrecked. 
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DentaL Periopicats PUBLISHED BY 
Ciavupius Asu, Sons & Co., Lap. (Lonpon). 


Ash’s Quarterly Circular appeared about 1884, and is referred to by writers of 
that period as a Dental Journal. It was simply a series of catalogues that hardly 
merited that designation, although highly useful to its publishers and their patrons. 
About 1901, it began to publish, in addition to advertisements, articles relating to 
various phases of dental practice, original and selected, and became a recognized 
professional journal. 


The later successors of the Circular have improved very much in appearance, 
in “make up” and contents, and are worthy of a permanent place in a dental library. 


Ash’s Monthly was discontinued November 1916, owing to conditions due to the 
“World War,” and was followed by Ash’s Journal, a bimonthly, January 1917. This 
gave place to The Dental Magazine, bimonthly, January 1920. Current. 


Tue Dentat Recorp. (Lonvon) 


The Dental Record. Published by the Dental Manufacturing Company, Limited, 
of London, Edited by Thomas Geddes, L.D.S. Eng. and Edin., began its long and 
successful career July 1, 1881. It was the first (so called) Dental Trade Journal to 
appear in England. It is now (1924) in its forty-fourth volume. 


The preface announced “it was established, and would continue as a free and 
independent Journal, its pages open to all contributions possessing literary merit, 
and to correspondence on all topics of interest to the Dental Profession.” Its advent 
was well timed. The long continued, and at times, acrimonious turmoil accompany- 
ing the great reform movement was settled. With the legal standing of the profes- 
sion and its educational and society interests upon a firm basis, generally accepted 
as satisfactory, the new enterprise entered upon a fair field. It had no intangling 
past to hamper its editor and publishers in their proposal to make the Journal wel- 
come to the home of every “English reading Dentist,” as announced in its preface. 
It has faithfully kept that promise. 


The first volume consists of six monthly numbers so as to commence the next 
volume with January. 


Mr. Geddes continued as editor until near the close of the eighth volume, when 
he resigned preparatory to a change of residence from England to Palmer Lake, 
near Denver, Colorado, United States. Since then the name of the editor has seldom 
appeared on the title page. It remains as it began, a Monthly Dental Journal. 

urrent. 


Tue Srupent’s JOURNAL. 


The Student’s Journal began its short career, Vol. I, No. 1, second series, Novem- 
ber 1894. It was published by the Liverpool Dental Hospital, monthly. The first 
volume had six numbers. The second nine, there it ended. 


Regarding the first series, the preface to the first volume of the second series 
states, “That it was not seen outside the class room walls.” Presumably, it was 
read at the students club meetings, and not published. 


Tue Dentist. (Lonpon) 


The Dentist, a monthly dental journal began January 1898, published by Hamp- 
ton and Company, London. Subscription seven shilkings per annum. No editor is 
named. It was announced as An Independent Journal Devoted to the Interests of 
the Dental Profession. Attractive in its make up, with short and varied articles 
printed in clear easily read type, it appealed to readers anxious to quickly get the 
gist of a month’s progress. On an advertising page of the August number the fol- 
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lowing announcement appears:—‘Ready on October 6th next, No. 1, of the Weekly 
Dentist. Price one penny, or six shillings per annum.” 


This was by the same publishers in response, they said, to a desire for a more 
frequent exchange of dental information. An editorial in the December number of 
the Dentist states that the Weekly was an experiment, and had proved beyond doubt 
that one was much needed and would be welcomed all over the country. By com- 
bining the two Journals they hoped to give former readers of each the advantages 
of both. (The Weekly Dentist began October 6, and ended by merging with the 
monthly, December 29, 1898.) 


The Dentist began its second volume as a weekly, December 29, 1898, and ended 
it December 28, 1899. On page 566, announcement is made that the monthly publica- 
tion known as The British Dental Journal will be incorporated with the Dentist, 
beginning with the current number, (September 7, 1899.) 


With the third volume the title is changed to read :—The British Dental Jour- 
nal and “The Dentist”. It began Jan. 4, 1900, and ended September 20, the same 
year. No title page or index was furnished. 


Tue Dextat SurGeon. 


The Dental Surgeon, A Weekly Review of Dental Science. Began November 
5th, 1904. Published by Baillére, Tindall and Cox, London. Price 3 pence a number 
or 13 shillings to yearly subscribers. 


The editor, Robert Manning, L.D.S., Eng., in his foreword says:—“In placing 
before the dental profession the first number of a new weekly journal, we are guided 
by the conviction that a more frequently published medium between practitioners 
of the dental art will find a welcome place.” He gives various reasons for this be- 
lief, and refers to the oft quoted saying, that the majority of dentists do not read 
as much as their medical colleagues, giving as his opinion that such is the case, and 
offers as an explanation, “Because there is not so much for them to read.” 


The editor is supported by a full corps of collaborators. This journal having 
lived so much longer than any previous Weekly Dental Journal, calls for no further 
comment than the writer’s congratulations. It has earned for itself a place among 
its compeers, and is still current. 


Tue Mourn Mrrror. 


The Mouth Mirror. Published quarterly y the Incorporated Society of Unreg- 
istered Dentists. Oldham, near Manchester. Vol. I, No. 1, December 1904. Current. 


This society was founded 1894, and incorporated 1896. About this time the 
unqualified dental practitioners of Great Britain were beginning to feel the restric- 
tions placed upon them by dental legislation, as legal decisions interpreted its various 
provisions and additions thereto to their disadvantage. The qualified practitioners 
were urging the enforcement of these restrictions through their organizations and 
journals as a protection to the community. 


To antagonize this trend the society was organized, and wisely limited its mem- 
bership to unregistered alr poe poanse of reputation and standing in the community, 
who for various reasons had not sought legal recognition. Many of them had by 
years of practice acquired skill, and were a credit to the community they served, and 
resented being disturbed by these new ideas. The society and journals gave them 
the mouth piece they lacked. ‘That the Mouth Mirror is current after nearly twenty 
years is evidence that its supporters are in earnest. Its brilliant red covers sym- 
bolize a warning danger signal to those who seek to oppress them unduly. 


It is needless to say the Mouth Mirror did not receive a cordial reception from 
the dental profession of Great Britain, nevertheless, the editorials of several journals 
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admitted its contentions were entitled to respect. The dental profession in many 
communities is facing a vexed problem. On the one side the importance of dental care 
as a health measure is being enforced as never before. On the other side the necessity 
for a more thorough education of dental students is demanded. The first calls for 
more dentists; the second reduces the output of the dental schools. 

To meet this condition our English friends have resorted to an occasional “let- 
ting down the bars.” While this has relieved the emergency, it has not solved the 
problem. The Report of the Committee appointed by the Lord President of the Coun- 
cil to enquire into the Extent and Gravity of the evils of Dental Practice by persons 
not qualified under the Dentists Act, published by His Majesty’s Stationary office, 
London, 1919, gives an impartial, thoughtful and comprehensive view of this impor- 


tant question. 
Minor DentaL JOURNALS. 


Exxior’s Quarrerty. Published by Elliot and Co., dealers in dental supplies, 
Edinburgh and Newcastle-on-Tyne, for advertising purposes, began January 1904, 
and ended with volume XI, July 1914. The issues numbered consecutively, had about 


70 pages, a few with abstracts of dental interest. 
P. C. L. Quarrerty. Published by C.J. Plucknett and Co., London, Dental Sup- 
plies, began June 15, 1910, and ended about 1915. Advertising. 


Corrett’s Dentrat Caronicte. A journal to advertise its publishers business. 
London. Began April 1907, last issue March 1910. Seven-numbers published. 


JourNALs Wiru Lirrie or No Data. 


Dentat Monrutiy. London. 

Dentat News. London. Vol. I, No. 1, June 5, 1909. (Probably only number 
issued. ) 

Dentat Practitioner. London. Vol. 2, No. 1, May 1918. 

Epwarps Dentat Quarrerty. London. Began January 1912, probably endea 
January 1915. 

Sropparp’s Dentrat Journat. Jamaica. No data. 

Tue Dentat Weexkty. Vol. 1, No. 1, March 23, 1895. Published by Billings & 
Co., London. 

Roya Dentat Hosprrrat, Magazine. Began May 1922. Current. 

EpixsurcH Dentat Srupentr. Began 1900 (7?) Only occasional numbers. 
Current. 

Tue Ivory Cross Journat. Published Monthly. Edited by the Executive and 
Dental Committees of the Ivory Cross. An organization to supply dental relief to 
returned Army men. Began January 1919. Current. 


Tue Oponro.tocicaL Socrery or Great Britarn. 


The record of events leading to the organization of the Odontological Society 
of London, (it was organized under this title,) is a long and very interesting story 
of an important, heterogenous, unorganized calling; having within its ranks the 
learned and the unlearned; some of ability, and others with neither skill nor know- 
ledge of the science upon which the practice of the calling is based, striving for 
betterment. It was a long struggle undertaken by its qualified members to gain for 
themselves a recognition their attainments merited, and to protect the community 
they served, from the dangers associated with permitting incompetents to tamper 
with matters so intimately concerned with public health and well being as is the 
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practice of dental surgery. It is sufficient in this connection to direct those interested 
to an authentic, well written narration of its beginning and triumphant end, “The 
History of the Reform Movement in the Dental Profession in Great Britain durin 

the last twenty years,” by Alfred Hill; Trubner & Co., London, 1877. (Although 
long out of print, copies may be found in the larger dental libraries.) Mr. Hill took 
an active part in the movement, and was intimately acquainted with all its phases. He 
had access to all the records, and was assisted by its leaders—-pro and con—in his 
efforts to } emagdy to posterity a correct history of the dental profession’s rise in Great 
Britain, from a low estate, to a full, legal recognition as a specialty of medicine and 


surgery. 


The organization of the Odontological Society of London, November 10th, 1856, 
marked the first success of this movement, in that it furnished to the profession in 
Great Britain, for the first time in its history, an organized, representative body 
with authority to plead its cause with the government, and an opportunity for its 
members to consult among themselves on all matters concerning its interests, its 
practice, and the arts and sciences upon which its practice is based. 


The Society completed its organization November 10th, 1856, with Samuel 
Cartwright, F.R.S., President, and held its first regular meeting, January 5th, 1857. 
-Its meetings were to be monthly, omitting the summer months. 


The first volume of its proceedings covers the period from January 5th to August 
3rd, 154 pages, with 13 full page plates, some colored, and 26 cuts with the text. A 
very good beginning. 

The second volume, from November 2ad, 1857, to December 3rd, 1860, 391 pages, 
2 colored plates, and 61 cuts. 


The third volume begins with the annual general meeting, January 7th, 1861, 
to June 1, 1863. This volume contains a Prize Essay on the “Pathology of Dental 
Caries,” by Mr. W. K. Bridgman, and several appendices upon the hard tissues of 
the human teeth. In all, 436 pages, and numerous illustrations. It covers the years 
1861, 1862, and 1863. 


* ‘Towards the close of the period covered by this volume, an important event in 
the annals of the profession developed, and was brought to a satisfactory conclusion. 
When the Society was organized the profession was divided as to the best means of 
bringing about legal recognition, fixing a standard of qualification, and providing 
educational facilities for prospective students. With many, the American plan of 
organizing special schools for instruction in dental surgery, and government recogni- 
tion of a distinct dental degree was urged; and a Society organized under the title 
“The College of Dentists,” intended to serve the Dental Profession in the same manner 
as did “The College of Surgeons,” the profession of General Surgery. All overtures 
made to the College of Surgeons for aid in this matter were coldly received. When 
the President of that body was reminded that a number of its members were already 
in successful dental practice, he retorted, “Yes, I know, but we look upon them as 
seceders; we are ashamed of them.” The Odontological Society sought recognition 
as a specialty of surgery. This want of harmony proved demoralizing. 


The Odontological Society suggested a union of the two Societies, which was 
favorably received, and a meeting arranged of representatives of each society to con- 
sider the matter. A plan for union was formulated and submitted to each society. It 
was accepted by the Odontological Society; but rejected by the College of Dentists 
by a majority of seven negative votes. By this the College lost a number of their 
more prominent members. As time passed, the College received no encouragement 
that its proposals would be accepted. On the other hand the Society had intima- 
tions that a medical bill then before Parliament might be amended to include the 
dental profession. This encouraged the Society to renewed efforts. July 6th, 1858, 
while this bill, entitled “The Medical Practitioners Bill,” was under discussion, a 
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clause was introduced empowering the College of Surgeons to institute examinations, 
and to grant certificates of fitness to practice dental surgery. (See, British Journal 
of Dental Science, Vol. II, July, 1858, page 302.) On Monday, August 2nd, 1858, the 
Royal assent was given to the Medical Practitioners Bill, which came into operation 
on the first of October, 1858. This raised dentistry from a questionable position, 
to the rank of a recognized profession. The Odontological Society had won. 


The next effort was to heal the breach between the victor and the vanquished. 
Now that the college of surgeons were empowered to admit dentists to examination 
and association, those interested in the College of dentists realized that there was but 
little hope of a charter for a dental college, and that the most honorable course 
would be to endeavor to secure the cooperation of as many of their a as pos- 
sible, and unite with the Odontological on the best terms obtainable. The matter 
was arranged quietly and diplomatically. The union of the two bodies took place 
at a meeting of the Odontological Society, May 4th, 1863. The official list of mem- 
bers presented by the commit of the College of dentists was read, and they were 
formally admitted to membership in the Odontological Society of Great Britain. (The 
new name was selected as being more expressive,) and the College of Dentists ceased 
to exist. The new name appears for the first time on the title page of volume three. 


The fourth volume begins with the monthly meeting of November 2nd, 1863, and 
ends with that of June 5th, 1865, 317 pages, with a number of illustrations. Among 
the notable discussions, the various phases of cleft palate, and operations and appli- 
ances for its relief received marked attention. The presence of Dr. N. W. Kingsley, 
of New York, who described the appliances he had devised, and took an active part 
in = discussions, giving much information of practical value, was greatly appre- 
ciated. 


Volume five, covers the years 1865-1866-1867; or from November 6th, 1865, to 
June 3rd, 1867, 407 pages, with 15 full page colored plates, and a number of others. 


Volume sixth, 1867-1868; from November 4th, 1867, to June 1st, 1868, 258 pages, 
and illustrations. 


New Series. 


The next volume, entitled “Volume I, New Series,” covers the proceedings from 
November 2nd, 1868, to June 7th, 1869. 


Regarding this change, at the first meeting of the year, November, 1868, the 
President, James Parkinson, Esq., made the following announcement :—This is a 
convenient opportunity to inform the Society of a change about to take place in the 
publication of the proceedings and transactions. The council considered it very de- 
sirable that these should be in the possession of members as shortly after each meet- 
ing as practicable, and for that purpose it was proposed, if possible, during the 
current month after each meeting, to issue tuitously to each member a printed 
account of such of their proceedings as mah. wy be considered interesting, together 
with the paper read and the discussions thereon, and in such a form that, at the end 
of each year they might be bound together into a volume in lieu of the transactions 
as heretofore issued. By this means they hoped to supply the members with a correct 
and early account of their monthly meetings, and also place them in more direct 
communication with the Society.” (1) 


_ As things were, a reader desiring to know of matters brought. before the So- 

ciety required to have before him the official proceedings and also The British 
Journal of Dental Science, and get a little from one and a little from the other. 
And furthermore, as the proceedings were not available until two or three years 
had accumulated, they were less valuable as records. 





(1) British Journal of Dental Science, Vol. XI, June 1868, page 315; November 1868, page 565. 
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This volume contains the proceedings for one year, including the papers and 
discussions, 326 pages. 


Volume II covers from November ist, 1869, to June 6th, 1870, 313 pages. 


Volume III, from November 7th, 1870, to June Ist, 1871, 258 pages. Three 
papers in this volume are‘of special interest; “The Position of Dental Surgery as 
a Profession,” by Charles James Fox; “A Few Words on the Extraction of Teeth,” 
by the same author; and “Some of the Difficulties and Accidents met with in 
the Practice of Dental Surgery,” by Mr. W. A. N. Cattlin. 


Volume IV, November 6th, 1871, to June 3rd, 1872, 231 pages. This volume 
contains an interesting paper by J. Oakley Coles, entitled, e Production of 
Articulate Sounds,” illustrated by 26 colored plates. The purpose of the paper was 
to show in a more satisfactory manner than heretofore had been done, the relative 
positions of the parts concerned in the production of speech; in order to enable those 
who have been treated by operation or mechanical appliances for cleft palate, to 
acquire a more accurate knowledge of the different sounds in the English alphabet ; 
and also to enable the practitioner to determine on what is the cause of any defect 
in utterance of a patient, by being able to more accurately fix upon the locality which 
is imperfect in action.” The author explains the simple, unique and accurate method 
by which the subject was studied. 


Volume V, November 4th, 1872, to June 9th, 1873, 237 pages. The use of nitrous 
oxid as an anesthetic in dental practice received considerable attention at the societ 
meetings. A number of devices to aid in its use were exhibited. A case of deat 
during its use was reported, but as a post-mortem was not permitted, whether or not 
it was due to the anesthetic, or to some other cause could not be determined. 


Volume VI, November 3rd, 1873, to June 1st, 1874, 280 pages, with the addition 
of 16 pages and 7 full page plates, entitled “Pathological Series.” An interesting 
address i &e President, gives a resume of dental history, and an outline of the 
society’s origin and progress. 


Volume VII, November 2nd, 1874, to June 7, 1875, 310 pages, with a few of the 
pathological series. The use of vulcanized rubber, and the danger of injury from 
the vermilion used as a pigment, is considered at some length. A short paper “On 
Matters Pertaining to the Practice of Dental Surgery in Egypt,” by Robert Waller, 
of Cairo, and Alfred Coleman, of London, is of interest. caricature, “Transplan- 
tation,” executed by Rowlandson, 1787, appears as an illustration, accompanied by an 
explanation of the drawing, and the operation. 


Volume VIII, November 1st, 1875, to June 12th, 1876, 280 pages, with 5 full 
page illustrations. Amalgam, pulp treatment, antiseptic dental surgery, dental his- 
tology, and large gold fillings, are the more prominent subjects noted. 


. Volume IX, November 6th, 1876, to June 4th, 1877, 275 pages, with 5 full page 
plates. 


This volume opens with a paper and discussion on “Alveolar Abscess, depend- 
ent on Diseased Teeth;” followed by one “On Treatment and Extraction of the 
Tooth-pulp,” from a very different view point; subjects prominently before the 
profession fifty years later. Over forty pages are occupied by an interesting “Sum- 
mary of Cases where Artificial Teeth have been Swallowed, or have become Im- 

acted in the Pharynx,” compiled by Felix Weiss, L.D.S., and a discussion thereon, 
illustrated with cuts of recovered dentures, makes interesting reading. While a 
rare accident on this side, it is not so infrequent in European practice; it is wise for 
every dental practitioner to be well posted, and ready to act promptly when such 
emergencies present. There is also a report from a committee appointed to consider 
the probability of mercurial poisoning from wearing dentures of colored vulcanite. 
After a thorough examination of the matter, they reached the conclusion, “That in 
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a small percentage of cases vulcanite may exercise some irritating effects upon the 
tissues with which it is in immediate contact; there is not the smallest evidence 
these effects are due to its chemical composition or, at all events, to the vermillion 
it contains.” 

Looking backward ; the society came into existence when the profession was un- 
organized, indeed, almost demoralized by discordant factions, anxious for betterment, 
but lacking a common objective. Those who became its leaders patiently waited until 
a way opened to reach a desired objective. This attained, harmony followed, and the 
profession gained its well merited position as a specialty of medicine and surgery. 


TRANSACTIONS OF THE COLLEGE OF DENTISTS oF ENGLAND. 


1857 to 1861. Transactions of the College of Dentists of England; editors, A. 
Hill, S. L. Rymer, and A. Hockley. London. 


The above is noted by Mr. Oakley Coles, in his List of Works on Dentistry, 
1883, as being in the Library of the Odontological Society of Great Britain. The 
College of Dentists formally dissolved April, 1863, and its members were admitted 
into the Odontological Society, May 4, the same year. 


Tue AUSTRALIAN JOURNAL OF DENTISTRY. 


The Australian Journal of Dentistry. Melbourne, Victoria, Australia. Monthly. 
Began August, 1897. Published by The Australian College of Dentistry, and The 
Melbourne Dental Hospital. Editor, John Iliffe. 


This pioneer Dental Journal is now closing its XXVIII volume. It has well 
held its own as a guardian of professional interests, quietly and steadily, keeping on 
the “job.” 


Vol. VIII has five numbers only, ending with December, 1904, so as to begin 
the next volume with January, 1905. 


Owing to a printers strike, the numbers for February and March, Vol. XXIV, 
1920, were not published. (See note page 23, April number, 1920.) Error, Vol. X, 
1906, the covers of May and June are marked Vol. XI. With volume twenty-two, 
1918, W. J. Tuckfield, M.A.C.D., became the editor, with G. Finlay, L.D.S., B.D.Sc., 


Sub Editor. Current. 
Tue CoMMONWEALTH DeEntTAL Review. 


The Commonwealth Dental Review. Sydney, Australia, Monthly. Began No- 
vember, 1903, ended with Vol. XVII, December, 1920. 


Federal Dental Journal of Australia. Began May, 1906, ended April, 1907. 
The Mouth Mirror. Melbourne. Australia. Began January, 1908. Current. 


The Dental Science Journal of Australia. Monthly. Current. Began January, 
1921. 


DentaL Summary, AustraLian Eprrion. 


Dental Summary, Australian Edition. Began June, 1920, Current. 

At a meeting of the Dental Association of New South Wales, at Sydney, Jan- 
uary 15, 1920, the Secretary reported that. the Executive had decided to issue a 
Journal under the aegis of the Association. He explained that the Association had 
secured the publication rights of one of the most influential dental magazines in the 
English speaking world, and that a supplement of topical interest would be included 
in each issue. At the next monthly meeting of the Association, Feb. 5, the matter 
was discussed, ap roved, and an Advisory Publication Committee appointed. It 
was explained, othe publication rights had been secured absolutely free of costs, 
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and the Association would incur no liabilities other than the cost of printing and 
circulating the Australian edition.” (1) 


Tue New Zeacanp DentTAL JOURNAL. 


The New Zealand Dental Journal. Wellington, New Zealand. Quarterly. Began 
July, 1905. Became bimonthly September, 1912. Current. 


Tue JOURNAL OF THE Times. (Hatirax, N. S.) 


The Journal of the Times. Published quarterly by Drs. Macallaster and Paine, 
Dentists, Halifax, N. S., a quarto, the printed page 10 x 7 inches. While its primal 
purpose was to advertise its publishers’ business, their advertisements are not obtru- 
sive, nor markedly objectionable from an ethical standpoint. 


The reading matter is well selected from medical and dental journals, and gen- 
eral literature, making it instructive and interesting. 


Vol. I, No. 1, September, 1858, has 4 pages. No. 2, December, 1858, 4 pages. No. 
3, March, 1859, 8 pages. No. 4, June, 1859, 4 pages. 


Vol. II, No. 1, September, 1859, 8 pages. No. 2, December, 1859, 4 pages. Nos. 
3 and 4, May and June, a double number, 8 pages, completes the volume, and pre- 
sumably, ends the journal. 


Tue Canapa JOURNAL oF DentrAL SCIENCE. 


The Canada Journal of Dental Science, Monthly. Began June, 1868, at Montreal. 
Published by George William Beers, who with J. Stewart Scott, M. D., of Toronto, 
were its editors. The advent of this pioneer dental journal of Canada was part of a 
movement for betterment, during which the dental profession in Canada was or- 
ganized, legislation for its protection formulated and enacted, and a foundation laid 
for its present and future educational needs, Vol. I, consisted of twelve monthly 
numbers, June, 1868, to May, 1869. 


Vol. II, June, 1869, to May, 1870. 
Vol. IIT, Began Nov. 1870, and ended May, 1872. 


Vol. IV, consisted of four numbers, dated as follows:—No. 1, August, 1877. No. 
2, November, 1877. No. 3, March, 1878. No. 4, August, 1879, with this the journal 
ended. 


The irregularities of the later issues were doubtless due to Dr. Beers being 
abroad, introducing a new form of athletic sport, in which he was intensely inter- 
ested. 


Dominion DENTAL JOURNAL. 


Dominion Dental Journal. Toronto, Canada. Quarterly. Began January 15, 
1889. One dollar per annum. Current. 


William George Beers, L.D.S., Editor in chief, Montreal; assisted by C. S. Chit- 
tenden, L.D.S., and A. C. Cogswell, D.D.S. 


Beginning with the third volume, January, 1891, it was issued bimonthly. It 
became a monthly with the fifth volume, January, 1893, and has so continued to date. 
About 1901, the page was enlarged by increasing the margins, the printed page re- 
maining about the same. This was an improvement, permitting the bound volume 
to open more freely, and also allowing the addition of a few lines to the printed page 
when needed. It returned to its original size with Vol. XXIX, January, 1917. It is 
now publishing its thirty-sixth volume. Dr. Beers continued as editor until his death, 
7 ogg 26, 1900. His successor, A. E. Webster, M.D., D.D.S., L.D.S., is the present 
editor. 


(1) The Commonwealth Dental Review, Vol. XVII, Feb. 1920, page 59; March 1920, page 107. 
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Although there was quite an interval between the close of the first and the ad- 
vent of the second, the close relationship between the Canada Journal of Dental 
Science and the Dominion Dental Journal, warrants assuming the Dominion Journal 
a new series of its predecessor. The same group of leaders who organized the Dental 
Profession in Canada, secured for it legal recognition and protection, established its 
first Journal, and laid the foundation of its educational institutions, were later prom- 
inent in founding the second journal, which for so many years has been an important 
factor in the profession’s progress and uplift. 


Bya Yaka. 


Bya Yaka. Toronto. Published by a Fraternity of the Royal College of Dental 
Surgeons of Ontario. Began October, 1903. Current. 


Tue Famiury Dentist. 


The Family Dentist. S. S. Blodgett, Editor and Proprietor. “This is the title 
of a neat little monthly hailing from Brockville, C. W. As the first dental periodical 
that we have seen, published by our neighbors over the border, we welcome it as the 
harbinger of a more correct and healthy public sentiment in matters pertaining to 
dental practice.” New York Dental Recorder, Vol. VIII, June, 1854, page 132. 


Asn’s CanaptiAn Montruuiy Criecunar. 


Ash’s Canadian Monthly Circular. Began as a monthly circular 1910, and ended 
as a quarterly September, 1919. 


Dentat Practice. 


Dental Practice, a monthly Journal published in the interest of the Dental Pro- 
fession of the United States and Canada. Began 1906, published at Toronto. Editor, 
Robert J. Reade, M.A., L.D.S., D.D.S. 


The monthly numbers consist of approximately 40 pages; the _— numbers are 
divided into two volumes, January to June, July to ember. The neglect of its 
publishers to provide a title page and index for each volume, impairs very much 
the usefulness of the journal. 


The leading article in the number for September, 1907, (Vol. LIT, No. 3) entitled 
“A Review,” by C. W. Stainton, D.D.S., is a well written reminiscence, crowded with 
important historic data. The journal ended its dental career by merging with a 
Medical Journal. 


Orat Hearn. 


Oral Health. Monthly. Toronto. Began, January, 1911. Current. Editors, 
Wallace Seccombe, D.D.S., Toronto, Ont. 


George K. Thomson, D.D.S., Halifax, N. S. “A Journal that stands for the 
“Ounce of Prevention” as well as the “Pound of Cure.” This motto, on the first page 
of each number announces the purpose and the field of this natty little journal. It 
came into being as a recognition of the importance of a healthy mouth as a pre- 
requisite to Good Health. This is enforced, artistically, on its front cover design, 
showing the archway to Good Health, one pier supported by Dentistry, Medicine 
and Chemistry; the other by Biology, Engineering and Sanitary Science. Later, the 
name of these fundamental sciences has been removed from the design. They are 
still important factors in attaining and maintaining good: health in the individual 
and the community. The contents of the journal, original and selected, are well 
chosen, interesting and instructive, keeping its readers informed regarding the 
various efforts to extend the benefits of Oral Health. 
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Revove Denrarre CANADIENNE 


Revue Dentaire Canadienne. Le Seul Journal Dentaire Francais D’Amerique. 
Montreal, Canada. Editor, Dr. H. Thibault. Subscription $1.50 par annee. Began 
January, 1916 (?). 


THe Amertcan Denrist. (Inp1.) 


The American Dentist. Monthly. Calcutta, India. Began January, 1890. Three 
numbers are known. Editor and pro rietor, R. H. Lamb, D.D:S. is journal is 
folio in length or heighth, and a little more than octavo in width; an odd and in- 
convenient size for a dental journal. It is for English readers. 
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DENTAL BOOKS 


The following is a list of dental books reviewed in the years 1876-85 inclusive in the dental 
journals covered by this Index. For each book, references are given to the reviews in the 
several journals. 


The books are classified under the following headings: 


General Works. Dental Chemistry and Metallurgy. 
Compends. Orthodontia. 

Dictionaries, Directories. Oral Hygiene, Public Education. 
Literature, Indices. Dental Pathology and sy: 
Proceedings of Dental Societies. Materia Medica and Therapeutics. 
Historical. Oral Surgery. 

Dental Anatomy and Physiology. Anes 

Operative Dentistry. Dental Jurisprudence and Ethics. 
Prosthetic Dentistry. Dental Economics. 


Not only first editions, but all subsequent editions are included in this list. 


General Works 


The Student’s Guide to Dental Anatomy and Surgery. Sewill, Henry. Phila.: Lindsay & Blakiston. 
London: J. & A. Churchill. Advertiser (Dental), VII, 1876, 171-172; Amer. Jnl. Den. Sci., X, 3rd Ser., 
1876-77, 474-475; Den. Cosmos, XVIII, 1876, 265-266; Johnstons’ Den. Misc., III, 1876, 237-238; Mo. Den. 
Jni., VIII, 1876, 326-328; Canada Jnl. Den. Sci., IV, 1877 ig * 79, 25-26. Second Edition, 1883. Brit. Den. Assn. 
Jni., IV, 1883, 168-168; Den. Cosmos, XXV, 1883, 265; Den. Record, III, 1883, 242-244; Brit. Jnl. Den. Sci., 
XXVII, 1884, 271-272. 

The Dental Student’s Note Book. Coles, Oakley. London: George Butcher. ie Lindsay & Blakis- 
ton. Brit. Jnl. Den. Sci., XIX, 1876, 385. Second E ition, 1880. Den. Cosmos, XXII, 144. 


Notes From a Dentist’s Case Book. Weiss, Felix. London: J. & A. Churchill. Brit. Jnl. Den. Sci., XX, 
1877, 496; Monthly Rev. of Den. Surg., VI, 1877, 53. 


The Mouth and the Teeth. White, J. W. Phila.: Lindsay & Blakiston. Den. Cosmos, XXI, 1879, 636-637; 
Advertiser (Dental), XI, 1880, 65; Mo. Den. Jnl., XII. , U4. 


Beitrage zur Zahnheilkunde; neun Abhandlungen. (Contributions to Dental Science; Nine Lectures.) 
Hollander, Ludwig H. Leipzig: Verlag von Arthur Felix. Brit. = Assn. Jnl, II, 1881, 607 ; Brit. Jnl. Den. 


Sci., XXIV, 1881, 1003-1097; Brit. Jnl. Den. Sci., XXV, 1882, 75- 


Manual of ry Ree and amy Coleman, Alfred. Revised by T. C. Stellwagen. London: 
Smith, Elder & Co. y . Lea's Son & Co. St. Louis: H. R. Hildreth Printing Co. Brit. Jnl. 
Den. Sci., XXIV, 1881, Meal -844, 934; Den. Record, I, 1881, 200-202, 250-251. Vol. II, 44-45; Advertiser 
be XIII, 1882, 117. Amer. Jnl. Den. Sci., XVI. 3rd Ser., 1882-83, 92-93; Brit. Den. Assn. Jnl., III, 

20- Den. Cosmos, XXIV, 1882, 265-266; i Herald of Dentistry, II. 1882-83, July, 4; be, *F Pract. 
0. n 


(Dental); 11, 1882, 415; Den. Jairus, III, 1882,'292; Den. Luminary, IV, 1882-83, XIV. 
236; New Eng. Jnl. .. 1, 1882, 207-208; Odontographic Jnl., III, 1882-83, esi ya S. Ini. Den. 


1882, 
Sci., 11, 1882, 302-303 ; A Den. lg I, 1882-83, 176; Cinn. Med. & Den. Jnil., , 1885, 


Odontologische Forschungen. (Odontological Investigations.) Baume, Robert. Leipzig. Arthur Felix. 
Den. Cosmos, XXIV, 1882, 660-668. 

Ueber das Stadium der Zahnheilkunde in England.—Methods of Study and Practice in the Dental De- 

rtments of the ao 2 of England. Sternfeld, Alfred. Munchen. Brit. Den. Assn. Jnl, IV, 1883, 160; 
Den. Cosmos, XXV, 1883, 

Dental Vade Mecum. Hardie, James. Glasgow: William Collins, Sons & Co. Fourth Edition, 1883. Den. 
Cosmos, XXV, 1883, 264-265. 

The Teeth; Their ti Di Treatment. Gaddes, Thomas. England: David Bogue. Den. 
Record, III, 1883, 541- soe Brit. Den. Assn. Jae V, 1884, 26. 

Notes on Dental Practice. 5 rg Pare A Cc. Phila.: S.S. White Den. 'g. Co. London: J. & A. Church- 
= Acvertiegs oe XV, 1884. Jni. Den. Sel XVIII, 3rd Bei 1884-85, 44; Archives of Den., 

1884, 190; Den. Assn. Jnil., V, iss4, i51- 154; Brit. Jnl. Den. ‘Sei., XXVIL. 1 1884, S74: Den. Cosmos, 


XXVI 1884, O50 282: Den. Headlight, 1884, 114; Indep. Pract. (Dental), V, 333-334; Odontographic 
Jni., V, 1884-85, 211; | Record, IV Yigee 153- 158; Den. Register, XXXVIII, ieee 314- 316; Southern n. 


Jni., III, 1884-85, 263- 
Principles and Practice of Dentistry. Harris, Chapin A. Phila.: P. Blakiston, Son & Co. London: J. 


& A. Churchill. Eleventh Edition, Revised and Edited b Ferdinand 5 8S. Gor; Amer. Jnl. Den. Sci., 
XVIII, 3rd Ser., 1884-85, 426-428, 505-511; Den. ay { 5, 36-286, 382283, -), VI 1, 1884-85, March, 153; Ad- 





> ‘ ; Archives 0’ . Den. Assn. Jni., 
VI, 1885, 292-298: Brit. Jnl. Den. Sci., XXVIII, 1885, 698-700; Den. Cosmos, XXVII, soe, i 179- 180; Indep. Pract. 
(Dental), VI, 1885, 211-214; Den. Luminary, VII, 1 5; Onto & Jnl. Den. Sci., V, 1885, 256 Practitioner (Den- 
tal), III, 1885, 71-72; Den. Register, XX *X, 1885, -§82; Southern Den. Jni., iV, 1885, 11-1 


Aide Memoire du Chirurgien Dentiste. Dubois, Paul. Paris: Delahaye & Lecroisnier. Brit.- Jnl. Den. 
Sci.. XXVIII, 1885, 318-320; Den. Cosmos, XXVII, 1885, 45. 


Dental Surgery for General Practitioners and Students of Medicine. Barrett, Ashley W. Phila.: a 
Beanie, Son & Co. St. a J. H. Chambers & Co. London: H. K. Lewis + ©} (Dental), XVI 

66: Archives of Den., II, 1885, 236-237; Brit. Den. Assn. Jnl., VI, 1885, 90-91 nm. Cos . XXVII, 
iss a: Indep. Pract. iDental). VI 1885, 215; Den. Record, V, 1885, 241-243 yt "Register, XXXIX. 
1 . . 








2 DENTAL BOOKS 


Compends 


A Series of Questions Pertaining to the Curriculum o Dental Student. Gorgas, Ferdinand J. 8. 
ag K. Boyle & Son. Amer. Jnl. Den. Sci. XIX, “ord Ser., 1885, 283; Practitioner (Dental), III, 


Dental Dictionaries and Directories 


Dental Almanac for 1877. An Alphabetical List of Dental Practitioners in Prussia. With Three Por- 
traits on Steel. Petermann, Adolf. aa (Dental), VIII, 1877, 109; Brit. Jnl. Den. Sci., XX, 1877, 118- 
119; Johnstons’ Den. Misc., IV, 1877, 158-159. 


A Dictionary of Medical Terminolgy, Dental Surgery and the Collateral Sciences. Harris, Chapin A. 
Phila.: Lindsay & Blakiston. Fourth Edition. Revised by F. J. S. Gor as. Amer. Jnl. Den. Sci., XI, 3rd 
Ser., 1877-78, 425-426. 331, Ed; Canada Jnl. Den. Sci., IV, 1877-78-79, 1 Johnstons’ Den. Misc., IV, ‘1877, 
419; Mo. Den. Jnil., IX, 1877, 632-633 ; Advertiser (Dental), IX, 1878, 8; Den. Cosmos, XX, 1878, 66-67. 
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1878-79, 475; Brit. Jnl. _ Sci., XXI, 1878, 103-104; Den. Cosmos, XX, 1878, 68-69. Second Bdiiton 1878. 
Monthly Rev. of Den. Surg., VII, 1878, 443-444; Advertiser (Dental), X, 1879, 61: Den. a, XXI, 1879, 
108: Mo. Den. Jnl., XI, 1879, 59. Third Edition, 1882. Amer. Jnl. Den. Sci., XVI, 3rd , 1882-83, 428; 


trit. Den. Assn. Jnl. III, 1882, = Den. Record, II, 1882, 531-536; Den. Cosmos, xxv: 1883, 108-107 ; 
Den. Register, XXXVII, 1883, 

Hand Beok of Materia Medica and Therapeutics, for Dentists and —; Students. Stubbhefield, 
Dd. R Nashville, Tenn.: Morrison Bros’. Den. Cosmos, XXIV, 1882, 669-670; Den. Headlight, III, 1882, 130; 
Indep. Pract. (Dental), IV, 1883, 288-289; Southern Den. Jnl., II, 1883-84, 87-88. 
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Dental Medicine. A Manual of Dental Materia “vX.- and oy tics, for Practitioners and Students. 
Geeges, Ferdinand J.S. Phila.: P. Blakiston, Son & Co. Phila B.S. Phy Den. Mfg. Co. London: J. 
urchill. Amer. Jnl. Den Sci., XVI iy, ta Ser.. 1883-84, 383, 76-478, 481-486; Herald of Dentis- 
try, III, 1885-84, April, 5; soraane Te = , 1884, 65; Amer. wal. so Sei, XVI II, 3rd _ Ser., 1884- 
85, 43-44: Archives of Den., I, 1884, 191; Bri oie Assn. Jnl. »_ 1854, 208-210; Den. Cosmos, XXVI, 1884, 
182-185 ; Den. cotent. (Warsaw, Ind.), 4 1884, March, 2; Den” ‘Headlight, Vv, -_ 71-78; Indep. ‘Pract. 
(Dental), V , 188, -160; Den. Jairus, 57; Den. Luminary, VI, 1884-85. 4; Ohio S. Jnl. nm. Sei, 
* 4 Sim AJ <iractitioner (Dental), I, Vise 71; Den. Register, XXXVIII, Tess, * 109- 110; Southern Den. 
n 


Oral Surgery 


On Hare Lip and Cleft Palate. Mason, Francis. London: J. & A. Churchill. Canada Jnl. Den. Sci., 
IV, 1877-78-79. 714. 


The Mouth and Its Diseases; Being a Text Book for the Use of the Oral Surgeon. Baume, Robert. 
Den. Cosmos, XX, 1878, 60-70. 


A Guide to Surgical Diagnosis. (Including Chapter on Oral Conditions.) Heath, Christopher. Phila.: 
Lindsay & Blakiston. Amer. Jnl. Den. Sci., XIII, 3rd Ser., 1879-80, 288; Den. Cosmos, XXI, 1879, 588; 
Den Register, XXXIII, 1879, 490-491. 


A Treatise on Oral Tr as a Branch of Mechanical Dentistry. 4 Norman W. New York: 
oA leton & Co., London: H. Lewis. Den. Cosmos, XXII, 1880, 209-212; Brit. Jnl. Den. Sci., XXIII, 
-845; Amer. Jnl. Den. Sei., XIII, 3rd Ser., 1879-80, 571. 


Deformities of the Mouth, Congenital and Acquired, With Their Mechanical Treatment. Coles, Oakley. 
London: J. & A. Churchill. Phila.: Presley Blakiston. Third Edition, 1881. Brit. Den. Assn. Jnl., I, 
1881, 252-253; Den. Cosmos, XXIII, 1881, 558. 


Surgery for Dental Students. Underwood, Arthur S. London: W.H. Allen & Co. Brit. Den. Assn. 
Jni., II, 1881, 507-509. Brit. Jnl. Den. Sci, XXIV, 1881, 1041-1043. 


A System of Oral Surgery. Garretson, James E. Phila.: J. B. Lippincott & Co. Third Edition, 1881. 
Den. Cosmos, XXIII, 1881, 273-275; Indep. Pract. (Dental), II, 1881, 322-323; Ohio S. Jnl. Den. 
1881, 186-187. Fourth Edition, 1884. Advertiser (Dental), XV, 1884, 96-97; Amer. Jnl. Den. o.. XVIII, ‘ard 


Ser.. 1884-85, 42-43; Brit. Den. —— Jni., V, 1884, 661-666; Den. Cosmos, XXVI, 1884, 247-249: Den. Stud- 
ent, (Warsaw. Ind.), I, 1884, sais. s : Indep. Pract. (Dental). 1884, 158-159 : New En . Ini. af, III, 1884, 
194-196; Ohio 8S. Jnl. Den. Sci., IV, 1884, 206; Practitioner (Dental, II, 1884, 70-71; n. Record, IV, 1884, 
481-485; Southern Den. Jnl, III, 1584-86, 392-393. 


Fractures of the eigtoster Maxilla. Gilmer, Thomas L. New Eng. Jnl. Den., I, 1882, 127; Indep. Pract. 
(Dental), III, 1885, 1 


Zahnarztliche Mittleilungen aus der n Universitatepoliklinik zu Leipzig. (Report of Cases 
oe, Bente Assistant In Surgical Clinic.) Parrel t, Jul. Leipzig: Arthur Felix. Den. Cosmos, XXV, 1883, 


Motions of the Soft Palate. A New Method of Recording the Motions of the Soft Palate. Allen, 
_—, Phila.: P. Blakiston, Son & Co. Archives of n., Il, 1885, 189; Den. Cosmos, XXVI, 1884, 

Injuries and Diseases of the Jaws. Heath, Christopher. London: J. & A. ee Phila.: P. 
Blakiston, Son & Co. Third Edition, 1884. Brit. pe Assn. Jnl., V, 1884, 298-300: Brit. Jnl. Den. ‘Sel. 
XXVII, 1884, 973-974; Den. Cosmos, XXVI, 1884, 375-376; Den. Record, IV, 1884, 339-341. 

Anesthesia 

The Advantages and Accidents of Artificial Aupesthesie. cygetee. Lawrence. Fete. ‘+ -y A 

Blakiston. Amer. Jnl. Den. Sci., XII, 3rd Ser., 1878-79, 379 Den. Cosmos, ax. 


Jni., X 1878, 357-358: Monthly Rev. of Den. Surg., VII. ita. 3 Bet y FA (Denta Pox 2-18, 158. 


s x 1879, 
159; Den. Cosmos, XXI, 1879, 527; Mo. Den. Jnl, ’ XI, 1879, 542; Den. Register, XX) Iv, 1880, 47-48. 
History of the Discovery of Anaesthesia. Sims, J. Marion. Mo. Den. Jnl., XI 1879, 479. 

Traite d’ Anesthesic Chirurgicale. (A Treatise on Surgical Anaesthesia.) Rottenstein, J. B. Paris: 
Jépeatete Garmer "Bailiere et Cie. Brit. Jnl. Den. Sci., XXIII, 1880, 1008; Den. Cosmos, XXII, 1880, 667- 
Anaesthetics Medico—Legally Considered. Johnson, J. G. Den. Jairus, III, 1882, 67. 


Bromide of Ethyl, The Most Perfect Anaesthetic for Short, Painful, Surgical O rations. Chisholm, 
Julian J. Brit. Den. Assn. Jnl, IV, 1883, 169-175; Indep. Pract. (Dental), IV, 1883, 231. 


Few Notes Anaesthetics. Freeman, R. T. London: J. & A. Churchill. Brit. Den. Assn. Jnl., 
te "331-882: Den Record, Til, 1883, 339-340. 


The New Local Anaesthetic; Hydrochlorate of Cocaine Etherization by the Rectum. Turnbull, 
Lawrence. Phila.: P. Blakiston, fon 4 & Co. Den, Cosm os. xXVITS 1885, 183. 


Notes on Anaesthetics. Underwood Arthur 8. London: Claudius Ash & Sons. Den. Record, V, 1885, 
529-530. 
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Dental Jurisprudence and Ethics 


Vernon Galbray, or the Empiric. London: E.T. Whitfield. Amer. Jnl. Den. Sci., IX, 3rd Ser., 1876, 429. 
Second Edition, 1885. Indep. Pract. (Dental), VI, 1885, 615. 


Proceedings of the General Medical Council and of the Executive Committee in Regard to the Registra- 
, aS —- London: Spottiswoode & Co. Brit. Jnl. Den. Sci., XXII, 1879, 313; Brit. Den. Assn. Jnl, 


Revised Constitution and By-Laws and Code of Ethics of the Geor, State Dental Society, Atlanta, Ga 
Atlanta, Ga.: J. O. Perkins. Johnston’s Den. Misc., VII, 1880, 127. = 


The Dentists Act, 1878, and Counsel’s Opinion Thereon. Brit. Den. Assn. Jnl., II, 1881, 287-293. 


A View of the Laws Relating to Physicians, Druggists and Dentists. Williams, Richard J. Phila.: 
Edward Q. Bowman. Den. Cosmos, XXVI, 1884, 691-692; Practitioner (Dental), II, 1884, 263-264. 


Dental Economics 


sane he Dentists Appointment Book and Pocket Record. Holmes, E. S. Amer. Jnl. Den. Sci., IX, 3rd Ser., 


Dental Register and Examination Book. Wilkerson, B. M. Amer. Jnl. Den. Sci., X, 3rd Ser., 1876-77, 
ee ee for Dentists for 1878. Seiffert, A. Potsdam, Prussia: J. Rental. Advertiser (Dental), VIII, 
, » 


The Dentist’s Memorandum; Book of Engagements; and Manual of Ready Reference for 1881. Taft, J. 
Den. Register, XXXIV, 1880, 470. 


Dental Case Book. Barrett, W.C. Rochester: Davis & Leyden. Odontographic Jnl, II, 1881-82, 62; 
Den. Jairus, III, 1882, 67. 


A Dental Ledger. Thompson, W. Finley. London: The Dental Mfg. Co. Den Record, I, 1881, 203. 

Spesetatetes Kalender. (Appointment Book.) Polscher A., and Sporl H. Den. Cosmos, XXIV, 1882, 

Chance’s Dental Itemizer; Embracing an Entirely New System for Quickly and ge, 
- — Operations. Chance, Geo. H. Mo. Den. Jnl., XIV, 1882, 524-525; Indep. Pract. (Dental), IV, 

. 183. 

Pearson’s Appointment Book. Kansas City: J. L. Brewster. Indep. Pract. (Dental), IV, 1883, 623. 

A Dental Record and Account Book. Morrison, W.N. Den. Record, III, 1883, 245. 

A Suggested System of Dental Notation, for the Use of Dentists in Recording Operations. Cunning- 
bam, Sores. London: The Dental Mfg. Co. Den. Recerd, IV, 1884, 486-487; Brit. n. Assn. Jnl., VI, 1885, 

-470. 

Laboratory A t Book for Dentistry. Coxon,Stephen A. Den. Record, V, 1885, 530-531. 


















Classified Subject Index 
To All Periodical Dental Literature Published in the English Language for the Years 1876-1885, 
inclusive 
Directions for using this index will be found in the appendix printed 
on the pink sheets inserted between this classified subject index and the 
personal or author index. 


Articles are grouped by subjects, irrespective of the wording of the 
titles. To find the articles on a given subject, look in the Index to the 
Classification printed on the pink sheets. For each subject the page, on 
which the list of articles will be found, is indicated. 


Under each subject heading, the articles are listed according to the 
journals in which they appeared and the journals are arranged in alpha- 
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Under the various headings of the Classified Index, many cross ref- 
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D031 Dental Nomenclature. 


American Dental Assn. Trans., 1878. 
Report of Committee on Dental Nomenclature and 
Terminology. Atkinson, W. H. 45-48. Disc. 49. 


American Dental Assn. Trans., 1880. 
cay oe re and Nomenclature. Atkinson, W. 


American Dental Assn. Trans. 
Report on Ceqenatase and —, = 
W. H. 46-55. 2 diagrams. Disc. 55- 


American Dental Assn. Trans., 
Nomenclature and peramueieas. itkineca, Ww. H. 
122-131. Dise. 


American Dental Asen. Trans., 1883. 
Nomenclature of the Art and Science of Dentistry. 
Taft, J. 91-98. 
Nomenclature. Atkinson, W. H. 99-104. Disc. 104-105. 


American Dental Assn. Trans. 
Nomenclature and Terminology. 


63-67. 
ae of the Teeth. Kulp, W. O. 68-71. Disc. 


Atkinson, 


. 1885. 
Atkinson, W. H. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
Dental Nomenclature. 337-344. Selected. 
Archives of Dentistry, II, 
(Ripening and _ = Atkinson. 


Nomenclature. 
435-436. 
Nomenclature. Kulp, W. O. 436-437. Disc. 437-439. 


British Dental Asen. Jnl., II, 1881. 
A —_ estion That the Term Caries be Abandoned 
nappropriate. Dentz. 632-633. Disc. 634. 


British Jnl. Dental Science, 
Dental Nomenclature. a a rr %. 345-346. 


itish Jnl. Dental Science, XXII, — 
Definition of the Bona Fide Term. 648-650. BEd. 


British Jnl. Dental Science. XXIV, 1881. 
A Suggestion That the Term Carries be Abandoned 
oo NanEropeiate. Dentz. 1051-1052. Dise. 1052- 


British Jnl. Dental Science, XXVIII, 1884. 
Nomenclature <. the Art se gacience of Dentistry. 

Taft, J. 2-1046, 1009-1 

Cosmos (Dental) = y 1879. 
Dentos. Deatine 175-17 
No Such Word as Mateiculant. 536. 
Momeaessiste and Terminology. Atkinson, Wm. H. 
Our Nomenclature. Atkinson. Wm. H. 685. 


Cosmos (Dental), XXII, 1880. 
Dental Nomenclature. 84-87. Ed. 
Approximal or Proximate. 139-142. Ed. 


Cosmos (Dental), XXIII, 1881. 
Nomenclature. 470- 


Nomenclature. Buckin ham, T. L. 500-591. 
Re Use of Term Caries. utz, 602. Disc. 602. 
Cesmos, (Dental), XXIV, 1882. 
Terminology. Atkinson, W. H. 472-473. 


osmos (Dental), XXVI, 1884. 
Re Words Periosteum and Periodontium. 253 - 254. 


(Dental), XXVIII, 1885. 
597-599. Disc. 600-601. 


Cosmos, 
Nomenclature. Kulp, W. O. 


Independent Practitioner (Dental), VI, 1885. 
Objectionable ” Terms. 332-333. 
Nomenclature. Kulp, W. O. 529-530. Disc. 530-532. 


. Items of Interest, (Dental), III, 1881. 
. Prosthetic. "  (Nomenclature.) 52. Ed. 
“Prosthetic” Some Other Things. Munson, C. W. 58. 


Dental), a 1882. 
Hugo Cc. 53-54. 
Wattkin, Geo. on "Selected. 


Items of Interest ( 
A Plea for “Prosthetic.” 
“Dentologist.” 


of Interest (Dental), 
Write En English. i AH -- * 20. En d. 
Medical and Dental Orthoepy. Meredith, L. P. 417- 
419. Abstract. 


Items of Interest (ente). , 1884. 
Dental Nomenclature. 340-341. 
Nomenclature. Ingersoll, L. C. at0- 441. 


Items of Interest, Gene. ae 1885. 
Dental Nomenclature. 25. 
—. Literature and } MA. ---9 Atkinson and 
Terms Pin Deaptence to the Surfaces and Aspects 


of Teeth. 
noes in Composition. (Tooth Nomenclature.) 505- 


Abstract. 


Johnstons’ Dental Miscellany, VII, 1880. 
Report of Committee on Nomenciature and Termin- 
ology. Atkinson. W. H. 460-461. Abstract. 


Johnstons’ Dental Miscellany, VIII, 1 
Homegeiatnse. Atkinson, W. H. 375- so Disc. 377- 


Missouri Dental Jnl., VIII, 1876. 
New Words in Dental Science. 322-323. 


Missouri Dental Jni., XIV, 
Report of the Section on ‘Dental and Nom- 
enclature. 373-374. Abstract. 


Ed. 


ri Dental Jnl., X 
Medical a ond Dental P- -Bif Meredith, L. P. June. 


Dental Nomenclature. Nov. 362-368. Abstract. 


Odontogra = hes te 1880-81. 

The Proper 
Ohio State Jnl. Den. Sci., I, 1881. 

Outvoted. (Nomenclature.) 24. Ed. 

Uncultivated Nomenclature. 108-109. Ed. 

Funny? Well, Tolerably. (Report on Dental Lit- 
erature and Nomenclature.) 170-172, 344-346. Ed 


Ohio State Jni. Den. Sci., II, 1882. 
Dental Symbolism. — Stewart J. 149-151. 
seer Records and menclatures. Wardlaw, W. 


. 230-231. 
Misnomers. 498-499. Ed. 


Ohio State Jnl. Den. Sci., IV, 1884. 
Our Nomenclature. Ingersoll, L. C. 256-261. 
Ohio State Jnl. Den. Sci., V, 1885. 
Nomenclature. Kulp. 425-427. 


nsylvania Jnl. Den. Sci., III, 1876. 
New’ Wor s in Dental Science. Chase, Henry 8S. 348. 
Selected. 
Record (Dental), III, 1883. 
Nomenclature. Francis, C. E. 564. Abstract. 
Record (Dental), Vv. 1885. 
Objectionable Terms. 329. 


Register (Dental), XXXIII, 1879. 

Dental Nomenclature and Terminology. Taft, J. 
167-169. 
Register (Dental), XXXVII, 1883. 

Dental Nomenclature. Report. Abstract. 


461-467. 
Nomenclature. Francis, C. E. 546-548. 


Register (Dental), XXXVIII, 1884. 
A — ‘Against Changes in Nomenclature. 42. 


lected. 
The Origin of the Word “Charlatan.” 415. 


Register (Dental), XXXIX, 1885. 
Nomenclature. Kulp. 506. Disc. 507-509. 


Southern Dental Jnl., IV. 


, 1885. 
Nomenclature. Kulp. 372-373. Dise. 373-374. 


For index and key to classification numbers, see pink sheets. 
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D04 Dental Essays, Addresses. 


President’s addresses before societies are grouped here. For each entry the name of the society is 


placed first. 


Den. Assn. Trans., 


tate 1883. 
President's Address. Johnson, J. 


Alabama 8 
Ala. Den. Assn. 
Cc. 9-15. 
merican Dental Assn. Trans., 1879. 
President's Address. McKellops, H. J. 27-28. 


American Dental Assn. Trans., 1881. 
Annval Address. Peirce, C. N. 41-45. 


American Dental Assn. Trans., 1882. 
Address of Welcome. Berry, A. 34-36. 
President’s Address. Smith, H. A. 37-42. 


merican Dental Assn. Trans. 
President’s Address. Friedrichs, ‘e. 4 4 33-35. 


American Dental Assn. Trans., 1884. 
President’s Address. Darby, E. T. 47-54. 


American Dental Convention Trans., 1 
American Den. Convention and Southern = Assn. 
Address of Welcome. Nelson, Edward. 3-7. 
American Den. Convention and Southern Den. Assn. 
President’s Address. Atkinson, W. H. 8-9. 
American Den. Convention and Southern Den. Assn. 
President’s Address. Hunt, R. Finley. 10-12. 


merican Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Virginia State Den. Assn.  President’s Address. 
Thackston, W. W. 433-443. 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
Alumni ‘Asan. of Baltimore — ett, s of Den. Surgery. 
President’s Address. 23 
American om! of *y Sole Spresident's Ad- 
dress. Eliot, Charles W. 
Virginia State Den. Assn. President’s Address 
Moore, J. Ball. 493-500. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
Maryland and District of Colum bia Den. Soc. Ad- 
dress of Welcome. Waters, T. S. 241-245. 
Maryland and District of Columbia Den. Assn. Pres- 

dent’s Address. Smithe, J. C. 245-247. 


American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 
Maryland and —p of Columbia Den. Assn. Pres- 

dent’s Addres Fos M. W. -390. 
Maryland and District of ‘Columbia Den. Assn. Vale- 

dictory Address. Foster, M. W. 541-542. 


American Jnl. Den Sci., XV, 3rd Ser., 1881-82. 
Southern Den. Assn. Address ‘of Welcome. Buell, 
D. H. 241-242. Response. 242-244. 
Southern Den. Assn. President’s Address. Turner, 


V. EB. 244-253. 
Maryland and District of Columbia Den. Assn. Ad- 
dress of Welcome. tt, J. Emory. 337-340. 
Maryland and District of Columbia Bes. Assn. Pres- 

dent’s Address. Noble, H. B. 340-344. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Southern Den. Assn. President’s Address. Chis- 
holm. 145-146. 
American Den. Assn. President’s Address. Smith, 
A. H. 193-196. 
American Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 
Briiish Den. Assn. Inaugural Address. Hunt. 291- 


292. Abstract. 
British Des. fase resident's Valedictory Address. 
President’s Inaugural Address. 


Bate. 29 
Britian "Des. Assn. 
Smith, John. 


merican Jnl. Den. Sci., XIX, 3rd Ser., 
ceca Den. Assn. Address of Welcome. "Thurber, 


L. 50. Selected. 
Georgia S. Den. Soc. Address of Welcome. Parsons, 
289-291. Selected. 
Georgia S. oon. Soc. President’s Annual Address. 
outon, A. G. 201-296. Selected. 


Med. Assn. Trans., XXXII 
President’ s Address ) agg 3 Section Dental and Oral 
Surgery. Goodwillie, D. H. 461-467. 


Archives of Dentist 


ry 

St. a = Soc. Valedictory Address. Harper, 

Missouri S. Den. Assn. President’s Address. Mc- 
Millan, D. J. 455-458. 


Archives of Dentistry, II, 1 
Connecticut Valley Den. Soc. ‘President's Address. 
088, 


Southern ie. oo Assn. address of Welcome. Thurber, 


L. A. - 

— Den. oo. Address of Welcome. Fried- 
ichs. 

Missouri S. Den. Assn. President's Address. Swab, 
F. 388-391. 

British Dental Assn. Jnl., I, 1880. 

Assn. of Surgeons Practising Den. parents. Presi- 
dent’s Address. Cattlin, W. N. 121-127. 
Reply. 211-214. Selec ted. 

Royal Microscopical Soc. President’s Address. 


~ ap Lionel PS. 178-180, 235-240, 516-526. Select- 


President’s Address. Tomes, John. 

Soc. of Licentiates of Den. Sur, 
dress. Brownlie, J. 

late | Counties Den. Assn. 
Parkinson, George T. 1- 

Midland Counties Branch of Brit. Den. Assn. 
ident’s Address. Campion, H. 486-499. 


380-384. 

4q President’s Ad- 
President’ s Address. 
Pres- 


British Dental Assn. Jnl., II, 1881. 

President’s Address. Ackland. 57-58. 

Assn. of Surgeons Practising Den. Surgery. Pres- 
ident’s Address. Edgelow, Thomas. 176-177. 


Selected. 

Odonto-Chirurgical Soc. President's Valedictory 
Address. ‘ampbell, Walter. 180-182. 

Addresses at the Banquet of the British Den. Assn. 


Midland Branch—Brit. Den. Assn. President’s Ad- 
Campion, H. 266-268. 


Metropolitan, Counties’ Branch of the Brit. Med. 
i. President's Address. Saunders, Edwin. 

Western Counties Den. Assn. President's Address. 
Parson, T. C. 378- 

Valedictory poe Tomes. 414-421. 

International Med. Congress. President's Address. 
Saunders, E. 

Northern District of the Metropolitan Counties 
Branch.—Brit. Med. Assn. President’s Address 
Saunders, Edwin. 573-579. 

Odonto-Chirurgical Soc. President's Address. Smith, 


. John. 615-622. 

British Dental Asen. Jnl., III, 1882. 
Valedictory Address. Thomas, A. Rogers. 36-37. 
Odon. Soc. of Great Britain. — eee Address. 


Rymer, S. Lee. 75-77. Abstra 
Metropolitan Counties Branch of ‘Sprit. Med. Assn. 
President's Address. Saunders, iy 129-130. 
Valedictory Address. Campion, H. 199- 
Inaugural Address. White, R. 225-226. 
President’s Address. Rogers, Richard. 378-386. 
eer tame at the Dinner of the Brit. Den. Assn. 475- 
ritish Dental Assn. Jnl., IV, 1883. 
Valedictory Address. Rymer, S. Lee. 27-30. Ab- 
ract 
Inaugural Address. Walker, Jong h. 79-8 
President's Address. Smith, J. -105. Abstract. 
Valedictory Address. White. Richard, 178-182. 
Inaugural Address. Cole, J. Fenn. 182-185. 
President’s Address. Tomes, Chas. 204-207. 
President’s Address. King, Roff. -214. 
President’s Address. Rogers. Richard. 413-415. 
President's Address. Gaine, Chas. 
Presidential Address. Bate, C. Spence. 493-501, 473- 





475. Ed. 531-546. 
President’s Address. Macleod, Bowman. 594-596. 


British Dental Assn. Jnl., V, 1 
Odon. Soc. of Great Britain. Valedictory Address 
Walker, J. 38. Abstract. 


For index and key to classification numbers, see pink sheets. 
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British Dental Assn. Jnl., V, 1884—Continued. 
Odon. Soc. of Great Britain. Inaugural Address. 
Turner, J. Smith. -92. 
West of Scotland “Branch. Inaugural Address. 


Woodburn, W. 8. 
Midland Branch. Valedictory Address. 


Midiand Branch. President's Address. 
oseph. 277-279. 
ee ~~ Counties Branch. Valedictory Address. 


. J. Fenn. 
President's Address. Jones Alfred. 407-413. 
Hunt, W. A. 


Western Branch. Inaugural Address. 


King, Roff. 
Harrison, 


President's Address. Tomes, J. 521-524. 513-5i5. 

Valedicto Address. Bate, Spence. 529-533. 513- 

President's Address. Smith, John. 533-537. 513- 
515. Ed. 


British Dental Assen. Jnil., VI, 1885. 

Odon. Soc. of Great Britain. President's Valedictory 
Address. Turner, J. 8. 31- 

Central Branch. President’s Address. Sims, Charles. 
71. Abstract. 

Odon. Soc. of Great ——_ 
Address. Bate, pense 

— ~~ Branch at ottingham. 
dres Blandy, Henry. 

Midland. “Branch “ Nottin ham. 


Harrison, J. -265. 
Scottion “Branch. Valedictory Address. 
330-333. 


zpeessent's Inaugural 
President's Ad- 
Valedictory Ad- 
Smith, John. 


Eastern Counties Branch. Valedictory Address. 
Jones, Alfred. 394- 
——, Say tay Branch. Valedictory Address. 
unt, W. - 
Western Counties Eeeact. President’s Address. 
McAdam, G. C. 506-507. 
Valedictory Address. Smith, John. 


524-531. 
Brit. Den. Assn. Basan Inaugural Address. 


White. R. 532-54 


Central Counties Branch. Valedictory Address. 
Sims, Chas. - 

ups Coole Branch. Inaugural Address. Hux- 
ey - 
British Jnl. Dental Science, XIX, 6. 

aaa + ical Soc. ee 


President's 

ddress. oberts, W. A. 200-212. 
+e Jnl. Dental Science, XX, 1877. 

Ohio S. Den. Soc. President's Valedictory Address. 
Taft, C. R. 107-111. 

Odontological Soc. President’s Address. Cartwright, 
Samuel. 120-123. 


Students’ Soc. of the Den. Hosptial of London. Pres- 
ident’s Inaugural Address. Underwood, T. 
Francis Ken. 

Odontological Soc. President's Address. Hepburn, 
David. 736-740. 

British Jnl. Dental Science, XXI, 1878. 
Odon. Soc. of Great Britain. President's Address. 


Cartwright, Samuel. 


Odon. . of Great Britain. Fpestieat’s Address. 
Coleman, Alfred. 104-107. Abstra 

a — Students’ Soc. Valedictory Radbese. Under- 
ood. Francis Ken. 112-115. 

Dental Students’ Soc. President’s Address. Hutch- 


inson, 8. J. 116-119. 


British Jnl. Dental Science, XXII, 1879. 
Odon. Soc. of Great Britain. President's Inaugural 


Address. Saunders. Edwin. 132- 

Odonto-Chirurgical Valedictory Address. 
Hepburn, David. 277-280. 

Western Counties Den. Assn. President's Address. 
Bate. Spence. 517-530. 

Students’ . of the Den. Hospital of London. 


President's Address. Woodhouse, Robert Hall. 


582-586. 
Edinburgh Den. Hospital and School. 
Address. Imlach. 760. 


President's 


British Jnl. Dental Science, XXIII, 1880. 
Odonto-Chirurgical Soc. President's Address. Camp- 





bell. alter. 16-21 
Edinburgh Den. Hospital and School. President's 
ew Imlac 
of Great Brit ain. President's Address. 
Saunders. Edwin. 112-120. 167-171. Ed. 
Dental Students’ Soc. President's Address. Wood- 
house, R. H. 149-151. 
Odon. Soc. of Great Britain. President's Address. 
Woodhouse, Alfred J. 177-180. 


Assn. of Surgeons Practisin = 2 Suro . Presi- 
Address. Cattiin, N 233 233-239. 


dent's 
ser-a00 Corson 
Mr. ‘tomes ‘Address to the Brit. Den. Assn. 786-788, 


Western Counties Den. Assn. President's _eeeaee. 
Parkinson, George T. 9808-812. Abstract. 

Soc. of Licentiates .. Den. Sareesy. fa. wv. Pres- 
ident’s Address. Brownlie, J. Rank 943-049. 
British Jnl. Dental Science, XXIV, 1881. 

Odon. Soc. of coms pena. Valedictory Address. 
Woodhouse, 77-82. 

Genesee Medical oe President’s Address. 160- 
161 

Assn. of Surgeons Practising Den. , Surety. Pres- 
ident’s Address. Cattlin, A. 93. Ab- 
stract. 


Odon. Soc. of Great Britain. Inaugural Address. 
Rogers, Thos. A. 228-231. Abstract. 

Assn. of Surgeons Practising Den. Surgery. Prest- 
dent’s Address. Edgelow, Thomas. 277-280. 


Selected. 
Odonto-Chirurgical Soc. Valedictory Address. Camp- 
i, alter. 599-601. 


International Med. Congress. President's Address. 
Saunders, Edwin. - 759. 

Western Counties Den. Assn. President's Address. 
Parson, T. C. 784-787. 

International Med. oe eee President's Address. 
Saunders, 


East London and South Essex District of the Brit. 
Med. Assn. President’s Address. Saunders, 
Edwin. 1013-1019. 

Dental Students’ Assn. of Glasgow. Inaugural Ad- 
dress. Woodburn, W. 8S. 1061-1068. 


British Jni. Dental Science, XXV, 5 
Valedictory 


Odon. Soc. of Great Britain. President's 
Address. Rogers, Thos. A. bstract. 
Odon. Soc. of Great Britain. President's Inaugural 
Address. Rymer, S. Lee. 184-187. Abstract. 
Eastern Counties ay Assn. President’s Address. 
White. R -471. Abstract. 


Western ‘Branch i the Brit. Den. Assn. President's 
A -786. 


ddress. Rogers, Richard. 


Brit. Den. Assn. President’s Valedictory Address. 
Tomes, John. -936. 950-952 Ed. 
eet, Oe. Assn. President's Address. Campion, H. 


British Jnl. Dental Science, XXVI, 1883. 
Odontological Soc. ers Address. Rymer, 
Samuel Lee. 147-155. 
Odontological Soc. Address. Walker 
245-252 


Joseph. L 
Students Soc. of the Den. Hospital of London. In- 
augural Address. Bennett. Storer. 252-256. 
Odegse- ne BHO a Soc. Valedictory Address. Smith, 


ohn. 340- 
Den. wo Valedictory Address. 


Inaugural 


Eastern Counties 
White. Richard. 430- 


Eastern Counties Den. Assn. Inaugural Address. 
Cole, J. Fenn. -436. 

Midland Branch of the Brit. Den. Assn. President's 
Address. King. Roff. 533-534. 

Western Branch of the Brit. Den. Assn. Valedic- 
tory Address. Rogers, Richard. 

Odonto-Chirurgical Soc. of Scotland. President's 
Address. Wilson, Andrew. 1118-1123. 


British Jnl. Dental Science, X XVII, 
Odonto-Chirurgical Soc. of Scotland. 
Address. Wilson, Andrew. 8-10. 
Students’ Soc. of the Den. Hospital of London. In- 
augural Address. Truman, C. 200-202. 
Odon. Soc. of Great Britain. Inaugural Address. 
Turner, J. Smith. 210-212, 245-248, 305-308, . 


Midland Odontological Soc. 
Howkins, Thomas. 350-353. 

Western Branch of the Brit. Den. Assn. President's 
Address. Hunt. W. A. 744-748. 

Address Delivered Before the Brit. Den. Assn. at the 
Annual General Meeting, 1884. Bate, Spence 


825-828. 
Address Delivered Before the Representative Board 
of me — Den. Assn. at Edinburgh. Tomes, 


Jo 828-83 
Brit. Den. Assn. at Edinburgh. President's Address. 
Smith-Turner, J. 887-891. 


President’ s 


President's Address. 


XXVIII, 1885. 


British Jnl. Dental 
President's Address. 


Seience, 
Odon. Soc. of Great Britain. 
Turner, J. S. 239-242. 


For index and key to classification numbers, see pink sheets. 
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British Jnl. Dental Science XXVIII, 1885—Con- 
ued. 


tin le 
Odon. ~~ of Great Britain. President’s Address. 
Bate, C. Spence. 245-254, 295-302. 311-313. Ed. 
Rainburgh Den. Students’ Soc. President’s Address. 
Macleod, George H. 1072-1074. 


California S. Dental Assn. Trans., 1 
President’s Annual Address. =. 


Wm. B. 


California S. Dental Assn. Trans., 1879. 
President’s Address. Dennis, S. W. 177-190. Cer- 
rection, insert. 


California 8. Dental Assn. Trans., 1880. 
President’s Annual Address. McLain, A. F. 


California 8S. Dental Assn. Trans., 1881. 
President’s Address. Younger, W. J. 82-87. 


California 8. Dental Assn. a 1882-3-4-5. 
President’s Address, Knowles, S. E. 93-105. 
President’s Address. Birge, J. J. 277-285. 


California 8. Odontolog. ee Trans., 1884-85. 
seer Address. Dunbar, L. L. 39-51. 


anada Jnl, Dental Science, 1V, 1877-78-79. 
Royal eer of Den. Surgeons, Ontario. Valedic- 
tory Address. Bosanko, C. H. 108-110. 


Connecticut Valley Den. Soc. Trans., 1876. 
President’s Address. Bishop, H. F. 11-15. 


Connecticut Valley Den. Soc. Trans., 1877. 
President’s Address. Adams, J. F. 84-89. 


Connecticut Valley Den. Soc. Trans., 1878. 
President’s Address. Taylor, L. C. -155. 


Cosmos (Dental), XVIII, 1876. 
Amer. Den. Con. President's Address. 
534-535. Disc. 605-608, 642-645. 


Cosmos (Dental), XXIII, 1881. 
N. Y. State Den. Soc. Offer of a Prize for Best Essa 
on Improvements in Den. Practice Since July 


10-23. 


Coy, B. F. 


1 
Amer. Den. Assn. Poestéeat's A. (Dental 
Education.) Peirce, C. N. 418. 
International Med. Cong, a, "ect, President's 
Address. Saunders, Edwin. 


Amer. Den. Soc. of Europe. a «., yor On 
Some of the Causes of Deterioration of a 
Structure. Crane, J. W. 631-634. Dise. 634- 


Cosmos (Dental), XXIV, 1882. 
President's Address. 


Penn. 8. Den. Soc. {Coaseeve- 
tion of the Teeth.) Gerhart, H. 113-1 

oe iy _ > = President’s Address. "Smith, H. 

Amer. ri Soe. 


of Europe. President’s Address. 
Elliott, W. St. George. 631-635. 


Cosmos (Dental), XXV, 1 

Address. (Delivered at t Spening |< of Chicago Den. 
Infirmary.) Davis, N 

Penn. S. Den. Soc. President's iaieees The Scien- 


Ghe Method in Dentistry. Green, Jesse C. 617- 
Cosmos (Dental), XX VI, 1884. 
Amer. Den. Assn. President’s Address. Darby, E. 
T. 513-515. 
‘osmos (Dental), X XVII, 1885. 
N. * Osentotes. Soc. President's Address. Jarvie, 


N. y ‘Odontolog. Soc. Address to pew York Odon- 
tological Soc. Jacobi, A. 736-741 


Dental Office & Lab., VII, 2nd Ser., 1883-84. 
Amer. Den. Assn. Vice President's Address. Fried- 
richs, G. H. Oct. 3. Abstract. 
Headlight (Dental), III, 
Tenn. Den. Assn. President's oo Claywell, A. 


-36. 
Tenn. Den. Assn. Address of Welcome. Blakemore, 
Penn. 7. ; Soc. President’s Address. Gerhart, 
H. Selected. 
Headlight (Dental), V, 1884. 
Teng. ye. - President's Address. Crawford, 


Headlight (Dental), VI, 1885. 
Teng, Den. Assn. President’s Address. Lee, J. U. 


Address of Wel Stubbl 
54. 





Tenn. Den. Assn. 
field, D. R. 50- 


Illinois State Den 
Address of Welcome. 
President's Address. 


linois State Dental 
President’ s Address. 


llinois State Dental 
President's Address. Koch. 
24-26. 


1876. 
‘Williston, M _ L. 19-22. 
Swain, E. D. 23-31. 


Soc. Trans., 1877. 
Davis, K. B. 19-26. 


. Trans., 1878. 
Cc. R. E. 14-24. Dise. 


Illinois State Dental Soc. Trans., 1879. 
President’s Address. Sturgills, S. M. 16-22. 


Illinois State Dental Soc. Traas., 1880. 
Address of Welcome. Rood, E. H. 5-7. 
President’s Address. Kitchen, C. A. 19-25. 


Illinois State Dental Soc. Trans. a 
Address of Welcome. Parkes. 7-8. esponse. 8. 
President’s Annual Address. Marriner, = F. 23-28. 


Illinois State Dental Soc. Trans., 1882. 
President’s Annual Address. Harlan, A. 


Illinois State Dental Soc. Trans., 1883. 
President’s Annual Address. Stone, C. E., 28-31. 


Illinois State Dental Sec. Trans. 
President’s Annual Address. Noyes, fdmund. 27-32, 


Illinois State Dental Soc. Trans., 1 
President’s Annual Address. Townsend. E H. H. 27-33 


Fa yo Practitioner (Dental), IV, 
State Den. Soc. President’s Address. 
5. G. 472-473. 
Penn. 8S. Den. Soc. President’s Address. 
C. 562-553. Abstract. 


Independent Practitioner (Dental), VI, 1 
Soupee Den. Assn. Address of Welcome. en, 


. A. -365. 
¥. Odon, Soc. President’s Address. Jarvie, Wil- 


Address of Welcome. Jacobi, 
Abraham. 606-607. Response, 607. 


Indiana State Dental Assn. Trans., 1882. 
Valedictory Address. Kirk, 8S. T. 37-41. 


Indiana State Dental Assn.. Trans., 1883. 
President’s Address. Cravens, J. EB. 50-63. 


Iowa State Dental Soc. Trans., 1878. 
Ia. S. Den. Soc Address of Welcome. Clapp. 1. Re- 


sponse, 1-2. 
Ta. . — Soc. President’s Address. Shattuck, G. 


W. 30-35 


_- 
Green, J. 


Iowa State Dental Soc. Trans., 1880. 
Address of Welcome. Seevers, Mayor. 6-7. 


Response to Address of Welcome. ilson, I. P. 7-8. 
President’s Address. Dickinson, W. P. 24-28. Disc. 
State Dental Soc Trane. 1885. 
President's Address. Garber, S. A. 24-28. 
Items of Interest (Dental), IV, 1882. 
Amer. Den. Assn. President's Address. Smith, H. 
A. 164. 
aoe of Interest (Dental), 
Penn. Den. Soc. President's FP. .— my Green, J. 
Cc. aii. 
Items of Interest Ar aye VI, 1884. 
Pena. Be n. Soc. Address of Welcome. Beck, C. 
Penn. 8. Den. Soc. President's Address. Guilford, 


S H. 511-513, Abstract. 


Jairus (Dental), I, 1880. 

Cal. S. Den. Assn. + president's Annual Address. 
Dennis, 8S. W. 100-11 

President’s Address. Jennings, D. R. 278-280. 
Selected. 


For index and key to classification numbers, see pink sheets. 
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Dental), I, 

Ia. a Den: Soc. president's Address. Dickinson, 
W. P. 239-243. D 

Ga. 8. Den. Soc. President's Address. Thornton, 
Rufe W. 371-379. 

Pacific Coast Den. Soc. President’s Address. Blake, 
Charles BE. 427-432. 
Jal (Dental) 882. 

Cinna. Den. Soc Valedictory’ Address. How, W. 8. 
1-6. 

Tenn. Den. Assn. President’s Address. Claywell, 


- F. 119-120, 165. 
Ia. S. Den. Assn. Address of Welcome. Cary, Mayor. 


Amer. Den. Assn. President’s Address. Smith, H. 
A. 280-281, Abstract. 


Jairus (Dental), IV, 1883. 
Cinn. Den. Soc. President's Valedictory Address. 


D. 
Kempton, w. Fuller, G. H. 


16- 
Ia. S. Den. Soc. President's Address. 
61-68. 


Jairus (Dental), V, 1 
Alumni Assn. of Den. Department of the p Untvoralty 
of Calif. Address of Welcome. Sichel, G 


Johnstons’ Dentel Miscellany, IV 
Amer. Chemical Soc. Prevident’'s Ndaress. 
John W. 148-155, 172-179. 
Marynes Den. College. Valedictory Address. 
. W. 244-249. 


Draper, 


Ross, 


Johnst * Dental Miscellany, V, 1878. 
Conn. Vener, Den. Soc. Valedictory Address. 
lor, L. 


450-452. 
Conn. Valley Den. Soc. President's Address. Brac- 
kett, C. A. 453. 





Tay- 


Johnstons’ Dental Miscellany, VI, 1879. 
Amer. Academy of Den. Science. President's Ad- 
dress. Eliot, Charles W. 30-31. Abstract. 
Odon. Soc. of Great Britain. Valedictory Address. 
Coleman, Alfred. 104-1 
Odon. Soc. of Great Britain. President's Address. 
Saunders, Edwin. 151-157. 


Conn. ae Sone Pe. gee, President's Address. Stock- 
Conn. “Valley Den. pen President's Valedictory Ad- 
dress rackett, C. A. 417. Di se. 418-420. 


Johnstons’ Dental Miscellany, V 
Odon. Soc. of Great Britain. Prceldent's ¥ Valedictory 
Address. Saunders, Edwin. 114-121. 
Odon. Soc. of Great Britain. President’s Address. 
Woodhouse, Alfred. 1 
Conn. your Den. Address. Stock- 
Address. 


ell, , A 
Second District Den. 
Elli W. 8S. 332- 
Shephard, 


ott, 
Patrick 


46- 
President's 
"Soe. President's 
338. 
cane. Den. Assn. Address of Welcome. 
National ‘Den. ‘Assn. President's Address. 

Johnstons’ Dental Miscellany, VIII, 1881. 
Ces, Soc. of Great Britain. President's Address. 


Woodhouse, Alfred. a 
Den. Soc. of the State of N President’s Address. 


Hill. O. BE. 215-217. Rbstract 


Amer. Den. Assn. President's Address. Pierce, C. 
N. 300-305. 
Kansas State Dental Assn. Trans., 1876. 
Kansas 8S. Den. Assn. Ps. at Address. re 





History of the Pr 
15-21. 
Kentucky State Dental Assn. Trans., 1878. 
President's Address. Peabody, F. 33-40. 


Laminary (Dental), TTI, 1881-82 
Thornton, 


Ga. 8. n. Soc. President’s Address. 
Rufe W. 29-30. 
Laminary (Dental), ITV, 1882-83. 
Mi, 5 8. ie. Assn. President's Address. Miles, 
Ga. s Den. ‘Soc. President's Address. Ford, W. W. 
Lumi (Dental), VII, 1885. 
Ga. s Den. . Address of Welcome. Parsons, EB. 


Maryland State Den. Assn. Trans., 1876. 

Ma: = & Ek of a Soc. Address of 

Maryland 7 District’ of — Soc. President's 
Address. Winder, R. B. 4-6. 


Michigan State Den. Assn. Trans., 1878. 
President's Address. Thomas, G. R. 65-70. 


chigan State Den. Assn. Lm ae 
President's Address. Field, George L B83. 


Missouri Dental Jnl., VIII, 1876. 
Kansas 8S. Den. Assn. President’s Address. 


son, A. H. 281-289. 
Mo. Den. Assn. President’s Address. Provost, 8. 
B. 376-379. 


Thomp- 


Missouri Dental Jnl., IX, 1877. 
Mo. and Kansas Den. Assns. Valedictory Address. 
Patterson, J. D 


o. S. Den. Assn. President's Address. Bowman, G. 
A. 530-534. 
Missouri Dental Jnl. XII, 1 
Assn. of “pee President's "Thane. Cattlin, W. 
Ill. S. Den. Soc. President's Address. Kitchen, C. 
A. 303-309. 
Ia. 5. Den. Soc. Pept Address. Dickinson. 
533-538. Disc. 538-545. 


Missouri Dental Jni., XIII, 1881. 

Assn. of “? ns Practising Den. Surgery. Presi- 
dent’s Address. Edgelow, Thomas. 177-180. 
Metropolitan Counties Branch. President’s Address. 

Saunders, Edwin. 337-349. , 
International Med. Congress. Address 
Saunders, Edwin. 410-412. 


Missouri Dental Jnl., XIV, 


1. EB 
President's 


1882 
St. i? om Club. President's Address. Campbell, 
Missouri Dental Jnl., XV, 1883. 
St. Louis Den. Soc. President's Address. Harper, 


John G. April. 22-24. Selected. 

Kansas 8. Assn. President’s Valedictory Address. 
Meredith, L. P. May. 49-52. 

Nebr. S. Den. Soc. President's Address. King, 8. 
H. June. 132-1 

Mo. S. Den. Assn. President's Address. Reed, J. 
W. July. 182-184. 

American Den. Assn. President’s Address. Freid- 
richs, G. A. Aug. 220-223. 


Missouri State Den. Assn. Tran 
Valedictory Address. McKellops, H ys oe 76. 


Missouri State Den. Assn. Trans., 1881. 
President’s Address. Harper, John G. 76-82. 


Missouri State Den. Assn. Trans., 1882. 


President's Address. Darby, C. H. 97-102. 
Monthly Review of Den. Sur Lig 1876. 
Odon. "Soc. of Great. Britain. Kadress Vasey, C. 


Monthly Review of Den. Surgery, V, 1876-77. 
St. Thomas's Hospital. Inaugural ‘Address. Mason, 
rancis. 
Odon. Soc. of Great Britain. President’s Address. 
Valedictory Address. 


Great Britain. 

Vasey, “Thomas. 427-432. 
fy ~ of Den. Sur; . VII, 1878. 

ns Boe. f Great Britain, “Va ledictory Address. 


Cartwright, Samuel. 36- 
Odon. Soe. of Great Britain. President’s Address. 


Coleman, A. 71-73. Abstract 
Monthly Review of Den. Su 


e’"Erceldent's Ade Address. 
Med. Council. Presid af x wert 
mT lent’s ress. Acland. 


Western Counties Den. Assn. ress 
Bate, Spence, 398-408. aee : 


President's 


National Dental Assn. Trans., 1 
hee —— hy Address. Gorgas, F. Aa 8. 3-4 Ab- 


stra 
atten’ of Welcome. Winkler, G. W. 4. Abstract. 


For index and key to classification numbers, see pink sheets. 
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New En nl. Dentistry, I 
Mass. Den. wy Aapeal Address, "Dudley, A. M. 19- 


21. Abstract, 27. 


St. Louis —" Club. President’s Address. Camp- 
bell, J. Select 
anes. Den. ian. President’s Address. Smith, H. 


280-281. Abstract. 


New England Jnl. Dentistry, I, 
Conn. Ve Den. Soc. President's ‘adiioces. Fones, 


Dennis, S. W. Abstract. 
Congratulatory Address. 


Clark, 


President's Address. 
Amer. Den. Convention. 
Ambler. J. G. 
Amer. Den. Convention. President’s Address. 
F. Y. 333-340. 
New England Jnl. Dentistry, III, 1884. 
Amer. Den. Assn. President's Address. 
P. 307-310. Abstract. 


State Den. Soc. Trans., 1876. 
dress. Stockton, C. S. 24-26. 


Darby, B. 


ew a > 
President: 8 

New Jersey State Den. Soc. Trans., 1877. 
President's ‘Address, Welch T. B. 54-58. 


w Jersey State Den. Trans., 1878. 
President's Address. Hanke S. E. F. 16-18. 


New Jersey State Den. 1879. 
President's Address. Meeker, ee “A. 44-47. Disc. 


State Den. Soc. Trans. 
Levy, F. A. 


New Jerse: 
President's Address. 


New Jersey State 
Pugeets Address. 


147- STO 
Den. Soc. Trans., 1881. 
Clarke, J. C. 28-31. Disc. 31- 


New Jersey State Den. Soc. 
Pooueet> Annual Address. 


Trans., 1882. : 
Barlow, Frederick C. 


New Jersey State Den. Soc. Trans., 
President’s Annual Address. Palmer, Z = 147-148. 


State Den. Soc. Trans., 1884. 
Bunting, E. H. 18-21. 


Sec. Trans., 1 
108- aL 


w Jersey 
President’ . ‘Address. 


New Jersey State Den. 
President's Address. Scarborough. 


New York Odontological Soc. . 1885. 
President's Address. Jarvie, William. "110-113. 


New York State Den. Soc. Trans., 1876. 
President's Address. Stockton, c. 8. 16-17. 
President’s Annual Address. Barrett, W. C. 26-28. 


New York State Den. Soc. Trans., 1877. 
President’s Annual Address. Marvin, C. A. 27-33. 


New York State Den. Soc. ns., 1878. 
= Annual Address. a, Leon F. 21- 


New York State Den. Soc. Trans., 
Prasat Annual Address. Peaneen x E. 


New York State Den. Soc. Trans., 1881. 
President's Address, Hill, O. B. 121-133. 


New York State Den. Soc. Trans., 1882. 
President's Address. Hill, O. E. 24-28. 


New York State Den. Soc. Trans., 1883. 
President's Address. Straw, L. 8S. 26-33. 


New York State Den. Soc. Tran 
President's Address. Straw, L. 8. "33" Disc. 29-30. 
Sec. Trans., 1885. 
Straw, L. 8. 3-6. 


News, (Dental), Knightstown, Ind., II, 1879-80. 
Conn. : "a Agee. D | eed ‘Address. Brackett, 


w York State Den. 
President s Address. 


ic Jni., Il, 1 


Odonto: 
President's A faress. yk iene. 115-118. 


Gtoetagzeatie Sut. IV, 1883-84. 
baa —— al Add Dawson, J. W. 150-160. Ab- 


Atwood, 
Den. Soc. of State a Phew —. 
dress. Straw, L. 8S. 50-54 


mouse Jnl., 
OSee of Ne President's A‘ Address. Straw, L. 8. 


President’s Ad- 


Den. nae 


rans., VIII, 2nd Ser., 1876. 
Coleman *sitreds 93-104 
114-120. 


1876-77. 
"74-82. Re- 


97-101. 


Soc. Trans.., 
Valedictory yo 4 
President's Adasen. Vasey, Charles. 


1X, 2nd Ser., 


Odeontolog. Soc. Trans., 
mn -- y Address. Vasey, Charles. 
Cartwright, Samuel. 


ar 
President’s Address. 


Odontolog Trans., X, 2nd Ser., 1877-78. 
Valedictory ‘address. Cartwright, Samuel. 49-52 
President's Address. Coleman, Alfred. 65-72. 

Odentolog. Sec. Trans., XI, 2nd Ser., 1878-79. 
Valedictory Address. Coleman, Alfred. 51-59. 
President’s Address. Saunders, Edwin. 73-86. 

ontolog. Soc. Trans., XII, 2nd Ser., 1879-80. 
Valedictery Kadress. Saunders, Edwin, 61-76. 
President’s Address. Woodhouse, Alfred. 79-97. 


Odontolog. Soc. Trans., XIII, 2nd Ser., 1880-81. 
President's Address. Woodhouse, Alfred. 56-63. 
President's Address. Rogers, Thomas A. 67-75. 4 


Rogers, Thomas A. 105-106. 


eoteg. Ses Trans., XIV, 2nd Ser., 188 

President's aledictory Address. Rogers. 
A. 83-92. Remarks, 93-94. Reply, 95-96. 

Rymer, 8S. L. 103- 


plates. 

President’s Address. 
1-82. 

Thomas 
President’s Inaugural Address. 

112. 

Odontolog. Soc. Trans., XV, 2nd Ser., 1882-83. 
Pomeee® aledictory Address. Rymer, S. Lee, 
Walker, Joseph. 109-118. 


i hog. See Trans., XVI, 2nd Ser., 1883-84. 
President's aledictory Address. Walker, Joseph. 


151-1 
President’s Address. Turner, J. Smith. 169-183. 
Remarks, 184-186. 


Trans., XVII, 2nd Ser., 1884-85. 
, Turner, J. S. 113- 


Bate, C. Spence. 126-144. Re- 


President's Address. 


Odon Sotep., Gee. 
President's aledictor 

116. Remarks, 1i7- 
President’s Address. 

marks, 145-146. 


hio State Dental Soc. Trans., 1876. 
President's Address. Taft, C. R. 63-67. 


State Dental Soc. 


Ohio Trans., 1 
President’s Address. mt” Brod 


Williams, I. 87-92. 


Ohio State Dental Soc. Trans., 1879. 
President's Address. Jennings, D. R. 26-28. 

Ohio State Jnl. Den. Sci., II, 1882. 
ine, yi Assn. Address of Welcome. Berry, A. 


Ohio State Jnl. Den. Sci., III, 
Soc. President's 


St. Louis Den. ress. rper, 
K es n boc id _ a 

y. n. . President’s Add A 

371 Comment, 476-477. Supe, ¢ 


-375. 
aang. Den. Assn. President’ 
. % oon dent’s Address. Friedrichs, 
Ohio State Jnl. Den. Sci., I 
Central 1 Til. Den. Soc. President's yt 


114-120. Newkish, 


Ohio State Jni., Den. 
Cape mL Den. Soc. President's. )F. — Newkirk, 


South ——g Mage +5 Add 
uthern e 2. Tress ie 
o."ni4-2i8. of Welcome. Fried 


erichs, A. 
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1 ja Jnl. Dental Science, III, 1876. 
ge 2 Address of Wel- 


Amer. Academy of Den. Surgery. 
come. Perine, George H. 

Phila. Den. College. adress. Smith, D. D. 116. 
Abstract. 

Amer. Den. Convention. Address of Welcome. 
Stockton, C. 8. -289. : 

Amer. Den. Coarente. President's Address. Coy, 

sc. 
Miles, J. 


B. F. -293. 256- 
Miss. 8. as Assn. President's Address. 
D. 


Den. Convention. myggease to President's 


ddress. Allen, John. 


Pennsylvania State Den. Soc. Trans., 1878. 
President's Address. Beck, C. 8. 5-11. 


Pennsylvania State Den. Soc. Trans., _— 
President's Address. Peirce, C. N. 22- 
Address of Welcome. Furst, A. O. 49-51. * Response, 
Magill, W. E. 62-70. 


Pennsylvania State De Trans., 1881. 
President's Address. Gerhart, i. 17-22. Disc. 


Pennsylvania State Den. Soc. Trans., 1883 


Amer. 
A 


President's Address. 


22-28. 


er of  -weeroe Russel, J. L., Rev. 3-5. Re- 
ponse 
President's Address. (The Scientific Method in 
Dentistry.) Green, J. C. 9-14. 


Pennsylvania State Den. Soc. Trans., 1884. 
Address of Welcome. Beck, C. 8. 3-4. 
President's Address. Guilford, 8. H. 8-12. 


Pennsylvania State Den. Sec. Trans., 1885. 
Address of Welcome. Miller, Wm. = an 9. 
President's Address. Elliott, Geo. 9 


Practitioner (Dental), I 
Alumni Assn. of Phila. B. _ — 
dress. Faught, L. Ashley. 538-55. 


Record (Dental), I, 1881. 
Western Counties Den. Assn. Inaugural Address. 
Parson, T. C. 67-70. Abstract. 
International Med. Congress. Inaugural Address. 
Saunders, Edwin. 70-74. 
Lubbock, John. 


British Assn. President's Address. 
160-162. 

Odonto-Chirurgical Soc. President’s Address. Smith, 
J 274. 280-281. Ed. 


ohn. 267-2 


Record gang 't II, 1882. 
Student's Soc. of the National Den. Hospital & Col- 


President's 


lege. Valedictory Address. Gaddes, Thomas. 
Odon, Soe Inaugural Address. Rymer, Samuel Lee. 
127-129. 


President's Address. 


Eastern Counties Den. Assn. 
White, R. 271-283. 
Western Branch, Brit. Den. Assn. Presidential 


Address. Rogers, Richard. 420-424. 

Assn. Meeting. Brit. Den. Assn. Valedictory Address. 
omes, ohn. 425. 

Brit. Den. Assn. President's Address. Campion, 
Henry. 426. 


Record (Dental), III, 1883. 

Student's Soc. of the National Den. College. 
dent's Address. Rose, Harry. 

Odon. Soc. of Great Britain. President's Valedictory 
Address. Rymer, 8. Lee. 81-89. 

Odon. Soc. of Great Britain. Inaugural Address. 

Walker, Joseph. 124-130. 

Conese. Chirurgical Soc. Valedictory Address. Smith, 
ohn. 

Brit. President's Address. Bate, C. 


Den. Assn. 
Spence. 410-417, 444-457. 

Brit. Den. Assn. President's Valedictory Address. 

Rogers, Richard. 419. 


Presi- 


ok, Assn. President’s Address. Gaine, Chas. 

Odonto-Chirurgical Soc. of Scotland. President's 
Address. Wilson, Andrew. 543-551. Abstract. 
Record (Dental), IV, 

Obes, Inaugural ‘address, Turner, J. Smith. 

Brit. Den. Assn. Eastern Counties Branch. Presi- 
dent’s Address. Jones, Alfred. 

Brit. Den. Assn. President’s Valedictory Address. 


Bate, C. Spence. 


425-427. 
Brit. eh Assn. Inaugural Address. Smith, John. 


Recerd (Dental), 
oon, © Soc. President's _ 


Odon. Soe. of Great pee. President's 
Bate, C. Spence. 117-132 


Turner, J. Smith. 
Address. 


Northwestern Den. Assn. President’s Address. 181- 
182. Abstract. 

Brit. Den. Assn. Midland Counties Branch. Presi- 
dent's Address. we Henry. 224-227. Disc. 
227-228. 282. Cor 

Scottish Branch of the "Brit. Den. Assn. Valedictory 


ddress. Smith, John. 310-314 

Western Counties Branch, Brit. os Assn. Inaugural 
Address. McAdam 

net, __ Assn. Valedictory Address. Smith, John. 


52-460. 
Den. fone. White, Rich- 


rit. Inaugural Address. 
ard. 461-47 


Register Ca. eax, 1876. 
Mich. La Den. Assn. Valedictory Address. Hawx- 
hu D.C. 13-16. 
Ohio Den. College. President's Address. Taylor, 
James. 149-166. 
ee Se Annual Address. Goddard, W. 
Mich. . Den. Soc. Valedictory Address. Fitch. 217- 
Miss. valley, Dee. Soe. Valedictory Address. Watt, 
Miss. 8. ean Sec. President’s Address. Miles, J. 
dD. 5-446. Abstract. 
Register (Dental), XXXI, 1877. 
Ohio 7D es Soc. Valedictory Address. Taft, C. R. 
Brit. w heen, President's Address. Wilkinson, 
M. 480-481. Abstract. 
— x 2% Soc. President's Address. Thomas, 
R. 493-501. 
Register (Dental), XXXII, 1878. 
oat = Den. Soc. Valedictory Address. Williams, 


J. 33-39. Selected. 
Gnd, Class ~ College Univ. Mich. Address. 
Geo. 
Grad. Class Ohio College of Den. Surgery. 
dent’s Address. Taylor, James. 184- 
Ky. S. Den. Assn. President’s Address. Smith, A. 
Noel, L. 


Field, 
Presi- 


i Wilkes. 323-330. 
Tenn. 8S. Den. Assn. 
G. 453-456. 


Register (Dental), XX XIII, 1879. 
Amer. Academy of Den. Science. President's Address. 
Elliot, Charles W. -81. 
Ky. S. Den. Assn. President’s Address. Peabody, 
F. 273-280. 


President’s Address. 


Register (Dental), XXXIV, 1880. 
Valedictory Address. 


Miss. Valley Den. Assn. Cass- 
idy, J. S. 165-170. 
Brit. pen Assn. President’s Address. Campion, H. 
491. Abstract. 
Register (Dental), XXXV, 
. President's _ Edwards. 


Ky. S. Soe. 
Odon. Section. International Congress. 
Address. Saunders, E. 374-3 


President's 


Register (Dental), XXXVII, 


Ky. Soe Den. Soc. President's Adee. Hooper, J. 
Amer. Den. Assn. 


Actios President's Address. 
Fredericks, J. G. 400-412. 


Register (Dental), XXXVIII, 1884. 
Amer. Den. Assn. President's Address. 
487-489. Committee Report, 


Darby. 


Register (Dental), XXXIX, 1885. 
Northwestern Den. Assn. President's Address, 8-9. 


Miss. Valley Den. Assn. Valedictory Address. Van 
Antwerp, Wm. 230-233. 
ae ay Den. Assn. Address of Welcome. Thurber, 
Ky. 8. Den. Asan. President's Address. Morgan, 
Brit, Den. Assn. Valedictory Address. Saunders, 
win ‘ 
Brit. . ae. Assn. President's Address. White, Rich- 
One &. Den. Soe. President's Address. James, C. 
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Southern Dental Jnl., I, 1882-83. 
President's Address. 


Amer. Den. Assn. Smith, H. 
A. 324. Abstract. 
Southern Dental Jnl., 1883-84. 

Ill. Den. Soe. a yo Harlan, A. W. 


71-76. Selected. 


Miss. S. Den. Assn. President’s Address. Martin, 
W. T. 242-245. 
Ga. ann Soc. President’s Address. Hopps, D. 


Southern Dental Jnl., III, 1 
Ga. Den. ws President's Address. Winkler, G. H. 


271-276. 
Va. S. Den. Assn, President's Address. 
W. W. H. 441-451. 461-462. Ed. 


Thackston, 


South Carolina S. Den. Assn. President’s Address. 
488-492 


Teague, B. H. - 492. 
Southern Dental Jnl., 


epee = a President's J Address. Thurber, 

Ga. nite President’s Address. Bouton, A. G. 

North Carolina S. Den. Assn. President’s Address. 
Durham, J. H. 221 = 

South Carolina S. Den. Assn. President's Address. 
Boozer, D. L. 300-313. 349. 


Va. Den. Assn. President's Address. Woodley, J. R. 
397-405. 


Texas Dental Jnl., III, 1 
Tongs ee. Assn. President's 7 Staples, G. S. 


D041 Correspondence. 


This group consists, in the main, of reports on dental practice in various countries or places. 


Advertiser (Dental), XII, 1881. 
Dentistry in Polynesia. 123. Selected. 


Advertiser (Dental), XIV, 
Condition of the Dentai VR in South Africa. 
155. Selected. 


American Jnl. Den. Sci., IX, 3rd_Ser., 1 
Correspondence From England. Field, Gosees w. 
553-555. 
Eastlacke, Wm. C. 


Correspondence From Berlin. 
555-556. 


American Jnl. Den. Sci., 3rd Ser., 1876-77. 
Dental Profession in Italy. Winderling, G. N. 389-392 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
A Canadian Dentist in Germany. Patton, Wm. 
206-215. Selected. 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
Dentistry in Paris. 85-87. Selected. 


American Jnl. Den. Sci., 
Dentist 


XIX, 3rd Ser. 

in Poestes Countries. Ent Charles 

-82. Selected. 

The Practice of Dentistry in Germany. 
Adolf. 187-191. Selected. 


British Dental Assn. Jnl., 
The Profession in France. 
Drs. Atkinson and Parml 

Experience in England. 


British Dental Assn. Jnl., IV, 1883 
Conant the Dental Profession in South Africa. 


Peterman, 
II, 1882. 
55. ‘Ed. 


Brown ‘at Home’, (re 
87-88. Abstract. 


British Dental Assn. Jnl., 
Across the Herring Pond. 493- Yi. ~ 


ritish Jnl. Dental Science, XXII, 
Painless Operations. (Dentistry in the "thine Seas.) 


British Jnl. Dental Science, XXIV, 1881. 
American Notes. 37-40, 133-136, 339-341. 
Round About New ey ans Philadelphia. 


pant, Lawrence. 
Dentistry in a TSO. 02. Selected. 


The Art in Glasgow. 549-550 


British Jnl. Dental Science, XX VII, 1884. 
Correspondence From Brussels. 1102-1104. 


British Jnl. Dental Science, XXVIII, 1885. 

Japanese Dentistry. 

English Dentistry and Its Critics. 361- 363, 456. Ed. 
479-482, . Corres. 

A Chat About New Zealand Dentistry. Cottle, Mor- 
ford. 671-672. Corres. 

Dentistry in France. Holms, K. 746-747. Selected. 


Vander- 


California 8. Dental Assn. Trans., 
Interests of Our Professional Life. icine ‘George A. 
1-285. Corres. 


© a Th. to} 


Science, IV, 1877-78-79. 
A Canadian Dentist in Mexico. Bastow, J. W. 8-9. 
A oo Dentist in Germany. Patton, Wm. R 





Caulk’s Dental Annual, 1885. 
Progress of Dentistry in France. havett, M. us. 46-49. 
The Canadian Profession. Beers, Geor 58-60. 
Deanery in the Northwest. Oitory, Louis. 63-65. 
orres. 


smos (Dental), XIX, 1877. 
Chinese Dentistry. 382- 385. 


Dental), XX, 
entistry, in Italy. 686-687. 


‘osmos (Dental), XXII, 1880. 
The Sentai Profession in France. 277. 


Dental Office & Lab., I, 2nd Ser., 1877-78. 
Letter From Uncle Bill. April. 2. 


Dental Office & Lab., IV, 2nd Ser., 
Enctpente of Foreign Practice. Guilford, S “a Maen. 
. sc. 


Cosmos 
Progress of 


Dental Office & Lab., VIII, 2nd Ser., 1884-85. 
Dentistry Far East. Jan. 5. Corres. 


Dental & Oral Science Magazine, I, 1878. 
a and + wy ~ crmeeed Elliott, W. St. 
George. 68-7 
Headlight, (Dental), V, 1884 
New York Correspondence. 8-10. 
Herald of Dentistry, I, 1881-82. 
Our London Letter. April. 3. Corres. 


Independent Practitio Se ey VI, 1885. 
Dentistry in France. Holmes, K. 
Items of Interest, (Dewsal). Ii, 1881. 
On Dentistry in France. Guilford. 19. 
Dentistry in Germany. Truman, James. 19. 


Items of Interest, (Dental), IV, 1882. 
Dentistry in Europe. 36. 


tems of Interest, 


Dental), VI, 
Our = York Letter. 


rs 261." Selec ted. 
Items of Interest, (Dental), VII, 1885. 


a in France. Guilford, S. H. 159-161. Se- 
an - ~ in Germany. Truman, James. 228-230. 


Dentistry in Foreign Countries. Kingsbury, Charles 
A. -238. Selected. paige 
a ay Europe. Bodecker, C. F. W. 308-304. 


airus, (Dental), I, 1880. 
The "Dental Profession in France. 227. Selected. 
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. (Dental, 
Inciaaeee” of Foreign} " Practice. Guilford. 112-115. 


Dise. 115-118. Selec 


tend 


Miscellany, 11, 1876. 
83-87. Cricicteca, 179-189. 200- 


Our London Letter. 
211. 285-289. 





tal Miscellany, {V, 1877. 
Our London Letter. 207-210. orres. 


Johnstons’ Dental Mi 
Dentistry in France. Riise WF F. is. 133. Corres. 
American Enterprise in Brazil. (Influence of Ameri- 

ean Dentistry). Ebert, L. R. 297-20. 

Johnst ’ Dental Miscellany, VI, 1#79. 
Dentistry in France. Kelsey, W. f. 1-4. 


Johnstons’ Dental Miscellany, VIII, 1481. 
Our English Letter. 108-111, 190-191, 364-257. 


English Dentistry. 184-185. 
Dentistry in Polynesia. ‘ome 


Dentistry in Persia. 


Luminary, (Dental), III, 1881-82. 
Letter From Mexico. Keller, W. H. 37. 


Luminary, (Dental), VII, 1885. 
Japanese Dentistry. 3 Selected. 


Missouri Dental Jnl., VIII, 
Letters to a Young Dentist. 17- rw’ 41-44, 106-110, 299- 
300. 


Letter From London. Field, George W. 138-139. 
Letter From Germany. Eastlacke, Wm. C. 139-141. 


Chance, George H. 


Seed ’ bP 








Corres. 


Corres. 
Letter From Portland, Oregon. 
141. 


Missouri Dental Jnl., 1X, 187 
Correspondence From the ‘Sandwich Islands. 
. Corres. 


276- 


Missouri Dental Jnil., X, 1278. 
American Dentistry in Paris. 


San Francisco Correspondence. 


Missouri Dental Jni., XI, 1879. 
Correspondence (Voyage to Japan.) 48-50. Corres. 
State of the Dental VS ~—/ in Asia. Morrison, 
Wm. 153-156. 
From Our ‘English Correspondent. 598-509. 
Missouri Dental Jni., XII, 1880. 
The ny Profession in France. 235-236. Selected. 


Missouri Dental Jni., XIII, 1881. 


From Our English Correspondent. 1-10, 49-56, 145- 
93-202. 


157, 1 

Monthly Review o rgery, V, 1876-77. 
The Art of Medicine ": a China. Katscher, Leopold. 

317-318. Trans. 


Monthly Review of Den. a at VIII, 1879. 
Dentistry in the Colonies. 330-33 ‘orres. 
A Plea for a_ General - _. in Dentistry. 
Musgrave, J. L. 331. Corres. 


Sec. Trans., —_ 


N Jersey 
* of 2 Brown, G. C. 81- 


State Den. 
Report of a Trip to Washington. 


New York Odo 
Swiss Alpine Notes. 


cal Soc. Trans., Ii, 1876. 
Geo. W. -71. 
es in Italy. Winderline, G. N. 83-85. Disc. 


Trans., 1883. 


New York Odontolo; See. 
gue. 6-8. Corres. 


Letter From Dr. E. A. 





D041 CORRESPONDENCE 


News, (Dental, 
‘ery in Fran 
Voice from “Egypt.” 


(Dental, Knightstown, Ind.), III, 1880-81. 
Selected. 


Ae ee und.) 1 1878-79. 
Selec’ 
eb. . 


News, 
The Dental Profession in France. 40-41. 


ews, (Dental, attetoge, tnd Ind.), IV, 1881-82. 


Dentints in Polynesia. 41 
a Advancement in a Taillebois. 


News, (Dental, Knightstown, Ind.), VI, 1883-84. 
ee es he A mend in Kansas.) Newton, 


Odontolog. Soc. Trans., XII, 2nd Ser., 1879-80. 
Mr. Hutchinson Gives a Short Account of His Recent 
Visit to the United States. 18-19. 


Ohio State Jnl. Den. Sci., 111, 1883. 
Notes From Europe. 478-479. Corres. 


Ohio State Jnl. Den. Sci. 
Notes From Europe. 417- 18. ‘er ei. Corres. 


Ohio State Jnl. Den. Sci. 
Notes From Europe. will a 
Corres. 


Pennsylvania Jnl. Den. Sci., Ill, 1876. 
Letter From London. Field, George W. 
Letter From Berlin. Eastlacke, m. C, 
mone A zyem Portland, Oregon. Chance, 


N. W. 273-275. 


Practitioner (Dental), 
Professional Etchin (Dentistry | in England and 
France.) Kingsbury, C. A 


Practitioner (Dental), III, 1885. 
Dentistry in Russia. 285. Selected. 


Record (Dental), II, 1882. 
American Opinion. (Dentistry in Bagian. ) 
Dentistry of the Solomon Islanders. 


Record (Dental), III, 1883. 
The Profession in Cape Colony 235-236. 
Artificial Teeth Means of Saving Life. 479. 


Record (Dental), V, 1885. 
Dentistry in Austria. Fuellgraff, Alma. 41-42. Ab- 
stract. 
Register (Dental), XXX, 1876. 
A Dey Not Ve Far From the ata, Switzerland. 
Wright, C. M. 91-96. Corres 


Register, (Dental), XXXV, 1881. 
Dentistry in the Northwest. Rice., J. 8. 
Corres. 


169-171. 


Register, (Dental), XXX VIII, 1884. 
Lendon Correspondence. 407- 
Correspondence From Switzerland. Williams, N. W. 


408-411. 
Dentistry in Austria. Fuellgraff, Alma. 529-532. 


Dental), XXXI 


Register, ( 1885. 
a - 3 Eosentially iy Bugileh + the Practice of Dental 


Dentistry ols At iirics. 257-258. Trans. 


Dentist! in F ooo and Genmeny Guilford. 12-18 
ntistry in France an rman uilfor 
Selected. a 


Japanese entietes. 44. 
Dentistry in Russia. 456. 


For index and key te classification numbers, sce pink sheets. 

















19 


D05 Dental Periodicals. 


Advertiser (Dental), VIII, 1877. 
New Dental Journal. (Dental Quarterly.) 154-155. 


Advertiser (Dental), XII, 1881. 
Ohio State Journal of Dental Science. 79. 


Advertiser (Dental), XV, 1884. 
Missouri Dental Journal. (Suspension.) 33. 
Archives of Dentistry. 64-65. 


Advertiser (Dental), XV 


1885. 
ae” nad England Journal of Dentistry. (Suspends.) 


American Jnl. Den. Sci , 3rd Ser., 1 
The Dental Office and eR, 136-138. eTJelected. 
Dental Quarterly. 278. 
The Dental and Yoral Science Magazine. 569. 


American Jnl. Den. Sci., XII, 3rd Ser., 1 79. 
The Dental a and Oral Science Magazine. 89- 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
The Ohio State Journal of "Dental Science. 42. 
The Herald of Dentistry. 137-138. Ed. 

Dental Miscellany—Discontinuance. 471. Ed. 
The New England Journal of Dentistry and Allied 

Sciences. 4. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
Journalistic Change. (Missouri Dental Journal. ) 139. 


American Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 
The Dentary Review. 
——— Hungarian Quarterly Review of Dental Sci- 


375. 
Dental § Student. 571. 


Archives of Dentistry, I, 1864. 
Consolidation of The New England Journal of Den- 
tistry and The Archives of Dentistry. 478-479. 


Archives of Dentistry, II, 
The Medical Journal as an 
Journalism.) 286-288. Ed. 


British Dental Assn. Jnl. V, 1 
Independent Practitioner. (New _—_ 120. 
Missouri Dental Journal. (Suspends.) 120. 


British Den. Assn., Jnl., V, 

Austro- . A arian Quarterly , of Dentistry. 
Skandinavisk Tidsskrift for Tandlaeger. Odon- 
tological Dispatch (Russian). 121. 


British Jnl. Dental Science, XXII, 1879 
British Journal of Dental Science as Fortnightly 
Journal. 441-443, 501-508. 


British Jnl. Dental 


Educator. (re Dental 


Science, XXIV, 1881. 
* 330-332. Selec 


Dental Journals and Writers ted. 
Dental Record. 644, 682- 633. 

Ourselves. 675-678. Ed. 

Dental Journalism. 1143-1145. Ed. 

British Jnl. Dental Science, XXV, 1182. 
Johnstons’ Miscellany. (Discontinues.) 122. Ed. 
Our Special Line of Conduct. Ed. 

The New England Journal of Dentistry (A New 

Monthly ntal Publication.) 562. 

The Southern Dental Journal. 

British Jnl. Dental Science, X XVII, 1884. 

Missouri Dental Journal. (Suspends.) 217-218. Ed. 


The Missouri Dental Journal. 314. 
7ae Ee England Journal of Dental Science. 1061. 


British Jnl. Dental Science, XXVIII, 1885. 
——— Ethics. 131. Ed. 
A New Departure in Dental Journalism. 
Amalgamation of American Journals. 133%. Ed. 
A New Dental Journal.—“Facts.” 413. Ed. 


Canada Jnl Dental Science, 1877-78-79. 
St. Louis Dental Quarterly. emer tivtatory.) ST. 
The “Cosmos” Rampant. apa: Journalism.) 


The Dental and Oral Science M e, Devoted to 
Professional Interest and the a of the 
New York Odontological Society. 102. 


Caulk’s Dental An 
Dental Periodicals in the ne United States. 


Cosmos, (Dental), XVIII 
Ethics of Journalism. 98, 155- te 374-375, 437. Ed. 


Cosmos, g Dental), XIX, 1877. 
Independent Journalism. 662-664. Ed. 
Canada Journal of Dental Science. 668. 
St. Louis Dental Quarterly. 668. 


38-40. 


Cosmos, (Dental), XX, 1878. 

Dental and Oral Science Magazine. Quarterly. Dex- 
ter, James E. 

Independent Journalism Again. 289. Ed. 


Cosmos, (Dental), XXII, 1880. 
The Province of Journalism. 207-208. Ed. 
Complimentary. (Issue of 17,000 Copies of Dental 
: + aa 3 ¥ Every English Speaking Den- 


Cosmos, (Denta!), 
Our New Dress. ( ental Cosmos.) 45. Ed. 
Asse Inquirers. (re Hints and Queries Depart- 
ment, Dental Cosmos.) 45. Ed. 
Another Dental Journal. Ohio State Journal of Den- 
tal Science. Ed. 
Amenities of Journalism. 323-324. 
Vierteljahrsschrift des Vereins 
kunstler. Quarterly. 653-654. 


Cosmos, (Dental), XXIV, 

The New Engiand Journal ‘ot Dentistry and Allied 
Sciences. Monthly. 154. Ed. 

Southern Dental Journal, Monthly. 154. Ed. 

Announcement of Control of Dental Department of 
a > ee Practitioner by Dr. W. C. Barrett. 


XXIII, 1881. 


Deutscher Zahn- 


Cosmos (Dental), XXV, 1883. 
Deutsche Monatsschrift fur Zahnheilkunde. 158. 


Cosmos, (Dental), XX VI, 1884. 
The Dental Cosmos for February. 
Deutsche Monatsschrift fur Zahahelikunda: 187. 
Archives of Dentist (Successor to Missouri Den- 


tal Journal) Ed. 
A oe in Russia. (The Dental Review.) 


nom, poenes Journal of Dentistry Suspends. 690. 
(Dental), XXVII, 1885. 
Ethics "in in Joufnalism. 40. Ed. 


pons. (Dental), IV, 1883. 
The Trente Practitioner. 80. 


Herald of Denti 
Concerning a Western 


> 
Oct. 9-10. Jan. 13-15. 
it Practitioner, (Dental), II, 1881. 

Dental ournaliom. 116- 7, * 122-123. ‘Ed. 
Ohio State Journal of Dental Science. 127. 

Independent Practitioner, (Dental), III, 1882. 
The Odontographic Journal. 4 ' 
The New ee Journal of Dentistry and Allied 


Scien 202. 
Dissolution of the Independent Practitioner Co. 649- 


III, 1883-84. 
itor. 


Independent Practitioner, (Dental), 
The Proposed Co 


IV 

pyright "Lew, and lis elation to 
Medical Authorship. 318-321. Sel 

One Journal Only. 6? — 


. Ed. 
The New England Journal of Dentistry. 683. 


Independent Practitioner, (Dental B84. 
The Missiouri Dental Journal. Tae 45-47. 


Archives of Dentistry. 215-216. Ed. 
Too Busy. (To Read Professional Journals.) 271- 


An Item of Interest. (Journalistic Ethics.) 327-329. 
The New England Journal of . 
Bg | g! ournal of Dentistry Suspends 


Practitioner, (Dental). VI, 1885. 
aitorial - Weep Responsibilities. 504-500. ha heent, 
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Items of Interest, (Dental), I, 1879. 
The Dental Headlight. 23. 


of patesent, (Dental), II, 1880. 
The Dental News. 1. 


Items of Interest, (Dental), IV, 
“Saqgnentent , Someem m and ‘«lumpartial” Criticism. 


Southern Dental Journal. 98. 


Items of Interest, (Dental), V 
Dr. W. C. Barrett on Our ME otS-66, 69. Ed. 


Items of Interest, postal), VI, 1884. 


Caulk’s Dental Journal. . 
Dr. Barrett pntienent. (re Dental Journalism.) 


Items of Interest, (Dental), VII, 1885. 
Editing. 89- > Ed. 


Facts. d. 
Independent Journalism. Woodward, C. A. 145-149. 


3 illu 
U peonsiaered Facts jo Dental Journals. 269. 


The Dental Guide. 
Editorial Responsibilities. 569-570. Selected. 


Editing. 586. Corres. 


Jairus, (Dental), HU, 
Ohio State Journal of ental Science. 131. 
The Herald of Dentistry. 349. 


Jairus, (Dental), V, 1884. 
Archives of Dentistry. 57. 


Johnstons’ Dental Miscellany, IV, 1877. 
L'Odontologia. 475-476. Selected. 


Johnstons’ Dental Miscellany, V, 1878. 
The “Cosmos” Rampant. 132-137. Selected. 
The Dental and Oral Science Magazine. 159. 


Johnstons’ Dental Miscellany, VII, 1880. 
The Practitioner. 44. 


Johnst * Dental Rogetiony. Viti. 208i. 
A New Dental Journal. (Ohio State Journal of Den- 
tal Science.) 79. 
Dental conoe and Writers. Robinson, W. H. 86- 
06-108. Ed. Remarks, 193-194, 199-200, 293- 


296. 
Ethics of Dental Journalism. 354. Ed. 
Discontinuance of the Miscellany. 441. Ed. 


Luminary, (Dental), I, 1879-80. 
New Dental gourne™. (Dental Jairus. The Practi- 


tioner.) 48. 


Luminary (Dental), Il, 1880-81. 
Medical and Dental Journals. 60-61. 


Luminary, (Dental), ITI, 1881-82. 
Ohio State Journal of mtal Science. 4. 





Laminary (Dental), IV, 1882-83. 
The Southern Dental Journal. 4. 


Luminary (Dental), V, 
The New England Journal oft Dentistry. 4. 
The Southern Dental Journal. 
The Dental Practitioner. 4. 
Texas Dental Journal. 4. 
Caulk’s Dental Annual. 88. 


Leminary, (Dental), VI, 1884-85. 
Facts. 91. 


Missouri Dental Jnl., X, 1878 
The Bean and Oral Science Magazine. 216-219. 


ri Dental Jnl., XI, 1879. 
British J Journal of Dental Science. 480-481. Ed. 


Missouri Dental Jnl., XII, 1880. 
Odontographic Journal. 530. 


ssourt Dental Jni., XIII, 1881. 
The Ohio State Dental Journal. 142-143. Ed. 
The Independent Practitioner. 287. 

The Herald of Dentistry. 528. 


ri Dental Jnl., XIV 
The i “England Journal of a and Allied 


Sciences 1 
Johnstons’ Miscellany. 143. Ed. 
Southern Dental Journal. 143. Ed. 


D05 DENTAL PERIODICALS 


Missouri Dental Jnl., XV, 1883. 
Our Sree Dental Literature. Ottofy, Louis. 


The Western Editor vs. The Eastern Black-Guard. 
Yov. 378-381. Ed. 
— © Dental Journal Suspends. Dec. 419-421. 


New England Jnl. Dentistry, III, 1884. 
Missouri Dental Journal x 41. Ed. 
Thirty-one Dental Journals. 246-24 Ed. 
The New En apne Journal of a and The Ar- 
chives of Dentistry to Consolidate. 379. Ed. 


ews, (Dental, Knightstown, Ind.), II, 1879-80. 
The Myental Jairus. 138. 


ews, (Dental, Knightstown, Ind.), III, , toe 


why We Should Read Our Journals. Web A. 
Dental Journals and Writers. Robinson, W. H. 135- 
137. Selected. 135. Ed. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
Dental Journals and Writers. 86-87. 


Odontographic Jni., II, 1881-82. 
— = our Dental Literature. Faught, L. Ash- 


onic Biate. Journal of Dental Science. 64. 


Odontographic Jnl., III, 1882-83. 
Southern Dental Journal, 29. 
New England Journal of Dentistry. 29. 
The Dentists’ Beacon Light. 136. 


Odontographic Jnl., IV, 1883-84. 
Dental Practitioner. 32. 


Odontographic Jnl., V, 1884-85. 
El Progreso Dental De La Habana. 33. 
Archives of Dentistry. 


Odontographic Jnl., VI, 
Amegiens © — Soesteltes. ae raft, J. and Spalding, 


Ohio State Jnl. Den. Sci., I, 1881. 

Salutatory. (Ohio State Jnl.) 14-16. Ed. 

Editorial Responsibility. (Reqereses Accepting or 
Rejecting Contributions.) Ed. 

Education by Journalistic Literature. Taft, J. 44- 
46. Corres. 

The Dental Register. 49-50. Ed. 

The Independent Pratitioner. 50. Ed. 

The Missouri Dental Journal. 51. Ed. 

The Dental Cosmos. 51-52. Ed. 

Johnstons’ Dental Miscellany. 52-53. 

The American Journal of Dental Science. 53-54. Ed. 

Ethics of Journalism. Robinson, W. H. 

The Dental Jairus—Its Deeds and Its Doings. (The 
Pacific Coast Dental Jairus.) 305-306. Ed 


Ohio State Jnl. Den. Sci., IT, 1882. 
Independent Journalism. 141. ied. 
—, a = land Jnl. of Dentistry and Allied Sci- 


History ta (re First Dental Jnl.) 280-281. 


The Southern Dental Jnl. 204. 
Progress of Dental Journalism. 546-548. Ed. 


Ohio State Jnl. Den. Sci., IV, 1884. 
sae, en Dental Journal. (Suspends.) 98-99 


Being Dead Yet Speaketh. (Archives of Dentistry, 
bg ed to Missouri Dental Journal.) 144-145, 


Rival 1 Journals. 197-198. Ed. 
One More Unfortunate. (New England Jnl. of Dentis- 
3 ta” Publication.) 597-598. Correction, 
ol 


Ohio State Jnl. Den. Sci., V, 1885. 
One-ness of Purpose. (Journalism. ) 17-20. Ed. 
Journalistic Progress in Dentistry. 20-22 d. 
Facts. (A Quarterly Dental Jnl) 151. 


Pennsylvania Jnl. Den. Sci., III, 1876. 
Ethics of Journalism. 77-79 Reply, 195-198. 
The Dental Cosmos. 417-418. Ed. 


Practitioner (Dental), I, 1880. 
Prospectus. 45-48. Ed. 
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Practitioner (Dental), II, 1884. 
The Missouri Dental ak (Suspends.) 24. 
The Dental Student. 
The Archives of Dentistry. 94-95. 
The Dental Review 
Deutsche Henatoackrttt 1 fur Zahnheilkunde. 216. Se- 


lected. 
Consolidation. (Dental Periodicals.) 261-262. Ed. 


Practitioner (Dental), III, 1885. 
Uneggeseees Facts in Dental Journals. (Humor.) 


Caulk’s Dental Annual. 48. 

Facts—A Quarterly Dental Journal. 72. 
Zahnarztlicher Almanack, 1885. 96. 
Editorial Difficulties. 163-164. Ed. 

The Dental Eclectic. , 


Record (Dental), III, 1883. 

Independent Dental Journalism. 92. Ed. 

Our Periodical Dental Literature. Ottofy, Louis. 
504-506. Selected. 


Register (Dental), XXXi, 1877. 

Canada Journal of Dental Science. (Publication Re- 
sumed.) d. 

Independent Journalism. 528-530. Ed. 


Register (Dental), XXXII, 1878. 
A New Dental Journal “The St. Louis Dental Quar- 
terly.” 40. Ed. 
The Dental and Oral Science Magazine. 131. Ed. 
The P Dental Journal. (Editorial Change.) 


Register (Dental), XX XIII, 1879. 
The Dental Luminary. 270. 


Register XXXV, 
The Prospectus of." — § te Ohio "state Journal of Dental 


“The Microscope” and ites Relation to Medicine and 
Pharmacy. (New Journal 

Give Your T tles. re 471. Abstract. 

The Dental Record. 484. 


Regis: Dental), XXXVI, 
The — “Gngland ournal of Dentistéy and Allied 


neces. 100-101. 
The Ohio State’ Joabust of Dental Science. (A Month- 
y. " 


(ent). axuvel, 1883. 
Journa = 509-510. 
ister (Dental), XXXVIII, 1884. 


The New England ournal of Dentistry. (Consoli- 
Fae ee The Archives cf Dentistry.) 575- 


St. Louis Dental Quarterly, I, 1877-7 
Tee = Louis Den. Quarterly. thatucatery.) Oct. 1. 


Sout n Dental Jnl., II, 1883-84. 
Missouri Dental Jnl. (Suspends.) 522. 


Southern Dental Jnl., III, 1884-85. 
Missouri = Journal “Redivivus.” Spalding, C. 


22. 
The New England Journal of Dentistry Ceases to 
Exist. 


Texas Dental Jnil., III, 1885. 
Facts. 23. Ed. 


D06 Dental Societies, Organizations, Fraternities, Etc. 


Advertiser (Dental), IX, 1878. 
National Dental Association. (Organization.) 102- 
108. Selected 


Advertiser (Dental), XIII, 1882. 
American Dental Trade Association. 110-113. 


Advertiser (Dental), _—_ 1885. 
The Change in the Board of Censors. (New York 
State Dental Society.) 124-125. Ed. Selected. 


American Dental Assn. Trans., 1881. 
Amended Constitution. Pam dy Dental Associa- 


tion.) 26-37. 


American Dental Assn. Trans., 1884. 
Amended Constitution. 2-25, 181-182. 


American Dental Convention Trans., 1877. 
Constitution. 15-19. 
American Jnl. Den. Sei., XII, 3rd Ser., 1878- 
Specialism. (re Organization of a “Society of Oral 
Surgeons.”) 42-44. 
Constitution of the Virginia State Dental Associa- 
tion. 275-276. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80, 
A National Dental Association. Winder, R. B. 359- 
366. Selected. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
To The Dental Profession. (Organization of the 
American Dental Trade Assn.) 197-113. 
Dental Society Meetings. Barrett, W. C. 155-162. 


Selected. 

American Jnl. Den. Sci., XVII, 3rd Ser., 1 
Constitution. (National Association of Dental Ex- 

aminers.) -202. 


American Jnl. Den. XVIII, 3rd Ser., 1884-85. 
The American Medical yr RF of Oral 
and Dental Surgery. 78-81. Selected. 


Archives of Dentistr 1884. 

Another National Dental Boclety” 140-141. 

Notes—-Critical and Miscellaneous. (Association.) 
Richardson, J. -196. 

Is the Organization of the Dental Profession Com- 
plete? Ingersoll, L. C. 196-200. Corres. 


Archives of Dentistry, II, 1885. 

Concerning Repewmenterne in the International Med- 
ical Congress. Richardson, Joseph. 159-161. 
186-187. Corres. 

A Conference of Dentists to Consider the Question 
of the Formation of a ntal Section in the 
Ninth International Medical Congress. 552-554. 


British Dental Assn. Jnl., I, 
The British Dental Association. 08. 108, 283-299, 321- 


Midiand Counties Branch of the British Dental As- 
postation. (Provisional By-Laws.) 300-304, 273- 


British Dental Assn. Jnl., II, 1881. 
British Dental Association. (Branches.) 563-565. E 
Reports From Abroad of the International Miedival 
Congress. 602-604. 


British Dental Assn. Jnl., III, 
Our Scottish Branch. (Organisation) 293, 298-307. 


British Dental Assn. Jnl., IV, 1 

Wanted, A Metropolitan Branch. Pe 204. Ed. 

The Plymouth Meeting. 462-470. Corres. 

Who is Responsible a the Conduct of Business 
at the Ordinary Meetings of the Odontological 
Society? 564-566. Corres. 


British Dental Assn. Jnl. V 
The Meeting in Edinburgh. 565- bi "619-626. 2 illus. 


British Dental Assn. Jni., VI, 1 
Past History of the B. D. A. Bate 8 Spence. 109-113. 


British Jnl. Dental Science, XIX, 1876. 
Odontological Society. 77-79. 585-586. Ed. 
The New Dental Society. 134-140. Ed. 

British Jnl. Dental Science, XX, 1877. 
— in the Odontologicai Betiety. 14-15. Ed. 

2-43. Corres. 537-538. 

British Jnl. Dental Science, X XI, 1878. 
Odontological Society and the Proposed By-Law. 19- 
The Students’ Society Conversazione. 130-131. 
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British Jnl. Dental Science, 
Formation of a New British Dental. » Ron 
Ed. 234-235. 253-254. Ed. 


120-121. 
Proposed Institution of Dental Branches of the 
ontological Soc Throughout the United 


Kingdom. 312-313. d. 
Lowe. < fA Maal British Dental Association. 359- 


Seciate Ss = & Des Dentistes De France. 382-383. 
The ‘Presid dent of the Odontological Society. 752-755. 


British Jnl. Dental Science, XXIII, 1880. 
x Counties Dental Association. 103-104. 


List of Members of the Odontological Society of Great 


Britain. 195-199. 
The. Odontolo = Society and Biennial Presidents. 
1. 


Rules. of the Dental Students’ Assn. of Glasgow. 

247-250. 

International Medical Congress. 735-737. Ed. 737- 
750-760. Corres. 

Dentistry as Represented aS the ene Internation- 


Medical Congress. 
Dental Organization in Po . ~. Tuttle, R. M. 950- 


123- 


British Jnl. Dental Science, XXIV, 1881. 

Plain Speaking. (Society Meetings.) 240. Selected. 

Requirements for Membership in the Odontclogical 
Society. 365-367. Ed. 

Congresses. 720-723. d. 

The British Beste ’ umes and Its Work. Coles, 
Oakley. 1127-1 


British Jnl. Dental Science, XXV, 1882. 
Eastern soeaes Dental Association Organization. 


453-4 
Odontological Society's New Rule of Exclusion. 591- 


On the Proceedings of the Last Four Years (Brit. 
b- gees.) Tomes, John. 881-889, 929-936. 950- 


British Jnl. 1883. 
Considering the Mavinability c of pk the Midland 
Branch of the British Dental Association or Oth- 
erwise. 984-993. 


British Jnl. Dental Science, XX VII, 1884. 
Dental Society for Birmingham. 104-106. 


oe ene 
Orpenination of the See Dental Society. 109, 
157-150, 315-317. 


a we Association of Dentists. (Organization.) 


A Dental Club (London.) 188-189. Corres. 
The Uses and Abuses of Societies. 253-255. Ed. 

The Central and Provincial Unions of German Den- 
sts. . Selected. 

Odontological Society of Victoria 

547- 571. 
A National Dental Association for America. 
Who Shall Be Our Leaders? 962-963. 


Ed. 
The British Dental Association as Representative of 
the Dental Profession. 1056-1058. Ed. 


(Organization.) 
609 -610. 


British Jnl. Dental Science, XXVIII, 1885. 
An Odontological Society for Manchester. 951-953. Ed. 


California 8. Dental Assn. Trans., 1879. 

Reflex Influence of Dental Associations and Col- 
leges on the Profession. Robinson, W. H. 200- 
20%. Dise. 200-210. 


California 8. Dental Assen. Trans., 1882-83-84-85. 
The Benefit Derived From Attending ‘Dental Associa- 
tions. Birge, J. J. 349-356. 


California 8. Odontolog. ow. Trans., 1884-85. 
Associated Effort. Davis, H. C. 221-224. 


Caulk’s Dental Annual, 1884, 
A _ Movement (A National Dental Association.) 


ril. 3. Ed. 
Dental Societies of the United States. April. 10-24. 


Cincinnati Med. & Den. Jni., I 
Sho [veper Management of a Dental , Manes 30- 


Cosmos (Dental), XVIII, 1 
e-em Coll Den. Surg. Alomnt (Organization.) 


A New Dental Organization in England. un-20. 


New Dest Seciety in England. 268, 269, 272- 
The any of Surgeons Practicing Dental Surgery. 


The Annual Convocations. 374, 436. Ed. 
(Dental), XIX 
Call “ror The Formation of a 2 Oral Surgery Society. 


Cosmos, (Dental), XX, 1878. 
New Hampshire Dental Societ 
Odontological Club of Phila. ( 
Milwaukee Odontolog. Society ( 


552. 
mr 4 Island Dental Association 


(Organization.) 64. 
rganization.) 442. 
rganization.) 55l- 


(Organization.) 


smos (Dental), XXI, 


1879. 
A National Dental Association. Winder, R. B. 500- 


Cosmos (Dental), XXII, 1880. 

New York Society of Dental and Oral Surg. 
ganization.) 137. 

Hudson, Essex and Union Counties, New York, Den- 
tal Association (Organization.) . 

A National Dental Association. 317. Ed. 

Call for a Mass Convention of the Dentists of the 
United States to Organize a National Dental As- 
sociation. 70. 

Society for the Advancement of Oral Science (Or- 

anization.) 428. 

National Dental Assn. of the United States of Amer- 
jea (Organization.) 498-500. 

Southwestern Dental Society (Organization.) 4. 


Cosmos (Dental), XXIII, 1881. 
Reports of Societies. 45-46. 
Penn. Univ., Den. Dept., 

tion.) 271. 


Cosmos (Dental), XX 
Meeting of Dentists in Ad 
Society Proceedin Driscoll, W. E. 

Call for a Dental Convention (Dakota.) 430. 
Maryland State Dental Society (Organization.) 675. 


Cosmes (Dental), XXVI, 1884. 
Mineeget nate Dental Association (Organization.) 


(Or- 


Ed. 
Alumni Assn. (Organiza- 


1883. 
Petersburg. 331. 
336. 


12 
Permanent Sostiens for the American Dental Asso- 
ciation. 177-1 
on =. Orgs anization (National Assn. Den. 
A National Dental Association. Call. 304-305. 
Florida State Dental Society (Organization.) 745. 


Headlight (Dental), I, 1880. 

Call for a Mass Convention of the Dentists of the 
United States to Organize a National Dental 
Association. July. 3. 


Headlight (Dental), Il, 1881. 
Dental Societies. Oct. 5. 


Headlight (Dental), III, 1882. 
American ntal Trade Association. 


Headlight (Dental), V, 1884. 
Associations. Mills, G. A. -70. 
— (National, No. 2). Morgan, Henry W. 


Facul- 


73-78. 


Id of Dentistry, I, 1881-82. 
The National Dental Association. 


Herald of Dentistry, li, 1882-83. 
ae About the N. 'Y. State Dental Society. 


July. 


Herald of Dentistry, III, 1883-84 
The American Dental Association. 


Jan. 3. 


‘October. 3-6. 


Illinois State Dental Soc. 1884. 
Illinois State Dental Society. whet’ Has it Aceon 
lished? Koch, C. R E. 156-168. Disc. "170. 


Independent Practitioner (Dental), III, 1882. 
Dental Society Mestings. Barrett, W. c. 436- 
488-489. Ed. 
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Independent Practiti (Dental), IV, 1883. 
A Good Sussestion (Organisation for Editors.) 328. 


The sBiitish Dental Aapociation ei ge of Ay Late 
eeting.) Bogue, E. 532-534. Cor 


Independent Practitioner (Dental), V, 1884. 

Dental Societies. 47-50. Ed. 

A National Dental Society. 97-99. Ed. 

Another National Dental Society. 217-218. 

An Objectionable Clause (Constitution of the Ameri- 
can mtal Association.) Starbuck, W. C. 678- 


Reorganization of the Ohio State Dental Society. 


dent Practitioner (Dental), 


Indepen VI, 1885. 
The Dental Section of the International Medical 


Congress. 156-157. Ed. 
so | jeties and Dental Literature. Ellis, C. J. 


The Medical Congress of 1887 (re Odontological Sec- 
tion.) 437-440. Ed. 
The Eveneese International Dental Congress. 500- 
The Dental Section of the International Congress. 
671-672. Ed. 
State Dental Asen. Trans., 


Indiana 1879. 
articles of Association of the Indiana "State Dental 
Association. 9-11. 


Indiana State Dental Assn. Trans., 1882. 
Articles of Association. 9-11. 
= ee State Dental Association. Goode, 8. M. 


of Interest (Dental), Ill, 1881. 
How “Shall We Make Our Meetings More Profitable. 
Roseman, W. F. 67. 


Items of Interest (Dental), IV. 1882 
comm Good Suggestions (Societies.) Osmun, J. Allen. 


The Moral Tone of Our Gatherings. 97. Ed. 


tems of Interest (Dental), V, 1883. 
The MSmailer Dental Associations. 31. 
Fraternity. Van Horne, H. 68. 
Dental Societies. Schell, A. C. 492-493. 
Items of Interest (Dental), VI, 
Hints to Secretaries (Of Saas 
475-476. Selected. 


of Interest (Dental), VII, 1885. 
The Meath of the Ohio Dental Association. 15. 
The Ohio State Dental Society (Organized and 
Chartered.) 144. 
New York a =< a Society and Dr. Kinsley. 
433, 459. 


Jairus (Dental), 1879 
The Value of Society Work. 


(Dental), 
The Value Society Work. 


Welch, T. B. 


Sept. 19-20. Selected. 


320-321. 


Jairus (Dental) Il, 1881. 
Dental Associations. Robinson, W. H. 21-25. 
a of the Pacific Coast Dentist Society. 


Dental Associations. 95-98. 
Our Associations. Robinson, W. H. 187. Selected. 
A Hint to Our Dental Societies. 369-370. Selected. 


Johnstons’ Dental Miscellany, V, 1878. 
Report of the Meetings of the New York Odonto- 


na Society, Nov. 20 and 21, 1877. 106-112. 
orres. 
Proposed National Dental Association. 198. 


Johnet '_P tal 


Miscellany, VII, 1880. 

Our Society—How Can Its Usefulness Be Increased? 
Mills, G. A. 49-51. 

New Dental Organization. 167. 

Dental Conventions—“About This Look Out 
for Dental Conventions.” 289- d. 

The American Dental Association in Session. 329- 


(American Den. 





Time 
291. E 


332. 
Amendments of the Consititution. 
Association.) 341-342. 


For index and key to classification numbers, see pink sheets. 


The A me ~ of a National Dental Association. 369- 


Articles of Constitution (National Dental Associa- 
tion.) 397-399. 


Joh *’ Dental eee . — 1881. 

Dental Organizations. is, G. 
Some Beane tions for Dental Societies. 186-187, 198- 
353-354. 


199. d. 
A = to Our Dental Societies. 269-271. 


Kentuc State Den. Assn. 

An Act yp 4-4 the am State Dental 
Association. 68-69. 

Constitution and By-Laws of the Kentucky State 
Den. Assn. 71-77. 


(Dental), II, 1880-8 
National Dental Association (Formation.) 36. Ed. 


minary (Dental), III, 
Dental Societies and Their leg ry They : oo 
ed as They Should Be? Parsons, BE. 58. 


Luminary (Dental), VI, 1884-85. 
A Dental Association in Florida. 60-61. 


Michigan State Den. Assn. Trans., " 
Constitution and By-Laws and Standing rctattecs 
of the Michigan Dental Association. 72-76. 


higan State Den. Assn. Trans., 1885. 
me Societies. Taft, J. 175-179. 


Missouri Dental Jnl., VIII, 1876. 
American Academy of Dental Surgery. 


Missouri Dental Jnl., X, 1878. 
Amendments to the Constitution of the American 
Dental Association. 423-425. 


Missouri Dental Jnl., XI, 1879. 
A Dental Convention at Home. 
47-48. 


Missouri Dentai Jnl., XII. 1880. 
The British Dental Association. 266-272. 


Missouri Dental Jni., XIV. 
Object and Organization of the + =n Trade As- 
sociation. 284-288. 


Missouri Dental Jni., XV, 1883. 

The Influence of Dental Associations. Patterson, 
J.D. June. 105-108. 

Dental Societies. Schell, A. C. Oct. 299-301. 


476-478. 


North, Gustavus. 


Missouri State Den. Assn. Trans., 
ow of the Missouri State Dental  Revoctation. 


Monthly Review of Den. Surgery, IV, 1876. 
New York (Odontological Society.) 358-362. Corres. 
The + wy the Odontological Society. 379-383. 

Ed. 477-478. 


Monthly Review of Den. Surgery, V, 1876-77. 
Memorial to the Royal College of Surgeons. 
1. 


The 


Surgery, VI, 1877. 


Monthly Review of Den. 
nye" By-Law.) 334-337. 


The Odontological Society 
Ed. (Cont. in Vol. 


Monthly Keview of Den. Surgery, VII, 1878. 
The Odontological Soc. of Great ae (New By- 
Law.) (Cont. from Vol. VI, 1877.) 1-3. 39-43. 

A New National Dental Association in the United 

States. 305-307. Selected. 
Monthly Review of Den. Surge 


, VIII, 1879. 
The British Dental Association. 47-48, 93-94. Ed 


=a Counties Dental Association. 185-186, 
Memorandum of Association and By-Laws of the 
British Dental Association. 315-319. 
New England Jnl. Dentistry, III, 1884, 
National Dental Association. 1 )-200. 


New York State Den. Soc. Trans., 1877. 
Dental Associations. Holmes, A. M. 34-39. 
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New York State Den. Sec. 
Code Wie Dental Society of the | State of Ne New York. 


action fn Den dni. I, 1880-8: 

ees a ntal Society Meetings. Howard, F. 

qugattaliioh “of the Dental Association of the United 
States of America. 49-51. 


Odentographic Jni., VI, 1885. 
Code of i Dental Society of the State of New 
York. 85-109. 


Odeontolog. Soc. Trans., X, 2nd Ser., 1877-78. 
New By-Laws of the Odontological Society. 54-59. 


Ohio State Dental Sec. Trans., 1881. 

Organization. Atkinson, W. H. 71-75. 

Report From the International Medical College. (re 
Dental Section.) Butler, C. R. and Taft, J. 108- 
115. Dise. 115-118. 

Ohie State Jnl. Den. Sci., Il, 1882. 

Dental Mosting at Wiesbaden. Germany er Den. 
Soc. Europe. FF. porns 25-34 

Dental * Socketios’ Ed 


An igpeence of Dental Associations. Senex. 310- 


To the Deatal Profession (The Dental Dealers’ 
Assn.) 348-352. Ed. 
Ohic State Jnl. Den. Sci., 1883. 

Foo! for Reflection (St. ‘Leate Dental Society.) 
Eames, W. H. -166. 

A New Association (Nat. Assn. of Dental Exam- 
iners.) 498. Ed. 513-521. 
Ohio State Jnl. Sci., IV, 


Another New F owe Boy (The hanna State Dental 


Assn.) . 

A New Society. (The Wheeling Dental Society.) 101. 

Proposal to Organize a National Dental Assn. of 
the U. S. 250-251. Corres. 

Means of Success of Dental Societies. Berry, A. 
284-286. 


Death and Resurrection (Ohio State Den. Soc.) 
590-503. Ed. 


Ohie State Jnl. Den. Sci., V, 1885. 


Ohio State Dental Society (Reorganized.) 440-442. 
Ed. 


The Proper Management of a Dental Convention. 
534-386. Selected. 

Ohio State Dental Society (Constitution.) 500-596. 
Practitioner (Dental), I, 1880. (See Vol. II, In- 


ent Practitioner.) 
Papers Read Before Medical and Dental Societies, 
151-152. 


and the Proceedings of Such Societies. 


Practitioner (Dental), II, 1884. 
Prospective em of a National Dental As 


sociation. 143-144 
Record (Dental), 

Dental Society for Ww Midianas. 73-77. 94-95. Ed 
Register (Dental), XXX, 1876. 


The Work of State Societies. 230-231. Ed. 
oF A. and Yours Respectfully. Watt. Geo. 


Register (Dental), XXXI, 1877. 
Dental Societies. Davis, K. B. 242-248. 


Register (Dental), XXXII, 1878. 


— of the National Association. 257-259. 


Register (Dental), XXXIII, 1879. 
Dental Organizations. Winder, R. B. 369-376. 


Register (Dental), XXXV, 1881. 

What Ails the Dental Societies? 497-499. Corres. 
Register (Dental), XXXVI, 1882. 

Dental Societies. 201-202. Corres. 

Why Not (Conference by the Faculties or Represen- 


tatives of the Various Dental Colleges.) 414- 
415. 
Register (Dental), XXXVII, 1883. 

American Dental Association. Robinson, J. & 
416-41 


Register (Dental), XXXVIII, 1884. 

A Proposition (re Formation of a National Dental 
Association.) 212-213. 
National Association No. 2. Henry W. 
305. Corres. 
Proposed National Dental 

B. H. 356-357. Corres. 


Morgan, 


Association. Catching, 


Register (Dental), XXXIX, 1885. 
Ohio State Dental Society-Reorganization. 


Ed. 


582-583. 


Seuthern Dental Jni., Il, 1883-84. 

Portraits of Officers of Southern Dental Association. 
Opp. 176. 

Organization of the National Association of Dental 
Examiners. 363-374. 


hern Dental Jnl., Ill, 1884-85. 

Destal “Societies. Their Importance, Duties and 
Responsibilities, and the Duty of the Profes- 
sion to Sustain Them. Dunlap, W. D. 353-356. 

An Association for Florida. 387. Ed. 
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D07 

Dental Colleges. 
See D071, Methods of Teaching; D072, P 

the Dentist ; D81, Dental Laws; 


Advertiser (Dental), VII, 
The Place of Dentistry in the 
Perine, Geo. H. 1-3. 


876. 
Medical Profession. 


Advertiser (Dental), VIII, 1877. 
Western College of Dental Surgeons. 154. 


Advertiser (Dental), IX, 


1878. 
New Dental College. (Universit of Pennsylvania.) 


105-106, 1 illus. opp. 105. 157-159, 1 illus. 157. 
Advertiser (Dental), X, 
Colleges -Doctors. Hitehoock, 7 D. 102-104. 


Indiana Dental College. 156. 


Advertiser (Dental) 1880. 

Amount of Dentistry oe in the United States. 
Farrar, J. N. 58-59. Selected. 

Dental Education in Hungary. Arkovy, Jos. 159-161. 
Selected. 


Advertiser (Dental), XII, 
Cheap Diplomas. (Wisconsin Dental Cellege.) 126- 
172-173, 175 
Advertiser (Dental), XIV, 


1883. 
Necessary Foundations for Theories 
Mayr, Chas. 145-150. Selected. 


Wisconsin Dental College. 


in Dentistry. 


Advertiser (Dental), XV, 1884. 

Dentistry. (Poem.) Riley, J. W. 29. 

Woman. (In Dentistry.) Kingsley, Norman W. 44- 
48. Abstract. 

Dentistry and Medicine. Brown, Wood. 77-81. 
Selected. 

The Dental Gotages and Their Executive Officers. 
126-127. Selected. 


Advertiser (Dental), XVI, 1885. 
Ideal Dentistry. Metcalf, W. H. 49-52. Selected. 


Alabama State Den. Assn. Trans., 1883. 
Dental Education. Jackson, A. 34-42. 

My Failures. Dunlap. 42-48. 

Dental Education. Robertson. 51-55. 


American Dental Assn. Trans., 1876. 
Report of Se ee on Dental Eepeatien. Mor- 


gan, 
Venues, Pager on Dental Education. Wilson, E. 
Report of the Special Committee on The Status of 
Dentistry. eirce, C. N. 217-229. 
American Dental Assn. Trans., 1877. 
Report on Dental Education. Fillebrown, Thomas. 
189-196. Dise. 301-307. 
Report on Dental Education. Crouse, J. N. 197-201. 


Dise. 201-207. 


American Dental Assn. Trans., 


1878. 
Report of Committee on Dental Baucation. Crouse, 


J. N. 141-147. Dise. -1 

Report on Dental Hducation. Fillebrown, Thomas. 
148-154. Disc. 

Report on Dental Education. Friedrichs, George J. 
155-159. Disc. -172. 
American Dental Assn. Trans., 1879. 

Report of Section Two on Education. Crouse, J. N. 


50-53. Dise. 53-73. 
American Dental Assn. Foanen., 1880, 
Dental Education. a J. N. 
Dental Education. — T. we “141-1 
aes - Education ngersoll, L. C. 12 148. Disc. 


merican Dental Assn. Trans. 
U inion of Medicine and Dentistry. * Atkineon, Wm. H. 


Dental Education. 169-176. 
Dise. 176-192. 


Brophy, Truman W. 


Dental Education. 


elations of Dentistry to Medicine. 
on research in a particular subject, classified with subject. 


Dental Research, general articles. Articles 


Dental Mechanics. 
Education in Dentistry ; D8, Professional Duties of 


‘opular Ed 
D82, State Dental Examing Boards. 


Dental Assn. Trans., 


American 
ae | Education. Crouse, J. N. ‘i30- srH8 Dise. 141- 


American Dental Assn. an 
Dental Education. Peirce, C Me 8 Dise. 85-90. 


American Dental Assn. Trans. = 
Who Are Dentists? Robinson, J. A. 
— Education. Peirce, C. N. 130°184. “i. 134- 


American Dental agg Trans., 1885. 

Dental Education. Hunt, O. 171-173. 

The Past, Present, and Duites of Dentistry. Brown, 
E. Parmly. 174-176. 


American Dentist, (El pe Hll.), I, 1883. 
The Professional Standa April. i. 

American Jnl. Den. Sci., IX, 3rd Ser., 1876. 
Dental Education. Keely. 412-414. Disc. 414-417. 
Dental Education. Hodgkin. 491-495. 

— came hackston, W. W. H. 498- 
The Subject of Dentistry. Hamilton, Frank H. 
505-510. Dise. 510-511. 


Dental Education. 567-568. Selected. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 

Dental Education. Barrett, w. Cc. 12-17. 

Is the Profession of = oc Surgery In Its Relations 
to Young Men ho are Entering Its Ranks 
Holding Its hy With Other Professions and 
Pursuits? Palmer, Edgar. 165-169. 

Phases of Professional Development. Horne, W. C. 
179-183. Selected. 

In What Does the Improvement In Dentistry , Paring 
the ae* Fifteen Years Consist? Black 


225-232. 
Dental College Education. Talbot, E. S. 250-257. 
The Profession of Dental Surgery. Tomes, John. 


366-370. Selected. 
How © Establish aoe Practice. Wheeler, E. G. 


ecte 
The — ld and the New. Chase, Henry 8S. 419-421. 
The SOentiste’ Future. 470-471. Ed. 
Dental Education. 515-517. Selected. 
Address. (To Those _Enterin the Profession.) 
Thackston, W. W. H. 529- 


American Jnl. Den. Sci., 1877-78. 
Remarks by Prof. Huxley’ at _ Distribution of 
Prizes to the oe x ™ ot the London School of 


Dental Lamy yp Selected. 
A New Degree in aa 278-280. 


Should Five Years’ Practice in a mtiatey. Inclusive 
of Pupilage, Continue to be Regarded as Equiva- 
lent to One Course of Lectures in Dental Col- 
leges? MecQuillen, John H. 314-322. 

Outline of a Lecture. in the Preliminary Course, at 
the Baltimore College of Dental Surgery. Hodg- 
kin, J. B. 343-348. 

Status of English Dentistry. 381. Selected. 

cae See as Seen by a Canada Editor. 422- 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79 
Is the Dental Profession Crowded ? Hodgkin. 28-31 
Professional Hobbyism. Beach, Henry EB. 31-35. 
a Knowledge for the Practice "ot Dentistry. 
Odell, Frank M. 126-128. Selected. 
Reger of Committee on Dental Education. 242-248. 
Address. (To Those } we the Profession.) 
Grammer, Julius EK. 305-4 
The Defects Apparent in Any ‘American System of 
Dental Education. Eliot, Charles ° 
Is Dentistry a Specialty of Medicine? Smith, C. 
Stoddard. 500-511. Select 
— of the Baltimore College With the 
ryland College roe | cares gery. 529. 
Valedictory Address. (To Those Entering the Pro- 
fession.) Weddell. Alex. W. 552-561. 
Class Address. (To Those Entering the Profession.) 
Perry, Frank B. 561-566. 
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American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
From a Preliminary Lecture Before the Class of the 
eg College of Dental Surgery. Hodgkin. 


The ‘Origin, Progress and Present Cogdttics of Den- 


lence. Chewning, Geor ce 
wae, br ge Fl J Dene to Medicine. Hodgkin. 


she pans of Dentistry. Grady, Richard. 289- 
Report on Dental Education and Literature. Noble. 
Sale of Diplomas. 539-544. 
American Jnl. Den. Sci., XIV, 3rd. Ser., 1880-81. 
A Few Remarks About the Memorial of Herr Theo- 
eons 5 Mehlhardt. Sachs, W. 49-53. Trans. Se- 


lec 
What Advantages the American Colleges of Dentistry 
Afford the Students and Afflicted Public. Ru- 


dolph, F. W. 
Sup vesaien of Fraudulent Diplomas. 87-89, 92-93. 
History of Diploma Selling. 220-225. Selected. 
eer — Recognition. “of the Dental Profes- 
sion - 
Progress of Dental Surgery in the United States. 
atrick, J. 308-315. 


Correspondence Between = T. B. Gunning and the 
Census Bureau. 400-4 

Address to the Graduating Class of the Baltimore 
College of Dental Surgery. Kirkus, William. 


497-504. - 563. 
The ~ ene Bogus Diplomas. 543-555. Selec- 
ted. 


Sei., XV, 


American Jnl. Den. 3rd Ser., ~~ 


The Bogus Diploma Traffic. 34-36. lected. 
The New Building of the Baltimore College of 
Dental Surgery. d. 


Preparatory Education. 139-140. Ed. 

Report of the es oe op Dental Education. 
Winkler, Goonee H. 254-257. Dise. 257-267. 

Concerning a alled Dental College. 329-330. 

The Study of Dental Surgery and the Means There- 
to. Tomes, John. -409. Select 

Concerning Dental Colleges. Flagg, J. Foster. 420- 


Selected. 
Dictatorial. ‘(re Colleges.) 571-574. Ed. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
n- ad ry a Specialty. Allport, W. W. 48. Select- 


The tein Building of the Dental Department of the 
University of Maryland. 88-89. d. 
The poaitimore College of Dental Surgery, Its Past, 
resent and Future. Hodgkin, J. B. 89-91. 

Dental ts Education. Hodgkin. J. B. 

The Connection of Dental With Medical Education. 

135-139. Ed. 
Dental Education. Gorgas. F. J. S. 149-151. 
How Dentists Should Be Educated. Allport, W. W. 


167-168. lected. 
Spore and Their Advantages. Mills, Geo. A. 
Dental Colleges. Watt. George. 372-373. Selected. 
Natural Abilities and Mental Attainments Requisite 
to the Study and Practice of Dentistry. ‘ebb, 
Morrell A. 500-504. Selected. 
American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
(re Scientific Investigation.) 186. Se- 


Be | 

in a. and the = Education. 
A. H. 256-264. lected. 

The Deer? Institutions of BR -, 283-284. Ed. 


American J Den. Sci.. XVIII, 3rd Ser., 1884-85. 

The New Batiding of the Dental ) t-F-* of the 
University of Maryland. 39-40. d. 

The Wisconsin Dental <opewe. Peterman, Adolph. 

-33. Trans. lected 

Dental Education. 


89-90. Ed. 
= Diaper Education. Moody, J. D. 108-117. Se- 
Answer to an Unprovoked Attack. (re Baltimo 
College of Dental Surgery.) 136-138. 3 a 
Mechanical Skill Necessary to Dentists. 190-191 
Progress in Scientific and Artistic Dentistry. 
arsons, E. 227. Selected. 


Ed. 
Ages 2 & a ee ¢ < f American Diplomas in Europe. 458- 





EDUCATION 


, 3rd Ser., 1 
Robinson, gt A. 


of the 


American Jnl. Den. Sci., 
How to Increase Your at 4 


ected. 

Wh. the Dental Department 
University of Maryi land Deems It Inex ient to 
Join pe ational ‘iation of Dental aculties. 


136- Ed. 
——— {Advancement of Dentistry.) Harris, Ed- 
ard N. 193-218. 


The Reason 


Archives of Dentistry 
The Scientific Method in Dentistry. Greene, Jesse C. 
35-36. Selec’ 


t 

Dental Education. Winder, R. B. 216-21 

Scientific } ge in Practice. Thompson, 4 H. 289- 
298. 306-313. Correction, 334. 

Traffic in Pentel Diplomas. Rehwinkel, F. H. 316- 
317. 

Speratete ant Specialties. Black, G. V. 356-357. 

The a Education. Moody, J. D. 366-367. Se- 

Origin, Progress and Present Status of Dentistry. 
Johnston, J. C. 370. Selected. 

Discussion on Dental Education. 423-4 

The Educational Problem—Victory. ae 108. Select- 

Black, G. V. 


ed. 
Address. (Specialty of Dentistry.) 
494-504. 





Archives of Dentistry, HI, 1885. 
Discussion on Dental Education. 70-72. 
a - S 2 a- Nichols, Groton. 

sc 
Precedent Condition of Matriculation in the Dental 

Colleges. 143-144. 

Dentistry” a Science Born of Medicine and the Arts. 


Practical Methods in Practice. Thompson, ee 
Howard. -341. Dise. 345-347. Abstra 

Report of and Discussion on Appropriations = “the 
Sections for the Encouragement of Original 
Scientific Research. -445. 

Dentistry; Its Past; Its Encouraging Present; Its 
Brilliant Future. Brow wn, E. Parmly. 509-510. 

The Relations of General to Special Practice. At- 
kinson, W. H. 533-537. Disc. Vol. III, 42. 


115-118. 


Brief (Dental), I, 1881-82 
Dentistry a Unit. Watt, Geo. April. 14. 


British Dental Assen. Jnl., I, 1880. 

The a, Dental eT on Reform in England. 
Tom Chas. 8. 109-11 

The National Dental Hospital and College. Annual 
Distribution of Prizes, 1880. 252- 

The University of London. 276-277. 465-469, 511-514. 


Ed. 

Liverpool Dental Hospital. 304-306. Selected. 

London Dental Hospital. Annual Distribution of 
Prizes. 336-349. 

Address on the Progress of Dental Surgery. Cole- 
man. Alfred. -396. 

o—— Education in Hungary. Arkovy, Jos. 425- 


Dental Education. 451-460. 
Dental Education. Macleod, W. Bowman. 
(Cont. in Vol. II.) 


578-582. 


British Dental Assn. Jnl. II, 1881. 
Dental Education. 3-4. 
The soontal Diploma; Sine Curriculum. 26. Correc- 


The “Curriculum” For the English Licentiateship 
». — Surgery. Underwood, T. Francis Ken. 


Denget Seneation, (0 (Cont. from Vol. I.) Macleod, W. 

wman 

How the Dental Follows in the Sins of the Medical 
Course of Study. Hutchinson, 8. J. 293-294. 

On § and on_ the Influence of Medical 

ence on Modern Civilization. Saunders, Ed- 


win. 326-340. 
The Study of Dental Surgery. and the Means There- 
a Tomes, John. 434-449. Disc. 535- 


gress of Dental Education on the Continent. 604. 
Selentific Enquiry. Smith, John. 615-622. 
Dental Assn. Jnl. III, 1882. 
The MNelentifie Prospects of the Year. 49-52. Ed. 
The Rn Diploma Trade. 56-57. Ed. 89-92. Se- 
Apprenticeship and Student Registration. 145-148. 
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British Dental Asen. Jnl. Ill, 1882—Continued 
The English Correspondent of the “Missouri Dental 
jousnal” (re tal Education.) 149-150. 189- 


2. 
Dental Curriculum. 168-172. Dise. 172-175. 
The Royal College of Surgeons in Ireland. 272-273. 
has x) on of Dental Surgery. Saunders, Edwin. 
The a D. S. Examination at the Royal College of 
565. 599-601. 


Surgeons. 564- 
The Dental Diploma: What It Is, and What It Is 
581-587. Dise. 571- 


pet Hutchinson, 8. J. 
The  Eteninetions of Dental i Surgery 
624- Dise 
51: “52. 95-96. Reply, 94-95. 


Gaddes, Thom- 
Criticism, Vol. IV, 


sh Dental Assn. Jnl., IV, 1883. 
The e Dental Hospital and School of Paris. 43-44. 


‘orres. 
American Opinion of American Degrees. 53-55. Ed. 
Sur, pee v. Dentists sroctiees. Dentistry. Biandy, 

mry. 224-234. Disc. 216-21 
Address at the Distribution of Prizes. Dental Hos- 


pital of London. Heath, Christopher. 334-336. 
Dental Schools and Dental Education. 363-366. Ed. 
of London. 


——— ent of the Dental ——_ 
tson, G. 401- 
The R na Dental Hospital at Manchester. 408. Cor- 


Dental. Schools end. Dental Education. O'Duffy, 


John. 471-472. rres. 
The "age Dental Hospital. 475-476. 518-519. 
A Review “of the Scientific Progress of Dental Sur- 
gery from 1771-1883. Bate, C. Spence. 492-501. 
473-475. Ed. 531-546. 
The Dental Hospital of Dublin. 


Corres. 
Clinical Note Taking. 521-523. Ed. 
Dental Institution for Ladies. 567-568. Corres. 
itish Dental Assn. Jnl., V. 1884. 
se Problems in Dental Surgery. 
Victoria Ss ee Hospital, Manchester. 
134, 168-170. 


O'Duffy, John. 519- 


1-3. Ed. 
101-104. 133- 


nee Diniome Merchants in Philadelphia. 124-125. 
orres. 
i | Sine Curriculo Dental Diplomas. 129-133. 

A Dental School for Ireland. 262. d. 


Dentistry as a Branch cf General Surgery. Pye- 
Smith J. 340. Dise. 328- 
Address a Annual Distribution . of Prizes at National 
— Hospital. Broadbent, W. H. 365-367. 
8 
Dees Recognition” and Its Difficulties. 387-389. 


Sein on Dental Education. 396-397. 
Address at the Annual Distribution of Prizes at the 
wf Hospital of London. Saunders, Edwin. 
The Ry Departments of the General Hospital. 
1-644. Ed. 
British Dental Assn. Jnl., V 
What Remains to be Done. 


1-4. Ed. 
Our Political Horizon. 


be Dental Surgery.) 


65-68. Ed. 
Educational Centres. Walker, Joseph. 74-80. 
Abstract of an Introducto Address. (Science of 
Dentistry.) Stack, R. Theodore. 81-88. 


Contributive Heslige nce and Collective Investiga- 
tion, 129-131 Bd. os 


Dental "Reform — America. 193-194. Ed. 
An Unfortunate Difficulty. (State of Discord at the 
257-260. Ed. 317- 


Liverpool Dental Hospital.) 

318, orres. 

Introductory Remarks on the Study ~+ | Pea of 
Dental Surgery. Matheson, Leonard. 347-353. 

Dental Education in America. 

Address at the Annual Distribution of Prizes Na- 
tional Dental Hospital. Carpenter. 423. Abstract. 

The Future of Professional Education. 441 Ed. 

The Present Relations Between Dental and Medical 
Education. 561-564. Ed. 

Dental Surgery in Its Relation to Medical Practice. 
Elliott. William. 606-614. Selected. 

Tee Se and Fears of Dentistry. Coles, Oakley, 


Dental Education. Huxley, Frank E. 655-660. 
(Cont. in Vol. VII, 6-8. Ed.) 


nl. Dental 
Clinical” aed on the xo ot “penta . r 
Cartwright, Hamilton. Bos — 


Anon & Dinner of the Dental Hospital of London. 
Dental Hospital for Dublin. 315, 343, 415-417, 442, 


Dental "Hospital of London and Metropolitan School 


of Dental Sur; 
The Lancet and “the Dental Diploma. 372-373, Ed. 


392-393. Cor 
The an ony Of Dental Surgery. Tomes, John. 
‘4- Corres. Selected. 
Dental Reform, Dental Education, Professional Ad- 
vancement. Wright, M. 428-430. Selected. 
Dental Students’ Supplement. 473-516. 
The School. 612-613. 


British Jnl. Dental Science, XX, 1877. 

The Dental “Profession.” Fletcher, Thomas. 134- 
136. meoly. 197-198. Corres. 

ee Surgeons Practicing Dentistry and 


oa he Royal College of Dental Surgeons. 211-213. 
Dental Reform. 217-241, 253-278, = =. = - 
354 -428, a 


. 


502-504, * 601-647, '673- 7 = 
Irish Colle; +" Surgeons. Ed. 
The Irish ntal Diploma. 305-317. 341-342, Cor- 


res. 352, Ed. -472, Corres. 485-488. 
Meeting of Dentists at ‘Leeds. (re Dental Diplomas.) 
367-386, 405-406. 
Mr. —, ane the Journal. (re Degrees.) 412-415. 
eply, -430. 
Meeting or Dentists at Bristol. (re Dental Diplomas.) 


Diploma Committee versus British Journal Dental 
566-583. 


Science. 488-495, 509-512, 
Dental Students’ Supplement. 523-558. 
Dental Education. -590. 


Address Given at the National Dental Hospital and 
College. at the Cocemeg © Ge the Winter Session, 
1877. Rymer, Samuel 


-600. 
On essing vents. (Dental A. 647-650, 687- 


British Jnl. Dental Science, XXI, 
Dentistry as a Specialty of Medicine. s Se. Select - 


ed. 
Scotch Does Education and Diploma. 37-40, 317- 
319, 466-467. 


Dental Hducation in England. 41-42. Selected. 

The “Lancet” and the Dental Profession. 78-80. 

The Past and Present Signification of the Word 
“Surgeon.” 180-183. 

Left end Either-Handed Workmen. 273-274. 

Distribution of Prizes at the Dental Hospital of 
London. Clark, Le Gros. 300-306. 

Dental Hospital of London. 226-228. Ed. 281-283. 


Ed. - Corres. 
mo Dental Diploma Committee. 468-470, 666- 


Dental Students’ Supplement. 485-524. 


somes tad aft ture. 
Alfred. 525-529. 


(Dental Surgery. ) 
Doctors and Dentists. 550-552. 

Dental Education. 552-553. 

Scotch Dental Education Committee. eo 


British Jnl. Dental Science, XXII, 
Irish poe Diploma. 16-17. Ed. “at Corres. 


Coleman, 





Royal Colleg en Surg , Edinburgh. 41-43, 157- 
158. 341, 634-636. 
National Dental Hospitai and College. 66-67, 253, 290, 
305-310. 447, 472-474, 505, 609, 668-669, 
The c= Deisonan in Demat Senay. Cartwright, 
Hamilton. _ 123. 
a and Its Application to the Present 
Needs of the Dental Profession. Dennant, John. 


Address. (Dental Education.) Eliot, Charles W. 255- 


The Liverpool Dental Hospital. 311. 
Present Needs of the Dental Profession. 335-339, 


-379. 
The “Lancet” on the Title of Dental Surgeon. 407- 


Dental Hospital of London | Medical School. (Dis- 
ution of Prizes.) -424. 
The Education of Dental” Practitioners. 448. Se- 


t 
Dental Students’ 
Dental Students. 
Progress of Dentistry. 610-611. Fd. 
Dentists and Dentistry. Ward, George. 678-684. 
What Does the Average American M. D. or D. D. 8. 
Mean? Robinson, W. H. 709-713. 
How Coren Degrees May be Obtained. 765-766. 


Supplement. 456-500. 
570-571 Ed. 
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British Jnl. Dental Science, XXIII, 1880. 
Dental Reform in ran Smith. 29-31. 
The Hoeuitel’ ‘33 School of Dental Surgery and Dental 
os 
Rambling Thoughts on the Present Condition of Den- 


85 
Report ‘of the Scotch Dental Educational Committee. 


Dental , om in England. Turner, W. Smith. 
134-146. Comment, 

Examination for Dental Di loma. 151-152. 

Enlargement of National ntal Hospital. 205. 1 
diagram. 

Dental Hospital of Exeter. 273-276, 632-634 


The National Dental Hospital and College. * Annual 
Distribution of Prizes, 1880. 470-479. 

The “Lancet” and the Dental Diploma. 580. Ed. 
604-606, 653-655, 657-658. 

652-653. Selected 


Bogus Diplomas. 
Diploma Manufacturer. 


Apprehension of a Bogus 


. Selected. 

The Dental Hospital of London Medical School. 
(Distribution of Prizes.) -712. Ed. 

The Progress of Dental Surgery | During the Last 
Half Century. Coleman 765-776. 

The Fraudulent Diploma Traffic. 00-862. Selected. 

Dental Students, — and wer x 867-869. Ed. 

Dental Students’ Supplement. 873-914. 

Adverse es Gtrered y the London Dental Schools. 


the Dental 933-935. 
The Royal College of Surgeons in Ireland. 959-960. 
Cosres. Comment, 1054-1055. 
L. D. 8 Sine Curriculo. 979-981. Ed. 
The “Times” on Dentists. 1031-1033. Ed. 1034-1087. 
she Tweet Position of Dentistry. Smale, Morton. 


Mr. Tomes aan Profession. 


Selected. 


British Jnl. Dental Science, XXIV, 
Another er eh" in the Fraudulent Diploma Traffic. 


ected. 
*“Macteod, W. Bowman. 


Dental Education. 63-67. 
bstract. 

The Philadelphia Bogus Diplomas. 240. Selected. 

Proposed Dental Newcastle-On-Tyne. 


Pi at 

1-242. Ed. 503. Corres. 

Report of the Committee of Council of the British 
Medical Association on Medical Education, Jan- 
uary, 1881. 296- 

Dentistry as a Candidate for Medical Honours. 435- 
437. 437. Ed. 


Address at the Annual Distribution of Prizes Na 


tional Dental Hospital and College. Wilson, 
Erasmus. 498-501. 

a - ~~” een Clinics. 547-548. Ed. 548-549. 

The Old. Old Story. (The Specialty of Dentistry.) 
587-589. Selected. 
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On Specialism: and on the Influence of Medical Sci- 
ence on aoa men Saunders, Edwin. 


“ 
Address at the Annual Distribution of Prizes Dental 
rw of London Medical School. Owen. 


The Position of Dentistry in America. 698-4699. 

Dental Education and the Means Thereto. Tomes, J. 
795. Abstract. 875-876. Disc. a 

Dental Demonstrations. 853-855. 

To Dental Students. 860-862. Ed. 

“Cram-Books”. 865-866. Ed. 

Modern Dentist. 929. Selected. 

Dental Surgery—Not Dental Mechanics. 
WR4 -ARE 


. Selected. 
her~ aoe or Trade. Weld, G. W. 985-986. Select- 


Shumway. 


Dental Defense. 1082-1 Ed. 

Dental Reese ie ao Taillebois, E. 1161-1162. 
« 

On Scientific Enquirv. 1165-1175. 
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Dental Reform in France. 930-931. Ed. 
Dental Education in England. 1124-1127. Ed. 
Dental Academy for Berlin. 32. . 
Dental Education in England. 1172-1174. Ed. 
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Methods in Scientific Practice. Thompson, A. H. 
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age. F. W. 53-57. 
Popular Fallacies Concerning the Teeth. 62-63. 
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Coy, F. B. 
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32-34 


36-39. 
a Dental Department. 


An American's 
(American Degrees in Europe.) 

A ccacense. (re Dental Education.) 
bu D. 408. 
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bet pepest Sf, Committee. Crouse, 


Numbers of Dental Senedilionene, Students, Etc., in 
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175-180, 232-237, 287- 
Pennsylvania Or- 
ganization. 
Dental Education in Great Britain. 221. 
Fraudulent Medical and Dental Diplomas. 
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Departments in Medical 
Ed. Correction. 300. Ed. 
How Dentists Should Be Educated. Allport, W. W. 
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Bishop, H. F. 255- 
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Practice of Dentistry in oe Future? Kitchen, C. 

A. 127-131. Dise. 131-137 


Illinois State Dental Soc. Trans. 
so, | a. Swain, E. D. 
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Independent Practitioner (Dental), V, 1884. 
wae {= ee and Assistants.) Kingsley, N. 
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States. Waite. 381. ie 
What is Dental S urpery ? 388-389. 
Das vahnacratilehe Institut Der ow Lichen Uni- 
versitaet Zu Berlin. Miller, W. 459-461. 
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Reply to The Recognition of the Dental Profession 
edical Association. Marshall, 


ot 
Geo. 
What s ~—& be oS “Standard?” (Preliminary Re- 


The Dinnit it a Our Cant 
Men Dignity, Our Best Baers oo na” ssi 
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Items of Interest (Dental), IV, 1882—Continued. 
The Preliminary Education of Dental Students. 
Preventive Treatment. {re the Micher Bpecetion of 

entes ptadents.) ae © 

lification. orgas. 

The to Denta Mee Watkins, S. C. 83-84. 

Abstract. 

The Philosophical Dentist. Brown, Parmly. 84-85. 

Selected. 


ec 
Copscenins Dental Colleges. Flagg, J. Foster. 86. 
A New Departure. (Dental Educat ion.) . Ed. 
The Relation of Dentistry to Medicine. 101-102. 
True Education. 129. 
Aristocracy of Profession. I. A 618. 
Selected 


Items of Interest (Dental), V 
The Early and Thorough Bdecation. » Reehien, c. 8. 
29. 


Are There ow fae Deatiote? 37. Ed. 
The Title o s 

What is the Status of Our Calling? 149-151. Ed. 
Education vs. Skill. Rich, J. B. 161-162. 
Dividing Dentistry. Palmer, J. G. 
A Dentist Must be Born—Not Made. 


H. 165. 
Dental Skill. Kingsley, N. W. 175. 
Of Dental Colleges. Taft. 179. 
The Time for Stud 234-236. Ed. 
The Medical and ntal Profession. 
E. 252-253. 


The Dentist. 259-260. Selected. 

The Basis of Scientific Progress. 
367-369. Abstract. 

Overwork at aa Swain, E. D. 387. 

Empiricism. Taft, J. 422-425. 

Thoughts Upon Some Questions Affecting the Pro- 
fessional Standing of Dentists. Hugo, ca FP. 
471. Selected. 

A Union of Dental Colleges. 480. Ed. 

Is Dewees a Specialty of Medicine? Hugo, L. C. F. 


499-50 
How is This for ae) (Dental Education.) Steel, 
Charles L. Abstract. 
The Intellectual Discipline of Work. 524-525. Ed. 


Items of Interest (Dental), VI, 

Method in Thinking and Acting as Besential to Skill 

n Manipulation. 42-43. d. 

Truth and the Professers. Boynton, C. 8. 78-80. 

An Over Supply of Dentists. Chase, Henry 8. 123- 
124. Selected. 

The Dentist. e-1@. Selected. 

One Idea. Taft, 176. 

Learning and Doing. 188-189. Selected. 

Preliminary Education for Dental Students. 197. Ed. 

Dental Education. - Selected. 

Our Relation to Medicine. Broph ~~ a we 

American pentad Education. 

Dental Philoso iit Au Interesting Comparison of 
Dentistry ‘ith Other Vocations. Dills, C. C. 
496-497. 

Education. ons oot. ead. 

Assumption versus Facts. (re American Dental 
Colleges.) Miller, W. B. 538-541. 

Dental Education. Jackson, A. 48-551. 

England to America on Colleges. 565-566. 


Items of Interest (Dental), VII, 
Little Things. (Seience of Work.) S87. 
Ignorance of ge on Dental Subjects. 
man, W. H. 120-121. Selected. 
Advance in Your Profession. Churchman, Ney. 155. 
Physicians’ Ignorance of Dentistry. 182. 
Ignorance of Physicians on Dental Subjects. 
man, W. H. Selected. 
Dentistry as a Specialty of Medicine. 291. 
Our Professional Standing. Black, G. V. 327-328. 
Our Education. Kempton. 
Dentistry in California. Asay, J. L. 382-383. Corres 
The Kind of Preparation We Need. Bonwill, WG G. 


A. 397. 
The Sphere of Dentistry. Kempton, W. D. 399. 
Teachings of Experience. Chupein, Theodore F. 


ex Dentists. 520-522. Supra. 

Artistic fe Rentiotry. al. College b 532. 

The Baltimore — eames ‘and the New York 
Dental Society. 


rus (Dental), 1879. 
Is Pa A a Specialty of Medicine. 
Stoddard. Set. 4-12. Selected. 


Robinson, 


164. 
Atkinson, W. 


Driscoll, W. 


Farrar, J. N. 


Abstract. 
Ed. 


d. 
True- 


True- 


Smith, C. 


Jairus (Dental), I, 1880. 
The eee on Our Coast. 
1 


Robinson, W. H. 


on Orpen and Medicine. Brewster, E. A. 

1-33. 

Too Many Professional Men. 37. Selected. 

Dental Education. Abrams, A. Albert. 46-51. 

Resolution and Discussion Relative to the establish- 
ment of a Dental College. (California.) 138-140. 

Dental education. 145-150. Review, 193-198. 

Office Boys’ Dental College. Robinson, W. H. 
154-157. 

The Future Status of Dentistry. Goddard, C. L. 
228-231. 

Dental Literature and Education. Robinson, W. H. 
283-292. Criticism, 377. Reply. 419-420. 

Dental Education. Smith, U. 346-34 

Education. Crouse, J. N. 350-353. ise. 353-372. 

Cogswell Dental College. 379-388. Comment, 421- 
425. Corres. Reply, 451-454. Comment, 454-457. 
Reply, 457-459. 472-475. Ed. 499-500. 

Education—College. Craig, W. J. 392-394. 

Dental College. Cogswell, H. D. 395-397. 

Report of Committee on Dental Education. 
J. N. 410-413. 

Dental College Education. 

Rip VanWinkle, Dentist. 
479-488. Selected. 

What is the Outlook? 
Mills, George A. 497-4 


Crouse, 


Smith, H. A. 476-479. 
(Poem.) Robinson, W. H. 


 * tea of Dentistry.) 


Jairus (Dental), II, 1881. 
Professional Indifference. Henderson, R. W. 
icine vs. Dentistry. 133-137. 
Dental Education. Ingersoll, L. C. 
144-158. Selected. 
That Cogswell Dental College. 170-172. Ed. 20#- 
212, Corres. 216-219, 


Corres. 219-221, Ed. 221- 
223, 351-352, Corres. 


A Glance at the Future. 213-216. 

Another Dental (7?) College. (Wisconsin Dental 
College.) 224-227, 380-381. 514-515. Corres. 
Dentistry on the West Senet. McLain, A. F. 250- 

252. 252-253. Ed. ected. 

Dentistry and Dental méesetion, Its Past, Present 
and Future as Related to Medicine. 325-326. 
Ed. Selected. 

Deatal Education. Henderson, R. W. 416-421. 

The Progress of Dentistry. Kendall, W. G. 439-449. 


Jairus As ag Ill, 1882. 

Bias. How, W. 8. 

Is Dentistry a Feskenten? Robinson, W. H. 7-10. 

Opening Lecture. (Profession of Dentistry.) Mor- 
gan, Henry W. 12-14. 

Dental College Number Two. 19-20. Ed. 

Address to the Class—On Entering the Profession. 
Freeman, R. R. 121-125. 

An Address, Delivered at the Annual Commence- 
ment of the Ohio Ya of Dental Surgery. 
Wright, C. M. 139-149 

Introductory Address, At the Opening of the Den- 
tal Department of the University of California. 
McLain, A. F. 219-221, 247-250. Vol IV, 31-41. 


Jairus (Dental), IV, 1883. 
How Dentists Should be Educated. Allport. 14-15. 
Abstract. 
Medico-Dental Science. Laurence. 15-16. Abstract. 
— and Their Advantages. Mills, George A 
47-49. 


93-95. 
138-144. Disc. 


Johnstons’ Dental Miscellany, III, 1876. 
Introductory Lecture to the Winter Course of the 
Philadelphia Dental College. McQuillen, J. H. 


12-24. 

Claims of Dentists to be Regarded as Medical Spe- 
cialists. Sands. 100-103. Disc. 108-107. 

“—— . ey pe ye ae = of 

e New Yor 'o oO. ntistr Weis 

Faneuil D. 128-131. - 4 “a 

Address at the Commencement of the Philadelphia 
College. Smith, D. D. 132-138. 

Dental Address. Klump, G. W. 173-179. 

Shall I Go To Buro ? Field, George W. 201-208. 
The Profession of ntal Surgery. Tomes, Johan. 
313-315. Corres. Comment, 357-358. 
Science in America. Thomson, William. 393-306. 

Abstract. 
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'DP tal 





Johnst Miscellany, III, 1876—Con 

Progress of Dentistry During the Past ron 
Abbott, Frank. 415-417. 

Royal College of Surgeons of England. 429-438. 

Good Judgment an Essential Qualification for the 
Dentist. Brackett, C. A. 441-447. 


Johnstons’ Dental Miscellany, IV, 1877. 
— Before the Philadelphia Dental College. 
1 
Elevation. Fields, George W. 
Palmer, 8. B. 


in Burope. Wright, C. M. 


161-166. 

Ansther pene Before Court. (The Profession.) 

right Cc. M. -230. Corres. 

Nationa Dental Hospital. 275. Selected. 

Should Five Years’ Practice in Dentistry, Inclusive 
of Pupilage, Continue to be Regarded as Equiv- 
aleat to One Course of Lectures in Dental Col- 
leges? McQuillen, John H. 321- 

Graduation Address. Stellwagen, T. C. 374-876. Ab- 


stract. 
Degrees in Dental Surgery. (Honoris Causu.) 385. 


Corres. Selected. 
Graduation Address. Abbott, Frank. 417-420. Ab- 
461-465. Se- 


45-50. 
Supply and Demand of Dentistry. 
50-52. 


Ameriean “Degrees” 
87-89. Corres. 

A Parting Address. Darby, Edwin T. 

Dentistry. Burnette, H. H. 182-183. 


stract. 
The Late Conference at Edinburgh. 
lected. 


Johnstons’ Dental Miscellany, V, 1878. 

Dental education. Chandler, T. H. 41-45. 

—e = Theory to Practice. Anderson, C. L. 
137-141. 

Address. Eisenbrey, J. Lehman. 161-165. 

Requisite Knowledge for the Practice of Dentistry. 
Odell, Frank M. 184-186. 

A. 5 Ct Translator. (?) Wright, C. M. 293- 


Report From the Committee on Dental Education. 
-409. Disc. 409-412. 
First-Class Dentistry. Taylor, L. C. 450-452. 


Johnstons’ Dental Miscellany, VI, 1879. 

To What Shall We Attribute the Failure to Ef- 
fect the Highest Good in Dental Practice? At- 
kinson. 5-8. Dise. 24-25. 

The Defects Apparent in the American System of 
Dental Education. Eliot, Charles W. 30-31. Ab- 
stract. 

Dentistry, Its 
Peirce, C q 

Development. 305-309. 

Eclecticism in Dentistry. 


Dentistry Run Mad. 409-411. 
Report of Section on Dental Education. Crouse, J. 
N. 483-435. Dise. 435-455. (Cont. in Vol. VII.) 


Opportunities 
287-294. 


Roussel, A. Napoleon. 


Johnstons’ Dencal Miscellany, 
Success in Operating Not Obtained aa” the Heroic 
Treatment. Codman, J. T. 129-134 
Dental Status of the Dominion of Canada. 
joy, George W. 291 295. 
Dental Education. Osmun, J. Allen. —-. 
Dental Education. Robinson, W. H. 
wee Coast oe at Variance. (re ditts to Col- 


Crouse, J. N. 461-462. Ab- 


Brophy, T. W. 462. Abstract. 
Ingersoll, L. C. 463-464. A 


Love- 


leges.) 

Dental Education. 
stract. 

Dental Education. 

Dental Education. 
stract. 


Johnstons’ Dental Miscellany, VIII, 1881. 

The Pandering of the Dental to oy "Medical Pro- 
fession. Roussel, A. Napoleon. 4-5. 40, Ed. 
Discussion on Dental Bducation. 7-11, 

A Proposed Dental Census. 39. 

The Cogewell Dental — Trouble. 
1 257-260. 

Dental | Education. Clark J. D. 47-49. 

The Proposed Dental Census. Gunning, Thomas 

62-64. 





41-43. Ed. 


Brian. 60-62. Corres. 
Alleged Bogus Dental Diplomas. 


and + Obligations. 


Artistic 3 Dentistry. Brown, E. Parmly. 136. Disc. 


Position That Dental Surgery is Destined to Oc- 
cupy in the Future. 154-155. Abstract. 

Erection of Professional Air-Castles by Young 
Dentists. Robinson, W. H. 155-156. Abstract. 

Artistic Dentistry. 159. 

Dentistry and Dental W. Wag in Relation to Med- 


icine. All 

Our Dental Chileges” 346- 

Comments on Modern Dendaery. Weld, G. W. 281- 

289. Comment. 369-372. 

The Delavan College. 314-315. Ed. 

American Dentists Abroad. 392-393. Ed. 

Recognition of peer by the Medical Profes- 
on. 403-406. 

Dental Education. Shele, M. L. 420-423. Disc. 

The Study of Dental Surgery and the Means There- 
to. Tomes, John. 426-433. Abstract. 

The “Recognition” Question. 433-434. Ed. 

The Coming Dentist. 470-471. Ed. 

Dental Education. 475-476. Abstract. 


Kansas State Den. Assn. Trans., 1876. 
Prospection. Patterson, J. D. 29-31. 


minary (Dental), I, 1879-80. 
Dental Education. Mason, J. M. 15. 
The Duties of the Dentist. Ford, W. W. 47. 
How To Succeed in Our Profession. 48. Ed. 


uminary (Dental), III, 1881-82. 
A gene Swindle. (Wisconsin Dental College.) 39. 


Luminary (Dental), IV, 1882-83. 
Dental Education. Miller, R. J. 2. 
Dental Education. Gorgas, F. J. 8S. 61-62. 
Dental Education. Coyle, J. H. 62. Dise. 62. 
Education. Allen, T. M. 62. 


Luminary (Dental), VI, 1884-85. 
—- Without sor Ability Does Not In- 
re Success. ‘B Brophy, 3. 
Enthusiasm in Dentistry. Brophy, nm @.. & 
Progress in = and Artistic Dentistry. Par- 
sons, BE. 30-31 


L (Dental), VII, 1885. 
Valedictor? Address. (Graduating Class of Univer- 
or rene, Dental Department.) Gorgas, 





Maryland State Den. Assn. Trans., 

Report of Committee on Dental Bducation. ‘Noble. 21- 
24. What is the Future Status of Dentistry to 
Be? Mills. 55-59. 

Michigan State Den. Assen. Trans., 1877. 

Dental Education. Perry, T. R. 45-47. 

A aes on Dental Education. Holmes, EB. 8. 

The A. aay of Gperative and Mechanical Dent- 


ry 
The Deparetion at’ Mechanicai From Operative Dent- 
istry. Thomas, G. R. 53-60. Disc. 60-66. 


Michigan State Den. Assn. s., 1879. 

Dr. Thomas’ Circular as Revised. (Dental Depart- 
ment of the University of Michigan.) mn 

Dental Education and Etiquette. Taft. 57-59. 


Michigan State Den. Assen. Trans., 1880. 
Dental Education. Cowie, Henry. 66-60. 
The Practice of Dentistry. Closson, W. F. 70-75. 


Michigan State Den. Assn. Trans., 1881. 

Discussion on Dr. Metcalf’s Resolutions. (U. of 
wicnigan Chair of Mechanical Dentistry Abol- 
ished 27-47. 


The a of Deptt to Motidne. McGreggor, 
B. 59-61. se, 4882, 87 


Michigan State Den. Assen. Trans., 1882. 
An Allegory. yy oe Dental Profession.) 


son, J 


sen. Trans., 1 
Discussion 0 on “ne ine Work = the Dental College U. M. 
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Missouri Dental Jnl, VIII, 


Letters to a Yoret Dentist. ire s Dentistry as a Pro- 


The List of Dentists in Ohio. 
Dental Education. Hodgkins. 235-236. Selected 
Are There Too Many Dentists? 429-432. 


Missouri Dental Jnl. 
Remarks on the Status of the Dental Profession, With 
a Glance at = Material Out of Which Dentists 


ere Made. 
Dental Education. Spalding, C. W. 72-74. 
Spal ing, Cc. W. 101-103. 


Our Dental Colleges. 
A New Dental College in Prospect. 161-166. Reply, 
217-219. Corrs. 

List of Dental Graduates. 167-212. 

Dental Students. Wilson, I. P. 


-228. 
tee ae F College of Dental Surgeons. Spalding, 


Remarks by Prof. Huxley. (At the Distribution of 
Prizes to the Students of the London School of 
Dental Surgery.) 404-410. Selected. 


Dental Education and Reform. 421-431. 
The wha of Dentistry. Morgan, W. H. 492-495. 


Selec 
What is Deatiotry? Miles, John D. 515-516. 
Study of Dentistry. Judd, 519-530. 
Advice to Students of Dentistry. 550-552. 
Dental Surgery as a § ialty, of Medicine. 
head, 553-555. 
Dental Education. Campbell, J. 579-586. 
Missouri Dental Jnl., X, 1878. 
American Diplomas in Canada. 299-300. 
Report on ucation. 432-433. Disc. 434-437. 
The Basis of Scientific Progress. Farrar, J. N. 545- 


552. 
Is Bestistes a 7.2 Specialy of edisine? Smith, C. Stod- 
dard. 


Birk- 


Missouri Dental Jnl., XI, 1 
The Defects Apparent in the "irene ayetem of 
Dots Education. Eliot, Charles W. 40-42. Ab- 
Dental Colleges. 


176-177. Ed. 239-240. Ed. 204- 
206. Corres. 


Discussion on Dental Education. 217-220. 

The “Lancet” on the Title of Dental Surgeon. 403- 
406. Selected. 

Opening of the New Dental Colleges. 421-422. Ed. 

mar and Post hemes Education. Gerhart, H. 


The Report of the, Section on Dental Education. 531- 
532. Di 532-536. 


‘ sc. . 
American Diplomas in Canada. 537-539. Selected. 
aes Set ae Nullus. Ward, George. 637-641. Se- 

ected. 


Missouri Dental Jnl., XII, 

—__, os 6-15. 61- “1 ae 98-194. Ed. Criti- 
cism 

Amount of peetiot ey oD Done in the United States. 
Farrar, J. N 180. Selected. 

Petition to Establish a Dental parwertment in the 
Iowa State University. 188-1 

Association of Surgeons Practising re § Surgery. 
(Dental Education). Cattlin, W. A. 194-202. 

Report of Section Two on Education. dian J. N. 
241- Dise. 

Sucgeey in Dental J. J. 349- 

A Plea for Dentistry. Pearson, R. J. 426-428. 

Practice of Dentist Stockton, C. A. 446-452. Ab- 
stract. Dise. -454. 

Address Introductory to the Twenty-sixth course of 
Lectures in the Pennsylvania , sGollege of Dental 
Surgery. Lilch, Wilbur F. 

Discussion on Dental Education. Tie 47. 


5-265. 
Practice. Creswell, 


a Naw Berta Galoge’™ Wiaconnts: Den 
ew ntal Colle sco 

ee ae ae Ze nsin tal College.) 
Dental eeceites in Germany. Ottofy, Louis. 57- 


The Position. of the Dentist. 92-94. Selected. 
Report of the Section on Dental Education. Crouse, 
Broph L. Cc. 108- 


| itn” and Ingersoll, 
Is Dentistry a Specialty of Medici ; 

rag 8 5° cine? Ingersoll, L 
Dental Education in England. 139. 


Detective —_ Edu re Le a nt tet 
merican Pro an ou - 
A ogtaee ng ntistry. 202 
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American Supremac 205-207. Selected. 
Eclectic and’ Conservative Dentistry. Baton, A. V. 


Specialism; and on the Influence of Medical Scieoss 
ry Modern Civilization. Saunders, Edwin. 337- 


-381. Ed. 
Pine ‘Colleges. Richardson, Joseph. 
79-480, Ed. 


Society. Resolutions Con- 
Wisconsin Dental College. 


472-474. Selected. 


Concerning 
433-439. 4 


Wisconsin State Dental 
demnatory of the 
Bo —y -- t H 
us rees a ome. 
Besopenn and America Deer Compared. Bar- 
rett, MR. ¢ C. 481-487. Criticism, Vol. XIV, 178. 


Selec 
The Dental ‘School. 502-504. Selected. 


Missouri Dental Jnl., XIV, 
Dentistry and Medicine. Cam bal ‘J. 1-8. 
Dental Reform. (From Our nglish Correspondent) ) 
3-8. Criticism, 186-188. Corres. Correction 
Congetatng Dental Colleges. Flagg, J. Foster. 95 oa. 28. 


lected. 
Dental School in Havana. 506-507. Trans. 


Missouri Dental Jnl. XV, 1883. 
Be Tolerant. (Dental Research.) April. 
Babes in the wees or Fn roe Dentists.” 
Cc. M. May. 66-70. Selected 
Rapid Strides Whieh Dentists Has Made Durin bv 


45-46. Ed. 
Wright, 





Last Two Decades. mq, S. H. June. 132- 

Plain Words. (itucated ntists.) Brown, R. 
Wood. July. 158-1 

Need of Professional Education. Pickard, J. L. 
Aug. 193-198. 

Present Systems and she Impendin Education. 
Thompson, A. H. Au 201-208. Disc. 209-214. 

Study. Sept. 284-286. Ed. 

Dental Education. Steel, Charles L. Oct. 309-313. 
Selected. 

Where the Pegooeeany Lies. (Dental Education.) 
Oct. 331-332. Ed. 


Missouri State Den. Assn. Trans., 1882. 
Progress of Dentistry. Fuller, A. H. 139-142. 


Monthly Review of Den. Surgery, IV, 1876. 
The Present Position of the Dental Profession. 333- 
The New Dispensation of Dentistry. 383-385. 
Clinical Lecture on the Sco of —_ Surgery. 

Cartwright, Hamilton. -414. 4 illus 


Monthly Review of Den. Surgery, V, 1876-77. 
On the Present Position of Dental Surgery. Tomes, 


, John. 61-65. Selected. 

The Dental Student. 155-156. Ed. 

Educational ~ artment. 173-200. 

ddress : Education. Alichin, W. H. 237-238. 
AStpoes : Dental Education. Clark, Andrew. 238- 
Address: Dental Education. Evans, G. H. 240-241. 


The Dental Profession an Anomaly. Weiss, Felix. 

243-245. Corres. 
The Dublin Dental Dis apenener. 299-300. Ed. 
the Dental Profession. 


The sperm Position o 347- 
Royal College of Surgeons of Ireland and the Den- 

tal Diploma. 7- 
School. 


The Dental Hospital of London Medical 
(Distribution of Prizes.) 567-575. 


nthly Review of Den. Surgery, VI, 
The Woy yal eee of Surgeons and the —_— 


Re Irish Dental Diploma. 68-82, 102-104. Ed. 191- 
Dental Reform. Cartwright, Samuel. 96-98. Corres. 
The Dental Student and His Studies. 101-102. Ed. 


Dental Diploma. 118-1 
An Address on the Value of Dental Education as 
Means to Dental Reform. Coles, Oakley. 128. 


130. 

Educational Section. 131-170. 

Conference of Dentists in Edinburgh to Consider the 
Future Position of the Dental Profession in Re- 
ard to Means of Education, in the Event of the 


Se Registration Movement Being Success- 
171-172, 219-220. Ed. 246-283. Comment, 
oo: 298. Selected 


Address: Prospects “oe the Profession of Dental Sur- 
gery. Rymer, Samuel 234- 
The re, Collere of Surgeons and the Dental Memorials. 


Ed. 328-330. 
The “Lancet” on the College of Surgeons. 337-340. 
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Monthly Review of Den. Surgery, VII, 
The Scotch Dental Education Committee. 32.34, 
222, 526- 454-457. 


328, 

The “Lancet” on the College of Surgeons and Den- 
tists. 49-51. 

Distribution of Prizes The Dental Hospital of Lon- 
don Medical School. 204- 

Distribution of Prizes National ‘Dental Hospital and 
College. 208-210. 

The Advancement of the Profession. 231-234. Ed. 

Address. Richardson, B. W. 256- 

Educational Section. 317-320, 329-368. 

The Royal Comeae of AaB in Ireland. 323-325. 
Ed. 415-417. Ed. 457-460, 507-509. Ed. 

Introductory Address Delivered at the London School 
of Dental Surgery. Coleman, Alfred. 438-443. 


Monthly Review of Den. Surgery, VIII, 1879. 
Dental Education. 1-2. Ed. 
The Sanne University of Philadelphia. 91-92. 


Dental. "Education. 94-96. 


Faculty of Physicians and Surgeons of Glasgow. 


Regulations to be Observed by Candidates for the 
Dental Diploma. 107-111. 

National Dental as and College. Distribu- 
tion of Prizes. 204-210. 

Address at the Distribution of i riees. National Den- 
tal Hospital. Saunders. 207-2 

Questions at Class Examinations , Oe School of 
Den. Surgery and National Den. College.) 222- 


The “Lancet” and The Title Dental Surgeon. 282- 


284. 

The Dental Hospital of London Medical School. 
(Distribution of Prizes.) 

Address at the Distribution of Prizes, Dental Hospi- 
tal of London. ex -315. 

To the Dental Student. 323-32 Ed. 

Educational Section. 332-376. 

Dental Education in Glasgow. Morison, J. C. 423- 
424. Corres. 

The nee of Professional Education. 425- 


Dental Surgery at General Hospitals. 471-473. Ed. 

American Dental Association. (re Education.) 509. 

het Pg Physicians and Surgeons of Glasgow. 

Address at Opening of Edinburgh Dental Hospital 
and School. Imlach. -548. 

Resume of What Has Been Done in Edinburgh in the 
Way of Dental Reform. Smith. 548-551. 


National Dental Assn. Trans., 1879. 
Dental Education. Wright. 8. 
Dental Education. Mason, J. M. 9-11. 


Dise. 11-12.. 


New England Jnl. Dentistry, I, 1882 
Dentists as Specialists. Parmele, George 65-68. 
A Plea for Individual Investigation. , 2m, will 


H. 367-374. 
Criticism. Atkinson, Wm. H. 390-393. 


New England Jnl. Beatles » II, 1883. 

Education. Robinson, J. 4-278, 

What Difference Does It Make to Me eee It Dips 
Down or Dips Up? (Theories.) 403-405. Bd. 


New England Jnl. Dentistry, III, 1884. 

The Dental Art as Viewed at a Frenchman, Dr. Gas- 
pard Guillot. 37-39. Ed. 

To the Presidents of the Dental Colleges in the 
United States of America. “Doctors of Dental 
Surgery.” Petermann, Adolf. 290-292. Trans. 

Speiee. in Py ‘cece. of Medicine. Pye-Smith. 


Pierce. 327- 
398-408. 


ecte 
Report of Section on Dental Education. 
The Specialty of Dentistry. Black, G. V. 


New Jersey State Den. Soc. Trans., 1877. 
Dental Colleges. Hayhurst, J. 58-60. 


New Jersey State Den. Soc. Trane 1879. 
Our Mission. Palmer, James 61-63. Disc. 64-74. 
The venetioe of Dentistry. “Hayhurst, J. 76-77. 


Dis 78-81. 
The Elevation of the Dental Profession. Levy, F. W. 
106-109. 109-115. 


. Dise. 
Dental Education. Geran, P. J. 116-117. 


New Jersey State Den. Soc. Trans., 1880. 
Dentistry. Stockton, C. S. 171-179. Dise. 179-181. 
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De liste eT. Medical nS Palmer Jas. G. 
ntis ry Z ‘ 
124-126. Disc. 126-128. 


New Jersey State Den. Soc. Trans., 1884. 
Higher Dental Attainments. Palmer, James G. 46- 
47. Dise. 47-56. 


° _—— III, 1877. 


w York Odeontological Soc 
. St. George. 99- 


Skul. verses Resta Elliott, 
104. Dise 


New York Odontological Soc. Trans., 1881. 
The ae poy That Dental and Oral Surgery is Des- 
tined t gh tees A in America. Brophy, Truman W. 
37-41. Dise 


New York Odontological Soc. Tra 
oer to a Division of Dentistry. 
. 114-119. Dise. 119-130. 


New York Odontological Soc. Trans., 1883. 
Mistakes and Failures. Brackett, C. A. 130-136. 
Dise. 136-142. 


New York Odontological Soc. Trans., 1885. 
a in England. Waite, William H. 


1882. 
“Palmer, Jas. 


. Trans. 


New York State Den. 876. 
Whitney “Memorial 


Establishment of the Prize 
Fund.” 7-9. 
New York State Den. Soc. Trans., 1877. 
Dental versus Medical Practice. Hawes, A. C. 40-44. 
Dental Science. Palmer, 8S. B. 69-73. Dise. 73. 


New York State Den. Trans., 1878. 
ae ee. Brush, George W. 28-34. Dise. 


New York State Den. Sec. 
Aanypney “ a Condition as Selentitie * progress. 
See. ¢ Smith. 18-31. 
Aéentat on in Dental Practice. Daboll, G. C. 39-41. 


New York State Den. Soc. Tra 
Status of Dentists as Men and nk Atkin- 
son, W. H. 44-45. 


New York State Den. Sec. Trans., 
Ropes of the Committee on Dental Practice. 104- 


Report of the Committee on Dental and Medical Col- 
leges. 108-111. 

Common Sense, A Most Valuable Factor in Dental 
Practice. Marvin, C. A. 124-133. 

ag x Progress in Dentistry. Palmer, S. B. 


New York State Den. Soc. Trans., 1882. 
Professional Duties and Practical Suz gestions. Fran- 
cis, Chas. E. 42-48. Disc. 48-58, 


New York State Den. Soc. Tra 
A Revised List of Reputable Dental Cone 8. 
Dental Students. Brown, E. Parmly. 83- 


New York State Den. Soc. Trans., 

Why the Baltimore College of Dental = rgery Should 
Not be Stricken From the List of Reputable 
Schools Recognized by the Society of the State 
of New York. Winder, R. B. 48- Dise. 53-60. 

Recoghition of the Boston Dental College. Follett, 
John A. 62-63. Disc. 63-64. 

Some Recent Events Connected With the Postal Pro- 
fession in England. Waite, W. H. 97-1 


News, (Dental, Knightstown, Ind.), I, 1878-79. 
Discussion on Dental Education. Jan. 


34-42. 


The Status of eee. and the Profession in 
Texas. March. 
Dentistry in otk, March. 4. Corres. Ab- 


stract. 


News, (Dental, K 
Dental Students. Nort 
Common Sense vs. Diplomas. 


134. 138 Ed. 
Criticising the Critics. 123. 
News, (De wn, ind). IV, 1881-82. 


ntal, Knightsto 
History of Ohio Dental College. 15-1 
After Thirty- ant Years’ Practice. Chase, Henry 8. 


98-99. ected. 
Dental duction Abroad and at Home. 124. Se- 
lected. 


itstown, Ind.), III, 1880-81. 
Gustavus. Corres. 
112. Comment, 124, 
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News, (Dental, Knightstown, Ind.), V, 1882-83. 
The Divorces and Some Small Things. (re the Two 


i. of the Profession.) Shelton, M. E. 
Dental ‘sducation. Swim. Ave .t 
bebe ~~ get Tell Us of the ight. Shelton, M. E. 
ept. 
The Dentist. Oct. 3. Selected. 
News, (Dental, Knightstown, Ind. De vi, = ee 
Dental Education. Morgan. Dec Selec 
uality vs. Quantity. (re Dental education) » » 1. 


ntistry. ullis, J. B. 33-35. ecte: 
Thoughts for Our Younger Brethren. 


Sept. 


News, (Dental, Knightstown, Ind.), VII, 1884-85. 
The Dental Student. 101-102. Selected. 
The Dental Profession in Nashville, Tenn. Shelton, 

M. EB. 122-124. 

Soliloquy of a Dental Hobbyist. 158, 159, 160-161. 
Odontographic Jnl., II, 1881-82. 

Preliminary -'. Ee 23-24. 

Buchanan and Bogus Diplomas. 24. Selec 

The Philadelphia Dental College Syllabi of “Studies 

in Operative and Prosthetic Deas. « 49. 
Wise — <oees. (Elegant Diploma and 


55- 
The Petiicdeipnia Dental College Syllabi of Studies 
in Anatom Pageness and Surgery. 71-77. 
Dental Education ‘omes, John. 85- 
The Philadelphia Dental College Syllabi of Studies 
in Chemistry and Materia Medica. 111-114. 


Odontographic Jnl., III, 1882 
Education of Dentists. Allport, 


ted. 
Watt, George. 


-83. 
W. W. 56-57. Se- 


lected. 
The Wisconsin Diplomas in Germany. Bishop. &- 
85. Selected. 


Odontographic Jnl., IV, 1883-84 
Spocesiation, Atkinson, Ww. H. 
The Value of Diplomas. 160-161. 


V, 1884-85. 


132-133. 
Selected. 


Odontographiec Jnil., 
Report on Colleges. 
Dental Students. Brown, BE. Parmly. 


Odon testa me Jnl, VI, 1885. 

Dentistry: Science’ Born of Medicine. Toasts. 
Dodge, i Smith, St. John Rvoosa, D. B., Bangs, 
F.N., Reid, Whitelaw. Rowe, George Faweett. 
Rich, John B., Garretson, James E., Barrett, W. 
c., Aghipece, William H., Allport, W. W., Shep- 
ard, L. Kingsley. 11 “41. 

Why the ‘Paltinone College of Dental Surgery 

Should Not be Stricken From the List of Repu- 

saare, weneete. Winder, R. B. 112-117. Disc. 


139-142. 


Odonteo mn. Trans 
nee. ‘of “Foreign 1 "Practice Guilford: 8. H. 67- 
70. Dise. 


Ohio State Dental Soc. Trans., 187 

Can a Dental Student Best Pursue "His Studies in 
Colleges Which are gee Dental, or In- 
stitutions in Which Both Medicine and Dentistry 
are Taught? Smith, H. A. 70-73. Dise. 73-81. 


ihio State Dental Soc. Trans., 1880. 
Dental ay Hunter, F. ‘A. 19-21. 1 table. 
Dental Soc. Trans., 1881. 


Ohio State ee 
Dental Education. Robinson, J. A. 57-66. 
Some Evils and Their Remedies. Kempton, Wil- 
liam D., 66-70. 
ne of Medicine and Dentistry. Pooley, J. H. 


Ohio State Den. Soc. Trane. 1882. 
Dental Progress. Warner, J. H. 22-24. 
Ohio State Den. Soc. 
Dental Education. 


Wecresen i i 14-17. 
Dental Education. Smith, H. A. 24-25. 
State Jnl. Den. Sci., I, 1881. 
The Baucation of Dentists. 6-11. 
a oe & Sapcteste for Medical Honors. Bet- 


Professional Education. 48-49. Corres 
Address to the Graduates of no Ohio ayrteee of 
Dental Surgery. Kelly, Geo. 


The Long Desired Recognition. (Pere! Section in 
American Medical Association.) 159-161. Ed. 
Shail Dental Surgery Be Subdivided? 161-163. Bd. 
Dr. Adolf Petermann’s Dental eo for 1881. 
(re Selling Diplomas.) 181-184. 

The Duty of the Hour. Cornelius, J. Ww. 
oa a and Mechanics. Case, 


Dental Stupidity. Robinson, J. A. 282-285. 
Abolishment of the Chair of Mechanical Dentistry 
at Michigan. 291-297. 308. Ed. 


269-273. 
Calvin 8. 


Den. Sci., Il, 1882. 

Dental Education. Kells, Edmund C. 72-77 

The Autumn Bride. (re Dental Divorce.) Robin- 
son, J. A. 82-83. oem. 

What Must Be the Preparation for the Successful 
Practice of Dentistr >. =e Future? Kitchen, C. 
A. 160-164. Disc. 164-1 

What is Your Name? Or ices by Your Works. 

ow, J. EK. 172- 175. 
Commencement Address. Brown, S. B. 268-270. 
The wo nee of Dentistry to Medicine. Ailport, W. 


-277. 
Specialty 3 ? Or Not? 288-289. Ed. 
Mew Departure in Dental Education. 294. Ed. 
Dental Education. 375-376. Ed. 
Use Your Tools. (Scientific Knowledge.) Row 378. Ed. 
Thought and Action. Robinson, 418-421. 
Remarks on Constitutional Treatment. (Dental Ed- 
ucation.) Polytes. 
503-504. 
Spence, J, 


Ohio State Jnl. 


The Relation of Dentistry ‘to Medicine. 
Corres. 

A New Feature in Dental Education. 
Stewart. 550-551. Corres. 

Dental Colleges. Berry, A. 593-595. 


Ohio State Jnl. Den. Sei., III, 1883. 
Natural Abilities and Mental Attainments Requisite 
$e C. Practice of Dentistry. Webb, Morrell A. 


Dental Education. Swain, E. D. 105-1 

Thoughts for Our Younger Brethren. 

Correiation of Force, and Other Things. 
sional Success.) 143-146. Ed. 

Vvaeeete Address. (To the Graduates of the In- 
diana Dental College.) Kirk, 8S. T. 166-170. 

The : omen Dental Question. (Education.) 173- 


(To the Graduates of the Ohio 
Buffett, L. 201- 


Wright, 


13. 
136-137. Bd. 
(re Profes- 


Valedictory Address. 
—_ le. of Dental Surgery.) 
300-301 E 


Babes” in the ‘Woods or “Medical Dentists.” 
Cc. M. 208-213. Correction, 351-352. 
Ohio College of Dental Surgery. 213- 215. 
Our Glorious Profession. 243- Ed. 
Effects and Causes. (Science of Dentistry.) 
249-258. 299-300. 


Rob- 
inson, J. A. 9- 
‘The, Ameria anne in lee , ew wil- 


elm 
Collegiate Department of the Chicago Dental Infir- 
mary. f 
Discussion on Dental Education. 577-578. 


Ohio State Jnl. Den. Sci. IV, 1884. 
Our Chosen Profession. Williams, I. 23-28. 
The ‘ey of Progress—Then and Now. Robinson, 


Are We Professional Men. Sage, Frank W. 57-66. 

The Nature of Dentistry. foseee, Stewart J. 73-77. 

Is a Preceptor a Nuisance? 96-97. Ed. 

Dentistry. Tullis. J. 135-137. 

weer to Graduates. (Ohio Prof of Dental Sur- 
ery.) Hunter, Frank A. 

Dentistry and Its Present Status. Davis, K. B. 160- 


1 
Dental Edy Education. Fraenkel, Wm. 174-178. Answer, 


Our Profession. North, oa 182-184. 
The Dentist. 187-189. Selec 
Class Valedictory. (Dental ‘Department, State Uni- 
versity of Iowa.) Sinton 269-273. 
The Higher Education. Moody, J. D. 305-313. 
om on Dental Education. 340-342. 
A Plea for Education. Paine, Geo. L. 372-374. 
whee Shall the Harvest Be? Kells, Edmund. 375- 


Post Graduate Work. (Outline of -Post Graduate 
Work, Dental College University Michigan.) 476- 


477. Ed. 
Meeting of College Faculties. Betty, EB. G. 480-490. 


The “Ohio, Dental ‘college. 


isi Corres. 
Dentistry in the U. 52. 


For index and key to classification numbers, see pink sheets. 























Ohio State Jnl. Den. Sci., V, 1 


885.—Continued. 
She Sees Profession. Hayes, Fred. Hooper. 153- 


Dentistry ‘Then and Now. James, C. H. 161-165. 
Progress of Dental Education. Arnold, Otto. 166- 
Dise. 171-178. 

Pro 8s of Dental Education. Berry, A. 168-170. 
ise. 171-178 

Is Reatistsy a Distinct Profession? 178-180. Se- 
lected. Comment, 238-2 

The Education of Dentists. 243-246. Ed. 


The Report of the Committee on Curriculum. 432- 


433, 
—— : 


‘Its’ Past, Its \———- Present, and 
rilliant Future. 


Brown, armley. 474- 


Are We Retrograding? If so, Why? 530-533. 
The Class of Men Needed in the Dental Profession. 


5387- Selected. 
A le of Advice to College Students. 548-550. 


Pennsylvania Jnl. Den. Sci., III, 1876. 
The — —- oy Dental Science to Medicine. 
mond, Wm. A. 31-32. Abstract. Disc. 33-34 
Dental Haucation: Welchens, 8. 47-53. Selected. 
The ep pertagce of Dentistry. Hamilton, Frank H. 
Dise. 106-107. 


ma (re Dental Education.) Hodgkin. 140-144. 

Dental Education. Keely, w. -23 

Dental Address. (Seience’ of Dentistry.) Klump, G. 
W. 223-229. 

Dental Education. 243-247. 

Dental Education. (Pegestent's Address.) Coy, B 
F. 289-293. Disc. 248-249. 256-265. 

Inter-Relations of Medicine and Dentistry. Armes, 
S. E. 307-314. Selected. 

Dental a Failures and Successes. Dixon, 
F. bstract. 


How Can I Best Answer the Interest, or Add to the 
Reputation of My Profession? (Presentation of 
a Medal to Dr. Allen.) 376-380. 

On the Profession of Dental Surgery. Tomes, John. 


. Corres. 
M. D. 8. Ambler, J. G. 419-422. 


Pennsylvania State Den. Soc., Trans., 1878. 
aon a Professional Education. Gerhart, H. 


Pennsylvania State Den. Soc. 1879-80. 
Dae: Its Opportunities and Obligations. Peirce, 


Dental Education. Smith, D. D. 71-77. Dise. 77-81. 


Pennsylvania State Den. Soc. Trans., 1881. 
Women as Dentists. Baird, E. J. 28-32. Disc. 32- 


The Departure Needed. (Advancement of the Stan- 

Gan of the Science and Art of ee Van 
rsdel, W. E. 43-46. Disc. 46-4 

The »- 3 Which® ‘Prompt Men to ‘Pater the Dental 

pps Miller, William B. 56-59. Disc. 60- 


Pennsylvania State Den. Soc. Tra 1883. 
President's Address. (The Scientific Method in 
Dentistry.) Green, J. C. 9-14. 


Pennsylvania State Den. 
Too Little of a Good Thing. 
ton, G. G. 42-44, 


Soc. Trans., 


1885. 
(Education. ) Temple- 


Practical Dentist, (Elgin, Ill.), I, 1883-84. 

The, ——~ ~ontoe Discipline of Work. Jan. 2-3. Se- 
ecte 

To Young Practitioners. Sept. 1-2. Selected. 

Address at the Annual Distribution of Prizes. (Den- 
Stet. Segottal of London.) Heath, Christopher. 


Practitioner (Dental), I, 1880 (See Vol. II, Inde- 
Practiti r.) 


How to Succeed in Our Profession. 145-147. 

Ideal Dentistry. Stockwell. C. T. 191-194. 
Dental Education. Perine, George H. 425-426. 
Correlation Between Medicine and Dentistry. Angell, 





A. F. 439.440. Corres. 

Dentists in America. 502-503. Per ess 
Practitioner (Dental), , 

Address. (Profession of " Dentistry.) Stellwagen, 
Thos. C. 49-52. 

The College Experience of Silas Dean. Dean, Silas. 


The Omitted Chapters. 
. Ashley. 81-82. 


(Dental Education.) Faught, 
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Mang Men of Many Minds.  iethede in Dental 
Hi amy een Tie “Selected. 

8 to nners. ~ 
Thoroughness in Dental Operations. Guilford, 8. 


H 
Dentistry in the Back Woods. Green, A. M. 120-121. 
. and New. 129- 
A Few Queries on the Subject of Dental Education. 
Dean, Silas. 131-132. orres. 
wove We Too Many Dental Colleges? 153-154, 170. 


Introductory Lecture by the Dean of the Philadel- 
phia Dental Co'lege and Hospital = Oral Sur- 
a ry. Garretson. 161-165. Abstra 
The Pennsylvania goes of Dental Soapeny. (Edu- 
cation.) 165-166. 


Practitioner (Dental), II 
Woman. (In Dentistry.) 28 0. "Cicement, 64. 
Vetagiotety Class Address. Jameson, G. L. 8. 59- 


Special Preparation for Practice. Iago. 


Practitioner (Dental), III, 1885. 
The Abstract in Practice. 44-46. en 
Ideal Dentistry. Metcalf, W. H. 49-51. 
(re Dentistry.) Leffmann, Henry. 76- 


187-188. 


An ee 

A Letter bef ~- Reading. (ré Practice of Dentistry.) 
q ‘orres. © 

Dental Snobbery. LEilims. 109-112. 

An Ideal. (In ractice.) Mail, W. R. 149-152. 

Professional Competition. 187-188. Ed. 


rd (Dental), I 
ualified Dental hl Weiss, Felix. 44. Corres. 
ddress at the Distribution of Prizes, Dental Hos. 
pital of London. Owen. 59-63. 
Discussion on Dental Education. 81. 
Educational Section. 132-144. 
Apprenticeship and the Preliminary. 188-189. Ed. 
Provincial Dental Education. 222. Selected. 
The Use of Titles. 233. Corres. 279. Corres. Vol. 
II, 184-185. Corres 
The Profession As It Ts. 247-249. 


“ea Inquiry. Smith, John. 267-274. 280-281. 


rd (Dental), II, 1882. 
Ra and the Pratmieery.. 45-47. Ed. 
The Dental Curriculum. 226-228. Disc. 228-234. 
The -—* of Dentistry to Medicine. “Allport, w. 


W. 253-258. 
Misoer Dental Education. Ottofy, Louis. 258-259. 
ected. 
Fhe Tensetnes © of Dental Surgery. 286-287. Ed. 


Cc 
Addresses at National Dental Coltese. (The Annual 
Distribution of Prizes.) 313-317. 
The Royal College of Surgeons in Ireland. (Ques- 
tionable Grantin me of ve Diplomas.) Stack, 
R. Theodore. 
Addresses at the Sail ‘Hospital of London. (4p: 


nual Distribution of Prizes.) Underwood, 
. K. and Saunders. -377. 
The Preliminary ee 381-382. Ed. 


Sg oe Section. 385-404 
he Connection of Dental With Medical Education. 


416-419. 
The a Diploma: What It Is, and What It Is 
Hutchinson, 8. J. 429-430. 
The TGiattations of Dental Surgery. Gaddes, Thomas. 
536-546. 1 illus. Dise. 546-552. 


Record (Dental), IIIf, 1883. 

Discussion on “Does the Curriculum for the Dental 
Student as Carried Out at Present, Fulfill 
the Requirements of the Profession?” 181-185. 

Dental Education in Manchester. 

Adéress at the National Dental Hospital and Col- 


lege. Distribution of Prizes. Wells, T. Spencer. 
281-284. Remarks. 284-285. 
Appegatiowshs 309-312. 
Use of Titles. 329-331. Corres. 


Addresses at the Dental Hospital of London. (An- 
nual Distribution of Prizes.) Heath, Christopher 
and Underwood, F. Ken. 370-374. 

Educational Section. 385-409. 


Future of Dental Surgery. Gaine, Chas. 419-421. 

Present Systems and the imponcing Education. 
Thompson, A. H. 474. Abst 

Doom Students * ee Hospital. 477, 521- 

Dentistry as a Profession. Parsons, E. 516-517. 


Abstract. 


Eclecticism and the Extremists. Thompson, A. H. 
560. bstract. 
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Record (Dental), IV, 1884. 

Dental Schools. 47-48. Ed. 

The Scientific seethes in Dentistry. Green, J. C. 83- 
M4 


. Abstrac 
Dentistry and tts Present Status. Davis, K. B. 237. 


Abstract. 

Dental Education. Fraenkel, W. 238. Abst 

Addresses National Dental Hospital and College at 
the Annual Distribution of Prizes. 5 

Address National Dental Hospital and College at the 
Annual Distribution of Prizes. Broadbent. 276- 


278. 

The D. D. S. in Burope. Quincy, J. L. 281. Ab- 
stract. 

Dentistry as a Branch of General Surgery. Pye- 
Smith, R. J. 311-320. 

a, Attainments and Popular Needs. Pal- 


327-3 Abstract. 
The "iMigher hessation. Moody, J. D. 375-376. Ab- 
stract. 
Educational Section. 385-412. 


Inaugural Address. Hunt, W. A. 420-421. 
Dental Education. 477-478. Abstract. 
The Diploma Traffic. 571. Ed. 


Record (Dental), V, -1885. 

The Diploma Traffic. 92-93. Selected. 

Liverpool Dental Hospital. (Discord Between the 
edical and the General Se a 236-237. 
Corres. 238-239. Ed. Corres. 

The Legal Power of the Colleges. 287. Ed. 

American Degrees. Barrett. 324-325. Abstract. 


Address at the National Dental College. (Distribu- 
tion of Prizes.) Carpenter, Alfred. -356. 
Address at the Dental Hospital of London, Distribu- 

tion of Prizes. Bennett, Risdon. 356-359. 

Some Recent Events Connected. With the Dental 
Profession in England. Waite, W. H. 376-377. 
Abstract. 

Our Professional Standing. Black, G. V. 378-379. 
Abstract. 


Educational Section. 385-419 
The RY and Fears of Dentistry. Coles, Oakley. 
2-550. Selected. 


Register (Dental), XXX, 1876. 


Dental Manipulation. Doud, A. 26-29. 

The Relations of Dental Science to Medicine. Ham- 
mond. -91. 

The Importance of Beatin. Hamilton, F. H. 123- 
127. Dise. 127-129. Abstract. 


ay Past and Present. Carnochan, J. M. 137. 

strac 

Michigan University Dental Department. 147. Ed. 

Examinations. (College.) 185-1 E 

Essential Elements of Success in Dental Practice. 
Davis, K. B. 382-391. 

Educational-Students. 408-409 

A Lady D. D. 8S. 400-410. Ed. 

Dental Education. Coy, B. F. 485-491. Selected. 

Dental Education No. 1. Scott, J. Clark. 522-529. 


Register (Dental), XXXI, 1877. 
Dental College Education. Smith, H. A. 21-25. 


Women in Dentistry. 100-1 

Address. (Graduating Class, Ohio Dental College.) 
Waye. BE. J. 1 50. 

Dental Education. Spalding, Cc. W. 174-176. Select- 

Address. (Graduating Class, University Michigan.) 
P_. . A. T. 185-1 
ress 


. (Senior Class Dental College University 

Michigan.) Thomas, Ga. 9 200. 

The Future of Dentistry. Morgan, W. H. 384-386. 

What is Dentistry—The Dignity’ of the Profession— 
The Syagere - Which It Should Be Raised. 


Miles, J 
Professional Status, a Education. Thaxton, W. 
W. H. 459-462. Disc. 416-417. 
Register (Dental), XXXII, 1 
an: ~~ - comme Fillebrown, Thomas. 45-53. Se- 
oe x the Dental Profession. Armor, 8. G. 
Dental Education. Rawls, A. 0. 133-148. 
Graduation Address. Field, Geo. L. 177-1838. 


A New Dental College. (University of Pennsylvania.) 
263-204. Bd. . 4 


Professional Duties of the Dentist. Kelsey, C. L. 
278-281. Dise. 340-343. 


Restgnetion and Reorganisation of the Ohio College 
of Dental Surgery. 309. Ed. 


ster (Dental), XX XIII, 
Have We Not a, aan sr 4 Dental Schools? 76-77. 
How to Select. 
"(Protession of Dentistry.) Morgan, W. H. 
4 


Professional Education. 260-262. — 

A New Dental College. (California.) 267-268. 

Address. (Dentistry—Its O rtunities and ovlige- 
tions.) Pierce, C. N. 

Pxamination for Admission to Dental Department 
University of Michigan. 486-489. Ed. 

Me and Him is Geadyretes of the Same College. 
Robinson, W. H. 376-381. 

Inductive and meweatire Methods of Study. Betty, 


E. G. 
Dental Students. “Hawxhurst, D. C. 514-517. 


Register (Dental). 7 = aft 
Dental Education. avis, K. 
Aa. (The Dental Se teatton 

153- . 
Address. (Dentistry Alias Medicine.) 

S. 165-170. 

Discussion on Prefesmonel Culture, Scientific and 

Esthetic. 177-185, 218 
How to Succeed in Our Profession. 186-187. Select- 


ed. 
a wi (Dental Profession.) Robinson, J. A. 201- 


Dental Education. Morgan, W. H. 293-299. 
Address. (Dental Science.) Cassidy, J. 8S. 
Correspondence. (re American Diplomas.) 
Report of the Section on Dental = ucation. 
J. N. 414-415. Dise. 415-417 
Preparation for Medical and 1 Dental Study. 


oo M. 8S. 
Cassidy, J. 


304-309. 

325-327. 

Crouse, 

Garret- 
son, J. E. 459- 

The  emenpeetare View of Dentistry. Fowler, W. F. 


A General Consideration of Sub +w 9 Affecting the 


Profession. Campion, Abstract. 
Dental Education in Hungary. Arkovy, Jos. 499-501. 
Selected. 


Register (Dental), XXXV, 1 
The Bogus ee Business ~y , ran 67- 
68. Selected. 
Progress of Dentistry. Watt, G. 74-78. Corres. 
Is te College? (Wisconsin Dental College.) 80-82. 


Response to the Toast, “Dentistry and Dental Edu- 
eation—Its Past, Present and Future, as Related 
to Medicine.” Allport, W. 184-194. 

The Education of Dentists. 194-199. pee. 

Report of the Committee on Dentistry. 253-254 

Concerning Dental Colleges. 14. 

The Study of Dental Surgery. and the Means There- 


to. Tomes, John. 355- 
The Relation of Dentistry to Medicine. McGregor, 


J. B. 422-424. 
What Teachers to Avoid. 431-432. Selected. 


Register (Dental), XXXVI, 
On Specialism; and on The . of Medical 
— ae fe Modern Civilization. Saunders, Ed- 


win 
A New Dental College. University of California. 47- 


The General ~"y Special Education of Dentists. 90- 

2. Selecte 

Address. (To the Graduating Class of The Ohio Col- 
lege of Dental Surgery. Mar. 1, 1882.) Leslie, 
James. 179-186. 

Nature's Royal Family. (Address at the Commence- 
ment of the Dental College of the University of 
Michigan, Mar. 29. 1882.) Watt, George. 207-218. 

The Foeee Dentistry to Medicine. Allport, W. 


An Important Step. (Preparing the o pat for the 
Work of His Profession.) Ed. 

— — of the Older oo By to the Younger. 

marks. Brophy. L. W. 287-289. 

Arigtoctecs of Professions. Robinson, J. A. 297-300. 

Address. (Delivered to the Graduating Class of the 
Indiana Dental College. at the 3rd Annual Com- 
mencement, Feb. 28, 1882.) Brown, 8. B. 300- 


308. 
Dental Di my in the State of New York. 353- 
354. rrection, 406. Reply. 407-409. 
Wisconsin ‘Dental College Again. 360-361. Ed. 
Aristocracy of Profession. Robinson, J. A. 389-392. 
Aristecracy of Professions. Robinson, J. A. 420- 


Discussion on Dr. Crouse’s Paper on Dental Edu- 

cation - 

Some Miscellaneous Reflections on Dentistry an¢ 
Dentists. Sage, F. W. 474-480. 


For index and key to classification numbers, see pink sheets. 
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Register, (Dental), XXXVI, 1882.—Continued. 
The eed of Education. Dunlap, W. M. 506-508. 
The Colleges. 520-521. Ed. 

Dental Colleges. Berry, A. 578-580. 


ster (Dental), XXXVII, 1883. 
Competitive Examination in China. 96-97. Selected. 
On Some Scientific Problems of Dental Surgery. 
Tomes, C. 8S. 151-162. 
Commencement Address. Thomas, Geo. R. 222-233. 
Dental Education. Watling, J. A. 
A Proposed Dental iheforme Wright, Cc. M. 293-295. 
Educational Association. . Ed. 
Helps in Study. Watt, George. 321-325. 
Robinson, J "A. - 533. 
Discussion on Education. 600-602. 


Register (Dental), XXXVIII, 1884. 
How Far Are Dentists Doctors? 104. Selected. 
Dental College in Paris. 145. Selected. 

The Debts We Owe. Robinson, J. A. 215-224. 
Address to the Graduates. (Ohio Cottons of Dental 

— ry.) Hunter, Frank A. 224 

—— .% ar and Popular Needs. Pal- 


B. 27 7. 
Dental y) 1-H. Jackson, A. 369-377. 
Paine, Geo. L. 431-433. 


A Plea for Education. 
Scientific Fallacies. 561. 
Prosthetic or Artificial Alias Mechanical Dentistry. 
Templeton, J. G. 604-606. Corres. 
Register (Dental), XXXIX, 1885. 
New Dental Institute in Berlin. 92. Selected. 
4am Sale of American Diplomas in Europe. 132- 


Selected. 
Progress of Dental Education. Arnold. 162-164. 
166-169. Disc. 


isc. -166 
Progress of Dental Education. Berry. 
Its Encouraging Presets ae 
as 


170-175. 
Dentistry: Its Past; 
Brilliant Future. Brown, E. Parmly. 


Review (Dental, Charlotte, Mich.), I, 1 
Are We Professional Men? Sage, Krank W Ww. 6-8. 


elected. 
The Nature of Dentistry. Spence, Stewart J. 13. 


Selected. 

Dental “Theories and Hobbies. Ellis, Chas. J. 14-15. 
Selected. 

Appreciation. (Diplomas.) Atkinson, W. H. 19. 
Selected. 
St. Louis Dental Quarterly, I, 1877-78. 

Dental Surgery in nuctene- an. 56- 

Diplomas. Jan. 80-81. Ed. 

Western College of Dental Surgeons. July. 28-30. 

Dental Education in England. 

Missouri Dental Journal. (Repl to an Unfair State- 
nest re Fiestern College of Dentistry.) Oct. 4-7, 

Western Colles e of Dental i. eons. (Rules for Ex- 
amination.) Spalding, C 7-8 


We Think So, Too. (Medical ‘Education Essential 
for Dental Practice.) Oct. 33-34. Ed. 


Southern Dental Jnl., I, 1882-83. 
Conceguing Dental Colleges. Cravens, Junius BE. 
Thoroughness. 25-26. Selected. 


An Hypothetical Case. (re Resolution ad a 
chanical Dentistry Should be No Longe ny 


of the es of _ n. 33-41, 72-77. 
100-115, 158-1 Belect Mitiod 

Corrective a1 - <7 ‘H. EB. 47-50. 

Address at the Commencement Exercises of the Den- 
Goi pemeetment Vanderbilt University. Freeman. 


For index and key to classification numbers. see pink sheets. 





Dental Education. 84-85. Ed. 
Charge to the Graduating Classes 0 
Medica 1 Departments eof the University of Tenn- 


essee. et 
Address at the Third Annual Grotestien of the In- 


f the Dental and 


diana College. Brow 
Ignorance of the General “Bractitioner of Medicine in 
Dental Surgery. bad Ed. 
Training versus ducat 209-210. Selected. 
How fy ~~ Should Be. Educated. Allport, W. W. 
. stract 
The Cause of Education. Dunla lap W. M. — 
Dental Education. Crouse, J. W. ba x Ne ected. 


Dental Education. Coyle, ‘John H. 
404-409. 
Gorgas, Ferdinand J. 8. 441-451. 








Dental Education. Hodgkins, J. B. 





Dental Education. 
Southern Dental Jnl 1883-84. 
eet «aay ca Waucation,) Kempton, W. D. 
-17. stra 
Some Good Things in Medical Education for Dentists 
and Dental ucation for Physicians. Allport. 


22-25. Selected. Abstract. 
Report All Your Valuable Cases. 31-32. Selected. 
What Dr. singereny Saw in Europe. (re Dental Pro- 

fession. ess -67. elected. 

A London Dental iety ae ae But Two Dental 
Colleges in America. 

Some Lessons Learned by Observant Americans at 
the International Medical College. (re the Den- 
Pad A mana Abroad.) Butler, C. R. 117-118. 

elec 

True Specialism. 118-119. Selected 

A Move in the Right Direction. 
ment of the Chicago Dental Infirmary.) 1 


Ed. 
Dental Education. Dotterer, Louis P. 264-268. 
Empiricism. Taft, J. 292-297. Selected. 297, Ed. 
Dental Education. Steel, Charles L. 309-314. 
Discussion on Dental Education. 342-347. 
Dentistry as a Profession. Parsons, E. 353-357. 
Discussion on Dental Education. 380-387. 


Southern Dental Jnl., III, 1884-85. 

Thoughts Upon Some Questions Affecting the Pro- 
fessional Standing of Dentists. Hugo, L. C. F. 
1-6, 45-52. 

Trade or Profession. 93-95. 

Extract From an Address Delivered Before the Grad- 
uating Class of the Medical and Dental Depart- 
ment of the University of Tennessee. Sinclair. 


Collegiate Depart- 
iirmary.) 124-127. 


129-130. Selected. 
wintery at Dental Education. Chandler, Wm. 8. 
Dental Education. Winder, R. B. 188-197, 227-233. 


Rehwinkel, F. H. 


Parmly. 276-279. 
entistry. 


Bogus Diplomas From Wisconsin. 


Dental Students. Brown, E. 
Progress in Scientific and Artistic 
sons. 291-292. 


* par- 


a, Dental Jnl., IV, 1 
The Duty of precy ons 
ion.) Ridgell, c. 
ae ae American ‘sietvens in Europe. 


ted. 
A plea for the Specialist. 76. - = 
Educated Dentistry. Durham, J. H. 
How 2 te Increase Your Usefulness. + J. A. 


Self- Improvement of the Dentist. Hugo, L. C. F. 
265 


Theory vs. Practice. Coyle, John H. 313-316. 
scenery Examinations. Taft. 329-330. Select 
Report on Dental Literature and a Education. 
Thackston, W. W. Ed. 
Evils A, Overcrowding the Profession. * 465-469. Se- 


885. 

(Research and Inven- 
Comment, 171-172. 

70-73. Se- 











D071 Methods of Dental Teaching. 


Dental Assn. Jnl. Il, 1881. 
cinteal Teaching in Dental Hospitals, Coles, Oak- 


6- 
Value” of Clinical Teaching. 255-257. Ed. 


Independent Practitioner (Dental), V, 1884. 
Text Books. 588. Ed. 


Missouri Dental Jni., XIII, 1881. 
The Stud of Dental Surgery, and the Means There- 
to. omes, John. 384- 405. 432. Ed. 


ionthly Review of Den. Surgery, VIII, 1879. 
neste Address to a Course of Clinical Dem- 
onstrations. Thompeca, WwW. F. 154- a 


New York State Den. Soc. 
Dug Teachers in Dentistry. ay oy W. H. 92- 


Ohio State Jnl. Den. Sci, I, 1881. 
Methods of Teaching. 163-165. Ed. 


Bove ster (Dental), XXXVIII, 1884. 
Clinical Operations by Electric Light is at Least 
Novel. 416. 


D072 Popular Dental Education. 


Dentistry in public schools and state institutions. 


Hygienists. 


Dentist’s assistants see D2a; Oral Hygiene see D5; 
Public Education by newspaper advertising, see 


Advertiser (Dental), XIII 
Dental Service in Public Schools. 
Trans. 


ertiser (Dental), XVI, 1885. 
The “teeth of ee People. Shaw, Parsons. 175- 


‘Taillebois, B. 11- 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
Preventive Treatment. Instruction of Patients.) 
Marvin, C. A. 550- 


Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 


America 
meee —* Charity. (Education of the Poor.) 573. Se- 


Archives of Dentistry, II, 1885. 
The pe of Different People. Shaw, Parsons. 


Dental Charity. Roosa. 277-278. Abstract. 
Dental Charity Abroad. 278. Selected. 


British Dental Assen. Jnl., VI, 1885. 
An by rtant Pegoegent, (Appointment of Dentist 
chools.) 68-69. E 
Com ron Attention to the Teeth of School Chil- 
isher, Wm. 585-593. Comment, 682. 682- 
Dise. Vol. III, 394. 


British Jnl. Dental Science, XXIV 

Speech for the Dumb. (Schools for ‘the. Children.) 
40-42, 492-495. Disc. 495-496. 

Provident Dentistry. 1080-1083. Ed. 


ish Jnl. Dental Science, XXV, 
The Mental Dispensary of Plymouth. =. 23. Ed. 


British Jnl. Dental Science, XXVI 
Dentists in Pauper Establishments. 
727- Corres. 
moe | Surgeons and Public Institutions. 


241- 


+ 1883. 
711-712. Ed. 
1070-1072. 


British Jnl. Dental Science, XXVIII, 1885. 
Dental Appointments at Schools. 73-74. Ed. 
State Instruction in Dental Matters. 739. Ed. 


Canada Jnl. Dental Science, IV, 1877-78-79. 
Instructing the Public. 122. Ed. 


Cosmos (Dental), XIX, 


1877. 
Peper Instruction in the Care of the Teeth. 381- 


Dental Student, (Warsaw, Ind.), I 
Dental renames at School. July. iz.’ Selected. 


Dentists’ Beacon Light, I, 1882. 
Dental eee of the. Masses. Wells, R. 8. 1-2. 


Abst 
Teaching Patients the Value of Their Teeth. Mills. 


Industrial dentistry. Dental Nurses. Dental 
Conditions of Soldiers’ Teeth, see D841; 


Headlight (Dental), Il, 
noe: Dental Education. Keeley, G. W. July. 1-2. 


lected. 
Herald of Dentistry, III, 1883-84. 
Dental Hygiene at School. April. 19. Selected. 
Independent Practitioner (Dental), 1881. 
Gratuitous Dental Service in the banal Primary 
Schools. 760. Ed. 
Independent Practitioner (Dental), III, 1882. 
The ueation. Professional Duties of Dentists. (Bd- 
ucation of Physicians and Patients.) 123-124. 


In dent Practitioner (Dental), VI, 1885. 
Practitioner and Instructor. Phillips, C. B. H. 


Iowa State Dental 
Dental Education. 
36-42. Disc. 


194. 
mitt the rable) Hunt, A. O. 


Items of pty (Dental), III, 1881. 
Educate the Peo ~ 7 25. 
Teach the People. (Oral Hygiene.) 50. 


Items of Interest (Dental) 
Some Good Suggestions. (Public E Dental Education.) 
Osmun, J. Allen. 85. 


tems of Interest (Den 
Education of Mothers. S13 16. Veclected. 


Items of Interest (Dental), VI, 1884. 
91. Ed. 


Teach the People. . 

Save the Teeth. (Educate the People.) 199. Ed. 
The Decay of Children’s Teeth. (Examination of the 
Teeth Ottofy, 


355 prot R. a Public School.) 


Louis. 376-381. " 
Dentists as NBS (Instructing Patients.) 
Rich, 331- Selected. 


Educate Your Patient. 359. 
Instruct Your Patients. 460. 


Johnstons’ Dental Miscellany, VIII, 1881. 


A Duty of Dentists. (Educating the Public.) 200. 
More Ignorance. (re Public Dental Education.) 472- 
473. Ed. 
Kansas State Den. Assn. Trans., 1876. 
The Teeth. Shulze. 6-14. 
Missouri Dental Jnl. XIV, 1 
Progressive Teachings. Flagg, or Foster. 339-341. 


Abstract. 


Missouri Dental Jnl., XV, sone. 

Systematic Examination of the Mouths of Children 
in Every Public School in ae a Sountry. Patrick, 
J.J. R. July. 185. Dise. 185-188. 


For index and key to classification numbers, see pink sheets. 


















Missouri Dental Jnl., XV, 1883.—Continued. 
Educate Your Patients. Oct. 330-331. Ed. 
European Teeth. erry, Charles F. Nov. 353-354. 

Abstract. 

News (Dental, Knightstown, Ind.), Il, 1879-80. 


The Prevalent Opinion of the Public we 
tists and Dentistry. Atkinson, W 
lected. 

News (Dental, Knightstown, Ind.), Y¥, 1882-83. 

What Does the Dental Profession Owe Itself and the 
Public? Munson, C. W. Nov. 1. Selected. 


Odontographic Jnl., VI, 1885. 


rding Den Den- 


On the Diffusion of Scientific Information. Adams, 
Rev. Myron. 
Ohio State Dental Soc. Trans., 1880. 

Popular Dental Education. Keely, G. W. 21-25. 


Ohio State Jnl. Den. 
Important Statistics. (condition ra Teeth in Chari- 
table Institutions.) Templeton, J. G. 423-431. 


Practitioner (Dental), III, 1885. 
The A eee vy of the Public Towards Dentistry. 


Cae Attention | - the Teeth of School Child- 
isher, W. 478-480. 


113- 


Register (Dental), XXXI, 1877. 
Extracts From an Article on Popular 
Colburn, G. F. J. 512-516. Selected. 


ister (Dental), 

Education. (Dental Nurses.) 

The Trials of the Profession. 
the Chair.) 466-470. 


Dentistry. 


XXV, 1881. 
215-21 Ed. 
(Dental Education at 
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Register 
Petition to A patanich al x Council of of Paris, France. 
en(re Care of School Children’s Teeth.) 361-362. Bd. 


tal), XXXVI 
re Boom lnntion of be tect Child- 


Register 
Dental ‘Statistics. 
hompson, A. H. 


ren’s Teeth.) 


Register (Dental), XXXI 
Definite Information to the gt Upon a Single 
portant Point. 
Popular Dental Education. Clyde, J. M. 347-352. 


South Carolina S. Den. Assn. Trans., 1883. 
The Teeth and How to Save Them. 97- 107. 6 illus. 


Southern Dental Jnl., 
Dental Hygiene. (Ednention.) ordwards, Thomas C. 


Southern Dental J 1883-84. 
Hy mae and Physical "iaucation of Children. 


Education of Mothers. 358-361. 
Letters From a Mother to a Log A on the Forma- 
tion, Growth, and Care of the T 

i, 521. Correction, 523. (Cont. 3 Vol. III.) 


Southern Dental Jnl., I 
Letters From a Mother se 

tion, Growth, end om ot the Teeth. 

Vol. Il.) 7-22, Ed. 60-63. 


uthern Dental Jnl., IV, 1885. 
Dental” Charity. Roosa. 82. Selected. 
Dental Charity Abroad. 82. Selected. 


xas Dental Jnl., III, 
Dentists 't as Missionaries. Rick, J. B. 44. Selected. 


1884-85. 
a’ Mother on the Forma 
(Cont. from 


D073 Dental Literature. 


Plans of indexing dental literature. 


American Dental Assn., Tran 
Report of the Committee op 
Dean, M. 8. 177-192. 
Velqatest “2%. on Dental Literature. Dwinelle, 


'8., 
Dental Literature. 


American Dental Assn. Trans., 
Report of the Committee on Dentai Ezecetuce. Bron- 
son, W. A. -215. 


American Dental Assn. Trans., 1878. 
Report < 5 Cosamnlttee on Dental Literature. Cook, C. 
D. -195. Dise. 195-197. 


can Dental Assn. Trans., 
a of “Section Three on Dental ar Taft, 
J. 74-85. isc. 85-89. 
Report of Section Three on Nomenclature and Term- 
inology. Atkinson, W. H. 90-94. Disc. 95-100. 


American Dental Assn. Trans., 1880. 
Dent! ‘itoratere and Nomenclature. Atkinson, W. 


American Dental Assn. Trans. 
Ropes’. on Dental Literature. bate 
Dise. 138. 


131-136. 


American Dental Assn. Trans. 
Report on — Literature. 
Dise. 148-149. 


bate J. 148-148. 


American J Den. Sci., XIV Ser., 1. 
Our Dental Lie Faught, L. [Ee 510-514. 


American Jnl. Den. —- 3rd Ser., 
Hard on Dr. Atkinson. (re Mis Report. = ‘Dental 
Literature and Nomenclature.) Ed. 


De rr 1 i Literature Ab a. aon 
nta roa -% Our Journal. 130- 131. 


For index and key to classification numbers, see pink sheets. 


Notes—Critical and Miscellaneous. 
Writers.) Richardson, Joseph. 


Archives of Dentistry, II, 1 
Report of 3 Committee on ental Literature. 


(Literature and 
145-149. 


Catching, B. H. 420-421. Abstract. 
Dental Literature. Chisholm, E. 8. 421-423. Disc. 
423-428. Abstract. 


British Dental Assn. Jnl., IV, 
An Address on ‘an 7B tien, 
59-70, 118-127. 


ritish Jnl. Dental Science, XXI, 
Anonymous Writings and Anonymous Myriters. 129- 


Oakley. 


British Jnl. Dental Science, YS able 1881. 
Dental Literature. 1185-1186. 


British Jnl. Dental Science, XXV, 1882. 
Medical Congress Transactions. 120. Ed. 


British Jnl. Dental Science, XX VI 
An Address on Dental Literature. Coles” Oakley. 
208-213, 414-422. 376-378, Ed. 


» 1884. 


Jnl. XXVII 
and Our. Journal. 


ritish Dental 
Dental igpgratare Abroad 106- 
The pengtien oe Lengeees y: vy. the American. (re Writ- 


California S. Dental Assn. Trans., 1879. 
Report of Committee on Dental Literature and Ed- 
ucation. McLain, A. F. 191-199. 


California 8. Dental Assn. Trans., 1881. 
Our Literature. Robinson, W. H. 112-117. 
Report of Committee on Dental Literature and Ed- 
ucation. Robinson, W. H. 1-146. 











42 D073 DENTAL LITERATURE 


California 8. Qdontolog. Tran 1884-85. 
Report on Dental Literature ie Education. Van 
Crombrugghe, A. 62-64. 


Caulk’s Dental Annual, 1885. 
Curiosities of Dental Literature. 


Cosmos (Dental), XVIII, 1876. 
The Report on Dental Literature. 
Den. Science) 556-557. Ed. 


9-10. Selected. 


(The Penn. Jnl. 


Cosmos (Dental) 1878. 
Literature, Report of Conimittee on. Shepard. 39-42. 


Cosmos (Dental), XXI, 1879. 
Celsus. A. D. 38. A ‘Translation of Works on the 
Teeth. Foster, . a -241, 297-304. 
Dental Literature, Report of Committee. Taft 611- 
613. Dise. 613-614. 


Cosmos (Dental), XXV, 1883. 
Dental Literature, Report of Committee. Taft, J. 
31-33. Disc. -3A. 


mos (Dental), XXVI, 1 
Dental Taterature. Atkinson, vin. H. 31-32. Disc. 


33. 
Dental Literature, Report of Committee. Taft, J. 
681-683. 


amos (Dental), XX VII, 
Dental Literature. Chisholm,. om "S. 495-496. Disc. 


496-500. 
Dental Literature. Catching, B. H. 495. Disc. 496- 


Dental & Oral Science Magazine, I, 1878. 
A Cclopecdin. of Practical Dentistry. McGregor, B. 


Facts (Dental), I, 1885. 
Dental Literature. Ju'ty. 17. 


Headlight (Dental), IV, 1 
Dental Literature. Barrett, w ‘Cc. 31. 


Herald of Dentistry, I, 1881-82 
The Duty of Professional Reading. Jan. 1. 


Herald of Dentistry, If, 1882-83. 
Utopian Dental Literature. Jan. 5-6. 


Illinois State Dental Sec., Trans., 1885. 
Report of Committee on Dental Science and Litera- 
ture. Koch, C. R. BE. 131-140. Dise. 140-142. 


Independent Practitioner (Dental),. III, 1882 

Remarks of Dr. W. C. Barrett Upon Dental Litera- 
ture, Before the New gy BR Dental Society, 
Boston, Oct. 6, 1882. ted. 


Selected. 


Ind dent Practitioner (Dental), VI, 1885. 
Dental t-, ocieties and Dental Literature. Ellis, Cc. J. 
Det Literature. Chisholm, E. 8. 426. Disc. 426- 

Items of Interest (Dental), 

Carefulness in Statements. ( mtal Writers.) Dris- 
coll, W. E. 415-416. 
Our “Periodical Dental Literature. Ottofy, Louis. 


490-492. Selected. 


nterest (Dental), VI, 1884. 
write Pi Plain English, Howe, Charles M. 186. 
Original Articles. 245-246. Ed. 
Superfluity and Inaccuracy. 470-471. Ed. 
English Composition. 471-473. Ed. 


Items of Interest (Dental), VII, 
Dental aatacesees and Seauatatess. wAtkineon and 
Kulp. 445-446. 


Jairus ee ntal) 1880. 
Report = ntal baienbee. Taft. 123-127. Disc. 


Dental , and Education. Robinson, W. H. 
283-292. Criticism, 377. Reply, 419-420. 


tal Miscellany, VII, 
Dental Literature and Nomenclature. B18, 92-93. 
Peeps Into the Magazines. 448-450, 488-490. 


Dented). | ee 


Sahat ’ 





Leminary ( 
Dental mee 


Luminary (Dental), V, 1883-84. 
Notes on American Dental Literatere. Perine, George 


uri Dental om, 1X, 1 


Misso 
Literary Laziness of LR. Men. 575-576. 
Selected. 


Missouri Dental Jnl., X, 1878. 
An Index Rerum of Dental Literature. Hawxhurst, 
D. C. 711-713. Selected. 


Missouri Dental Jnl., XI, 1879. 

Report on Literature and ‘Woanguctatere. 

Dise. 575-577. 

Missouri Dental Jnl., XIV, 1882. 
Dental Literature. Barrett, W. C. 
Dental Literature. 506. Selected. 

National Dental Assn.. Trans. 
Report of Committee on Dental iteetees, Brown, 

J. P. H. 81-83. Dise. 83. 


New England Jnl. Dentis » 1882. 
Dest Literature and Nomenc Ud Atkinson, W. 


282-283. 
ae =. Dental Literature. Taft. 310-311. Disc. 
Dental Literature. Barrett, W. C. 374-377. 
New England Jnl. Dentistry, III, 1884 
Hints to Writers. 109. 
Report Upon Literature. Taft. 328-329. Abstract. 


New York State Den. Soc. Trans., 1876. 
A Cyetopeee’ < $. bigs tm Dentistry. McGregor, B. 


574-575. 


445-448. 


New York State Den. Soc. Trans., 1877. 
Ropers ¢ of the Committee on Dental Encyclopaedia. 


News (Dental, Knightstown, Ind.), V. 1882-83. 
aaa Literature. Barrett, W. C. Jan. 2. Se- 


graphic Jnl. 
A Cyclopaedia of Practical Dentistry. McGregor. 9- 
10. Selected. 


Odontographic Jnl., 
Dental Encyclopaedia. 
Report of the tion on Literature and Nomencla- 

ture. 33. Selected. 


Ohio State Jnl. Den. Sci., 
Funny? Well, Tolerably. (aeport ‘on on Dental Liter- 
ature and Nomenclature.) 344-346. Ed. 


Ohio State Jnl. Den. Sci., III, 1883. 
General Classified Index. 276-277. Ed. 
Boiled Literature. 539-540. Ed. 


1884-85. 
Yeon 179-181. 


Ohio State Jnl. Den. Sci., IV, 1884. 
A om age Index to the Dental Cosmos. Vol. I to 
Inclusive. Dexter, James EB. 599-600. 
Ohio State Jnl. Den. Sci., V, 1885. 
Doubtful Teaching. (Dental Literature.) 442-444. 


Dental Reading. Lakin, 8S. W. 560-565. 


Pennsylvania Jnl. Den. Sci., III, 1876. 
Dental Literature. 348-351. 
Spread Eagle Literature. "351-353. Ed. 


rd (Dental), II, 1882. 
The y oF - of Branch Papers. 432. Corres. 


(Dental), III, 1883. 


Record 
— = — _eaecenee Humby, Wm. Robinson. 141 


Record (Dental), V, 1885. 
Literature, and a Prophecy. Catching, B. H. 327- 
328. Abstract. 
F gmentary Gonikan  warvent_ Destel Lien- 
ra nta in rren n 
tore. Cutler, nt BE. o87 287-291. Criticism, 451-452. 


(Dental), XXXII, 1878. 
ex “Terum of Dental Literature. Hawxhurst, 


An In 
D. 


For index and key to classification numbers, see pink sheets. 

















Register (Dental), XXXVI, 1882. 
or on Dr. J. Taft’s Paper on Dental Litera- 


nae ow Dr. W. C. Barrett Upon Dental Litera- 
ture. Barrett, W. C. 586-589. 


Register (Dental), XX XIX, 
Report of the Committee on 
} a Se B. H. 315-316. 


Dental” Tiscsstace. weaned 
19-325. Abstract 
Ripening and Ripeness. Atkinson. 


Southern Dental Jnl., 1882-83. 
Dr. ne on ah ‘Our Literature. 


1885. 
Dental Literature. 
Dise. 316-317. Ab- 


E. 8. 317-319. Disc. 
505-506. 


480-481. 
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De Seu wo Dented pal. mt .-— one. 
ntal rature. eague . He 
Dental Literature. Thornton, R. W. 292-293. Dise. 


Southern Dental Jnl., IV, 
Dental Literature. Chisholm, ar 8. 


Catching, B._ H. 
Discussion on Dental Literature. 203. 


Report on Dental Literature and Dental Education. 
Thackston, W. W. H. 441-448. 484, Ed. 


149-153. Disc. 


7-261. 
Literature and a Prophecy. 190- 


Texas Dental Jnl., II, 1884. 
Dental Literature. Teague, B. H. 34-35. Selected. 


D08 Libraries, Collections, Museums, Exhibits. 


Advertiser (Dental),. VII, 1876. 
The Dental Exhibit at the Centennial. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Exhibition of Dental Articies ‘in the United States 


Department. 235-236. Ed. 
The, Ls Exhibit at the Centennial. 329-332. Se- 


165-168. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Donation From Prof. Henry 8. Chase. 138. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 

A Generous Contribution to the Museum of the 
Dental Department of the University of Mary- 
land. 425. Ed. 


rchives of Dentistry, II, 
The World’ Exposition. (re "Dentistry.) Walker, J. 


84-86. ‘orres. 


British Dental Assn. Jnl., II, 1881. 
The Parkes Exhibition. 467-468. 


British Dental Assn. Jnl., IV, 1883. 
The Collage of Surgeons’ Museum. Coleman, 
470-471. Corres. 


Alfred. 


British Dental Assn. Jnl., 1884. 
The Natural History Museum, South Kensington. 7- 


9. Ed. 
The International Health Exhibition and Dental 
Hygiene. 260-261. Ed. 


British Dental Assn. Jnl., 
Proposed Fine Art Exhibition ue enen Coles, 
Oakley. 189-190. Corre 


British Jnl. Dental Sci XXIV, 1881. 
Recent Additions to the Hunterian Museum. 6096- 


British Jnl. Dental Science, XXV 
A Bird’s-Eye View of the Gdontological Society's 
Museum. 1 292-295. 


126-129, 179-182, 238-241, 
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ner (Dental), VI, 1884. 
(re Dentistry.) 184-187. 


VI, 1884 
(To Create a National 
Selected 


Independent Practitio 
The World's Exposition. 


Items of Interest (Dental) 
An Important Suggestion. 
Dental Museum.) 126. 


Johnstons’ Dental Miscellany, VIII, 1881. 
An Interesting Exhibit. 211. 


.Review of Den. Surgery, V, ee. 
‘Exhibit at the Centennial. 


The _— 
iected. 


Knightstown, Ind.), I, 1878-79. 


News, (Dental, 
Moigno, F. 


Preservation of Anatomical Specimens. 
Aug. 2. Selected 


Pennsylvania Jnl. Den. Sci., ITI, 


187 
™, Rg Exhibit at the Centennial. 05-400. Se- 


Practitioner o—, I, 1883. 

Report of the Annual Exhibition of the Biological 
and Microscopical Section of the Academy of 
Natural Sciences of Philadelphia. 72-74. 


Practitioner (Dental), III, 1885. 
Libraries of ‘Dentists. 21-23. Ed. 


Register (Dental), XXXIII, 1879. 
Preservation of Apstoanen Saecmons with Paraf- 
fine. Frank, M. 136-137. lected. 
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Advertiser (Dental), XIII 
Paul Revere as a Dentist. 16-1 i 
Advertiser (Dental), XV, 1 
An Ancient Dentist. 63-64. Selected. 


American Jnl. Den. Sci., X, 3rd Sate 1876-77. 
Washington's Teeth. 127- 132, ” Select 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Tho Lsereey Estimate of Medical Art. 127-129. Se- 
ected. 


” Selected. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
The Origin, Progress and Present Condition of Den- 
tal Science. Chewning, George H. 56-65. 


American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 
Classic Dentistry. Landerer, Xavier. 288. Selected. 


American Jnl. Den. Sci., XVI, 3rd Ser. 
Early American Dentistry. Hodgkin, TB. 


merican Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 
A History of, Dentistry. —The Professional Advance- 
ment in This Country. Perine, George H. 263- 
269. Selected. 


Archives of Dentistry, I, 1 
o—- Medicine and Surgery. ee ytord, Wm. H. 58- 


882-82. 
172-176. 


Archives of Dentistry, II, 1885. 
shes — — Dentistry. Van Master, J. G. 87-89. Se- 
ected. 


British Dental Assn. Jni., IV, 1883. 

A Review of the Scientific Progress of Dental Sur- 
ery from 1771-1883. Bate, Spence. 492-501. 
73-475. Ed. 531-546. 


British Dental Assn. Jnl., 
aia x & Ages of Dentistry. bt 4 Arthur W. W. 


Dentistry Amongst the Ancient Greeks and Romans. 
Jones, Alfred. 407-413. 


British Dental Assen. Jnil., 1885. 
om Sperone of Pre- Hiistarie Dentistry. Van Mar- 
123. Selected. 316-317. E 
re ae of Prehistoric Dentistry. Waite. 499. 
Ed. 508. 2 illus. opp. 512. 


British Jnl. Dental Science, X XIII, 1880. 
Elizabethan Dentistry. 857. Selected. 
Dentistry Amongst the Ancient Greeks. 1111-1112. 


British Jnl. Dental Scieace, XXIV, 1881. 
ae 5 Egyptian Dentistry. 43-44. Corres. Se- 


Reminiocences of a Dental Surgeon. 
544-545. bstract. 
1153-1154. 


Snape, Joseph. 
Twenty Years Ago. 


British Jnl. Dental Science, XXV, 1882. 
The Past, Present, and Future of Mechanical Den- 
tistry. Haskell, L. P. 338. 
Retrospection. White, R. 465-471. 
Pompeian Surgery. 1112. Selected. 
Dental Surgery a Hundred Years Ago. 
lix. 1192-1194. (Cont. in Vol. XXVI.) 


Abstract. 
Weiss, Fe- 


British Jnl. Dental Science, XXVI, 
Dest! Barer 9 a Hundred Years jr ky ‘Cont. from 
Weiss, Felix. 22-25. 
ntistry From the Barliest Period to 
nt Time. Perine, George H. 715-720, 

764-767, 801-803. 859-860. Selected. 

A Review of the Scientific Progress of Dental Sur- 
ry from 1771 to 1883. Bate, C. Spence. 783-794, 
-841, 903-912. 

A Pre-Historic Filling. Barrett. 1074. 


A History of of 


British Jnl. Dental Science, XX VII, 1884. 
The Past, Present, and Future of Mechanical Den- 
tistry. Haskell, L. P. 49-51. 
Aboriginal False Teeth. 163. 
sef® Selected. 


Dentistry Among the Egyptians. 

Dental Folklore. Perine. . ted. 

A Tooth Which Belonged to Ba a. a Daughter of 
Rameses II. Underwood, Arthur. 723. 


British Jnl. Dental Science, XX VII 

Personal Recollections of a Dentist of the Barly Days. 
Bristol, L. W. 166-169. Selected. 

Dental Myths. Parmele, Geo. L. 320-327. Selected. 

Some Evidences of Prehistoric —? in Italy. 
Van Marter, J. G. 328- ted. 

An Old Vulcanite Plate. Watt. 1085-1086. Selected 
Caulk’s Dental Annual 

Early Dentistry. Scott, ae Xpril. 


Caulk’s Dental Annual, 1885. 
Primitive Dentistry. 12. 
Dental Myths. Parmele, Geo. L. 49-56. 


Cosmos (Dental), XVIII, 1876. 

To the Dental Profession.’ Announcement of Pre- 
sentation of a View of American Dentistry, Past 
and Present. 208-209. b 

American Dental Convention. Origin. 
Buckingham. 


Cosmos (Dental), XXI, 1879. 
Celsus. A. D. 38 A Translation of Works on the 
Teeth. Foster, E. W. 184-192, 235-241, 297-304. 


33-34. 


History of 


Cosmos (Dental), XXII, 1880. 
Dental Necrology of the Last Decade. 


Cosmos (Dental), XXITI, 1881. 
Discoveries, Inventions, Etc jn Dental Practice. (His- 
torical.) 670-672. 


Dental Office & Lab., VIII, 2nd Ser., 1884-85. 
A x gy A Dentistry: Perine, George H. July. 
elec 


432. Ed. 


(Dental), 1, 1 
Antiquity Of the Dental A Art. April. 


Headlight (Dental), III, 1882. 
A Retrospect. Barrett, W. C. 21-28. Selected. 
Aa and Modern Dentistry. Fowler, W. F. 101- 


16. Selected. 


Headlight (Dental), IV. 1 
A Historical Reference to Mechanical Dentistry. Per- 
ine, George H. 115-123. 


Headlight (Dental), V, 
History of Dentistry. Lee, et U. 


Independent Practitioner (Dental), V, 1 

Dental Notes in Different Parts of the World. Per- 
ine, George H. -77. 

Cicero on Dentistry. 277. Selec 

Personal Recollections of a Dentist of the Barly 
Days. Bristol, L. W. 662-670. 


Independent Practitioner (Dental), 
Some Evidences of Peepeaterss a 2 _ “Ital Pet 

Van Marter, J.G. 1-5. 2 plates o 
More Prehistoric Dentistry. 165-198 


49-53. 


aite, 


Indiana State Dental Assn. Trans., 1883. 
Reminiscences. Morrill, W. F. 55-58. 


Items of Interest Cam, III, 1881. 
Early Status of Dentistry. 59. 


Items of Interest (Dental), VI, 1884. 
Primitive Dentistry. 287. 


Items of Interest (emt), _ 1885. 
Ancient Dentistry. 130-133. 
Ancient Dentistry. 596-597. 


Jairus (Dental), II, = 
Dentistry. in 1796. 168-100. * Selected. 
Ancient Dentistry. 175. 

A Retrospect. Barrett, W. C. 473-481. 


Jah + ‘DP 


tal i Steoctey, VIII, 1881. 
Ancient Dentistry. 


Alle Practice r “Gold- -Filling by the Ancient 
gyptians. 101. 





sas State Den. Assn. Trans., 
President's Address. (Past History 7 “the Profes- 
sion.) Thompson, A. H. 15-21. 
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State Den. Assn. T 


Mi 
nee < ry 0 ne aed in Michigan. ranictealt ‘and Bene- 


Missouri Dental Jnl., VIII, 1876. 
The Bible on Dentistry. Barker, W. H. 336-337. 


Monthly Review of Den. Surgery, IV, 1876. 
The Teeth in Literature. Barrett, W.C. 546- 


“fstors Jnl. Dentistry, II, 
Address. “i tory of Dentistry. Novo Frank. 126. 


A History “ot Dentistry From the Earliest Peas to 
the Present Time. Perine, George H. 161-1 199- 
205, 269-273, 343-345. (Cont. in Vol. III.) 


New England Jnl. Dentistry, III, 

A aes "of Dentistry. (Cont. from vor" go Per- 
ine, George H. 19-22, 50-56, 75-80, 211 -216, 1-366. 
ey History of the Massachusetts Dental Society. 

dman, J. T. 92-101. 


New Jersey State Den. Soc. Trans., 1876. 
History of Dentistry. Hayhurst, J. -33. 


New Jersey State Den. Trans., 1878. 


History of Dentistry. Hayhurst, J. 20-23. Disc. 
23-32. 
w Jersey State Den. Soc. Trans., 1885. 
Hayhurst. 139-141. Disc. 


Dental History—No. 5. 


New York State Den. Soc. Trans 
ae wy << Dentistry 2500 Years “Ol Barrett, w. 


News, (Dental, Knightstown, Ind.), I, 1878-79. 
Primitive Dentistry. Feb. 2. 


News, (Dental, Knightstown, Ind.), II, 1879-80. 
ry of Bad and Dental Science. Garrison, 


News, (Dental, Knightstown, Ind.), III. 1880-81. 
Dentistry 3000 Years Ago. 122. Corres. 


News (Dental, ~ ye Ind.), IV, 1881-82. 
Dentistry an Ancient Profession. 
Ancient Dentistry. Wilkinson, Gardiner. 51-52. 


Northern Ohio Den. Assn. Trans., 1857-1906. 
Notes on Some of the Men Who were at Tremont Hall 
in 1857, 13-15. 


Odontographic Jnl., I, 1880-81. 
(re Dentistry.) 


Medicine in Ancient Egypt. Reade 
86-87. Selected. 
Odontographic Jnl., V, 1884-85. 

ees —, Hereabouts. Wilson. 202-203. Se- 
ected. 


Odontolog. Soc. Trans., XIII, 2nd Ser., 1880-81. 
Mummy’s Tooth With a Gold Stopping In It. Wood- 
house, Alfred. 2-3. Dise. 3-4. 
— oe of Gold-Filling by the Ancient Egyp- 
ans. . 


Odontolog. Soc. Trans., XVI, 2nd Ser., 1883-84. 
Toot Pam Seengng to Ba Anta, a Daughter ‘of Rameses 


Ohio State Jnl. Den. Sci., I 1883. 
Historical Sketch of the Mad MRiver Valley Dental 
Society. Watt, George. 158-162. 


Ohio State Jnl. Den. Sci., IV, 1884. 
Reminiscences. Scott, H. 40-43. Corres. 


hio State Jnl. Den. Sci., 

Personal Recollections of a Dentist pot the Early Days. 

Bristol, W. 81-89. 
Dentistry Then and Now. James, C. H. 161-165. 
Dentistry as We Can Remember It. 289-291. Ed. 
Ancient Anesthesia. -440. 
Edentulous Mouths in the XVII Century. 492. 
Ancient Anesthesia in China. 542-543. Ed. 
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Pennsylvania Jnl. Den. Sci., III, 1876, 
Deattz "Past Present. Carnochan, J. M. 20- 


bst 
Washington’ ~ Artificial er toe 274. 


Practitioner (Dental), 
oa6, Dental Ideas. \ittetety’) ._¢ Thos. 8. 


An Historical Reference to Mechanical Dentistry. 
Perine, Geo. H. 154-159. Selected. 


Practitioner (Dental), 
— Recollections + > ‘Dentist of the Early 


ays. Bristol, L. W. 272-279. Selected. 
Practiti r (Dental), III, 1885. 
Prehistoric ‘Dentistry. . Selected 
Record (Dental), I 
Pro a of fee 4 ‘See the Past Fifty Years. 
ite, R. 


po (Dental), III, 1883. 
A Review of the Scientific Progress of Dental Sur- 
ery From 1771 to 1883. Bate, C. Spence. 410- 
17, 444-457. 
noe of the Work of a Odonto-Chirurgical So- 
ciety. Wilson, Andrew. 543-551. Abstract. 


Record out, 
Early Record of 3 hy jin California. Perrine, 
90. bstract. 
Sketch of the Art of Dentistry as Practised in 
Greece and Rome. Jones, Alfred. 325-326. 


Record (Dental), V, 1885. 
Personal Recollect ons of a Dentist of the 
Days. Bristol, L. W. 46. Abstract. 
Pre-Historic Dentistry: Waite. 442-443. 


Register (Dental), XXX, 1876. 
The Teeth in Literature. Barrett, W. C. 
Washington's Teeth. 268-272. Selected. 


ister (Dental), ent. 1879. 
— 7 Sketch of me Ohio College | of Dental Sur- 
Watt, Geo. 
The Medical Profession | in Rome. 354. Ed. 


Register (Dental), XXXIV, 
The Teeth of the Ancient — 


Register (Dental), XXXVI, 1882. 

The Dentist of Bigler's Cues. A Legend of the Sier- 
ras. Bartlett, E. . Corres. 

When and By Whom the First False Teeth Were 
— and In What Year First Used? 92-97. 
‘orres 

Founding of The Cele College of Dental Surgery. 
Berry, A. 186-1 


Early 


105-109. 


509-511. Ed. 


Register (Dental), XXXVII, 1883. 

Historical Sketch of the Mad River Valley Dental So- 
ciety. Watt, Geor rge. 189- 

A Historical Fetes Siddall, J. F. 592-596. 


Register (Dental), XXXVIII, 1884. 
The ‘Antiquity of the Trephine. 101. Selected. 
Finding of Sets of False Teeth in Ancient Graves in 
the Santa Barbara Islands, on the Pacific Coast. 
155. Selected. 
Old Times. 351. Selected. 
The Writing of Galen. 396. Selected. 


Register (Dental), XXXIX, 1885. 
Early Dentistry. 331-332. Selected. 


Southern Dental Jnl., 1883-84 

Dental a id a Ry "Years Ago. Weiss, Fe- 
lix. 13-16. Selected. 

Dionis’ Soret. (re eee of Dentistry.) Rymer, 


b ecte 
Dear in California. (History. ) Perrine, George 


Southern Dental Jnl., IV, 1 
Then and Now. Thackston, W. eee. H. 452-453. 


Texas Dental Jni., II, 
— From 1847 to ise Allen, BE. M. 64. Se- 
ected. 
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Dental Anatomy, Histology and Physiology. 


See Dla, Force of Meeteie D101, Le og Tg: Dental Anatomy; D102, Dental Paleontology, 


Ancient Races of Man; D11, Deciduous Teeth; 


Permanent Teeth; D13, Anomalies; D14, Tooth 


Tissues; D15, Supporting Tissues ; D16, Dental epschers D17, Dentition. 


Advertiser (Dental), XIV, 1883. 
Diagram of an Incisor Tooth. Abbott, Frank. 65-66. 


Advertiser, (Dental), XVI, 1885. 

A Factor in Tooth- Preservation (Movement of the 
Jaw in Mastication; Function.) Pierce, C. N. 
105-114. Selected. 


American Dental Assn. Trans., 
The Present Status of Dental Histology. Bodecker, 
Cc. F. W. 94-98. 


American Dental Assn. Trans 
Physiology (Of the Teeth.) Barrett, Ww. Cc. 88-91. 


American Dental Assn. Trans., 1885. 
Report on Anatomy, aeology and Miscrocopy. Ab- 
bott, Frank. 105-1 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
—- ¥ Ppysiology (Glands of the Mouth.) Parsons, 


American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 
Motion in Teeth. 336. Sele cted. 
Tooth Structure Illustrated. Fell, Geo. 479. Se- 
lected. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Diagram of an Incisor Tooth. Abbott, Frank. 476- 
477. 


Brief (Dental), I, 1881-82. 


A Tooth is a Living Organ. 15. Selected. 


April. 


British Dental Assen. Jnl., 
The Teeth. Sewill, Henry. Sor 'sso ‘Trans. 


British Dental Assn. Jnl. II, 1881. 
Histological Anatomy of the Gustatory or Taste- 
Bulbs. White. 136-137. Disc. -139. 
British Dental Assn. Jnl. 
The Dental Section of Quain’s ye 41-42. Ed. 
Diagram of an Incisor Tooth. 77-78. 


British Dental Assn. Jnl., V 

On Some Recent Papers on Dental I Histology, e- 
lished in the ntal Cosmos.) 5-7. 
ticism, 185. 


British Jnl. Dental Science, XXIII, 1880. 
The Audiphone and Its Relation to the Teeth. 250- 
251, 448, 6504, 638-639. Selected. 1003-1004. 


British Jnl. Dental Science, XXIV, 

A Course of Lectures on Dental Anatomy ‘and ly x 
siolo Gaddes, Thomas. 1-13. ta - 
101. illus. 

Motion in Teeth. 73. Selected. 


British Jnl. ital Science, 1883. 
Diagram of an nh —— Tooth. "Abbott, ” Frapk. 143. 


British Jnl. Den. Science, XXVIII, 1885. 
On the Size of the Teeth as a Character <2 Pees. 
Flower, William Henry. 667 -668, 711- 3 
tables. Disc. 713- b 


714. Selected 
Large Mouths. 955. lected. 


California 8. Dental Assn. Trans., 1880. 
The Relative Value of the Cuspidati. Brewer, F. A. 
41-45. Dise. 45-48. 


Cosmos, (Dental), XVIII, 1876. 
A Large Mouth. Teague, H. 392. 
A Still Larger Mouth. Ruhl, C. B., Rider, W. H., and 


Williamson, F. 
A Large Mouth. Hodgkin, J. B. 560. 


ih culture "Wat 
Tooth Culture Ww hon = t $0-31. Disc. 32-34. 


Cosmos, (Dental), XX 
The Oral Cavity eo a etc.) 


7- 
Physiology. Report of Committee. Dean, M. 8S. 543- 
545. ise. 545. 


Foster, BE. W. 


Cos , (Dental), XXIII, 1881. 
The Prevent Status of Dental Histolo 
Cc. F. W. 529-530. 


. Bodecker, 
Dise. 530-533, -590, 


625-631. 


smos (Dental), XXV, 1883. 
Colored Lithographic Diagram of a 
Seats of an Upper Incisor. Abbott, 


Longitudinal 
Frank. 


Dental Office & Lab., Il, 2nd Ser., 1878-79. 
Tactile Sense of the Teeth. July. 4. 


Dental & Oral Science Magazine, I, 1878. 
The Mechanical Genesis of Tooth-Forms. Peirce, C. 
N. 290-293. Selected. 


Headlight (Dental), IV, 1883. 
Abbott's Illustrated Incisor. Abbott, Frank. 80. 


Herald of Dentistry, II, 1882 
Diagram of an Incisor ‘ooth. Abbett, Frank. April. 
8. Selected. 


Inde ependent Practitioner, (Dental), II, 1881. 


Dental Sound-Transmission. he Japanese Otacous- 
tic Fan. Sexton, Samuel. 676- 2 illus. Se- 
lected. 

Independent Practitioner Come), IV, 1883. 

Dental Chart. Abbott, Frank. 117-118. 

Minute Anatomy of the Human Tooth. Abbott, 
Frank. -541. 


Items of a. (Dental), II, 1880. 
Motion in Teeth. 9. 


Items of Interest (Dental), III, 1881. 
The ol Magety of Teeth After Death. Ingersoll, L. 


Items of Interest Dental), IV, 1882. 


A Tooth is a Living 


rgan. 2. 
The Similarity of the Teeth. 162. Ed. 
The Teeth. 181-182. Ed. 


tems of Interest (Dental), V, 1883. 
Teeth —An Interesting and Concise 
Hendricks, George A. 61-64. 


Items of Interest (Dental), VI, 
The Structure of a Tooth. eater, B F. M. 322. 


Items of Interest (Dental) 1885. 
An Outside Theory of Tooth- Growth: Philbrook, H. 


B. 478-4 
Dr. an "s Method of Classifying Surfaces of Teeth. 
What is a Tooth? 595-596. Ed. 


Jairus (Dental), IV, 1883. 
Diagram of an Incisor Tooth. 27. 


Description. 


Th “Present Status of Dental Histo 
e Presen us 0 ntal stole, riod ker, 
Cc. F. W. 412-414. Dise. 414-417. ev. — 
Luminary (Dental), IV, 1882-83 
Report of a gj on Physiology gae Dental His- 
W. 8S. 10. Correct 


tory. Mart 
a of an Tncisoe Tooth. Abbott, "Prank. 89. 


(Dental), VI, 1884-85. 
ST hg og yh 
Stu nt tio f 
Roots m4 Temporary nee os Abbott. Frank. oo 


Missouri Dental J: 1883. 
gram of an ~ & mtoath: Feb. 


Dia 90. 
wae 4 the b! aed of a Tooth? Mayr, Charles. 


175-177. 
Dental "Histology. Brown, R. Wood. Dec. 389-393. 
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“on De Review of Den. Surgery, V, on 
Report on og Physiology. Hawxhurst, DC. U- 


mestenear ‘Loans to the First Course of Lectures 
on Dental Anatomy and of azeteiesz F Human and 
Comparative. Balkwill, 


y Review of Den. Surgery, VI, 
Dental y ~ t- and Physiology. Geddes. "Pacces. 
341-353. 1 table. 


New England Jnl. Dentistry, Il, 1883. 
Diagram of an Incisor Tooth. 63-64. 
wees is the Vitality of a Tooth? Mayr, Charles. 166- 


Necessary Foundations for Theories in Dentistry. 
(Histology and tee of ~ Teeth.) Mayr, 
Charles. 237-242. ise. 


New Jersey State Den. Soc. Trans., 1877. 
Oral Anatomy. Peck, Oscar. 78-80. 


New York Odontological Soc. Trans., 
Knowledge of the Anatomy and Pathology, of the 
Teeth. Jacobi, A. 113-118. Dise. 118-121. 


New York State Den. Soc. Trans. 
On the Transposition of Certain ae of the 
Teeth. Line, J. Edward. 53-58. 


a Jni., III, 1882 
—— o uman Incisor Tooth. Abbott, Frank. 


Odon ——— Jdul., 
Diagram of a Tooth. 


Odontographic Jnl., V, 1884-85. 
On the Transposition of Certain pyoeticen of the 
Teeth. Line, J. Edward. 109-11 


Soc. Trans., VIII, 2nd Ser., 1876. 
On fe “Attachinent of Teeth. Part II. On the Na- 
ture of the Alveolo-Dentar Membrane. Tomes, 
Charles S. 191-197. I plate. Disc. 198-200. 


Ohio State Jnl., Den. Sci., II, 1882. 
Theorizings on Histology. 250-252. Ed. 


1883-84. 
53" 36. Selected. 
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Ohio State Jnl. Den. Sci., III, 1883. 
Diagram of an Incisor Tooth. 91. Ed. 


Ohio State Jnl. Den. Sci. 
No Seed ne con Under the ‘shin (Ehysiology of the 
, 393-394. 


Pennsylvania Jnl. Den. Sci., 

Notes on the Health and * ~~~ x the Dental Or- 
gans, as Established and Influenced by Func- 
tional Energy. 161-170. 


Practitioner (Dental), 
Diagram of an Inciser 


Practitioner (Dental), II, 1884. 
A Consideration of Temperament in Relation to the 
Teeth. White, James W. 72. 


oath. eT pbott, Frank. 16. 


Record (Dental), III, 1883. 
Bove a Diagram of a Tooth. Abbott, Frank. 


Examination Questions and Answers (re Dental An- 
atomy and Physiology.) 52-54. 


Register (Dental), XXX, 1876. 

Questions on the Structure and Development of the 
Human Teeth. Ferd, 60. 

Report on Dental Physiology. Hawxhurst, D.C. 214- 


ee “Histology. Atkinson, W. H. 392-399. Select- 
ed. 


Register (Dental), XX XI, 1877. 

The Homology of the Dentai Tissues, Their Suscep- 
tibility to Suppressive Economy, and Their Pres- 
ent Degeneracy in Man. Thompson, A. H. 249- 
258, 338-346, 358. Ed. 


Register (Dental), X XXIII, 1879. 
Discussion on Dental Physiology. 83-84. 


Register (Dental), XXXVI, 1882. 
Teeth. Hendricks, George A. 561-564 


Southern Dental Jn 1883-84. 
Diagram of an Incisor Tooth, Abbott, Frank. 130. 


Dia _ Force of Mastication. 


See D3a, Articulation and occlusion of the Teeth, occluding frames; D4a, Normal occlusion. 


mos (Dental), ee ge 1876. 
The yo - of ntal Occlusion and the Struc- 
tural Expenditure of Their Maintenance. Thomp- 
son, A. H. 174-179. 


ssouri Dental Jnl., VIII, 1876. 
The y nh of Dental Occlusion and the Structural 
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Expenditure of their Maintenance. Thompson, A. 
H. 229-235. Selected. 


Practitioner (Dental), 
A fpstiy Lost nan By Moe th the Jaw. Sozinskey, 
Thos. S. 217-218. 








D101 Comparative Dental Anatomy. 


Pathological studies of teeth of animals classified here. 


Advertiser (Dental), IX, 
Fish Teeth Set on Hinges. 


American Dental Assn Trans., 187 
Report of the Committee on Dental i Phyatology (C: aa 
arative Anatomy.) Dean, 


-59. 
Report on Histology and Microscopy (The Mechanical 
Genesis of Tooth Forms. Comparative Anatomy.) 
Peirce, C. N. 78-90. 4 illus. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Comparative Anatomy. 40-43. Selected. 


Archives of re gry 
The ‘Adaptation of the eeth te o thé Alveolar Process 
{Coangocessre Anatomy.) Bennett, Storer. 119- 


The Forms, Origin, and Development of the Teeth 
{Gpmoatative Anatomy.) Shaw, Parsons. 473- 


iso Selected. 


Archives of Dentistry, I, 
The Teeth of Reptiles and Birds. 
tia Anatomy of the Teeth. Peirce, 


* Fisher, Wm. 90-91. 
CS w. 


ritish Dental Assn. Jnl., 1880. 
Variations in the Teeth of ths Carnivora, as Illus- 
trated by the Collection in the Museum of the 
Royal College of Surgeons, England. Garson, 


J. 

Dentine Papillae of Parrots. 270-271. 

Researches on the Ossification of the Inferior Maxil- 
lary, and on the Dentition s the Foetus of 
Balaenoptera Rostrata. Bell, Jeffrey. 278-283. 

On the Heterodont Dentition of dete Reptiles. 559. 


ritish Dental Assn. Jnl., II, 
Fossil Teeth of Extinct Animals. 


British Dental Assn. Jnl., III, 
Dentition in the Horse and other “Animals. 
liams. 161-166. Abstract. Disc. 166-168. 
Baboon’s Tooth. Hammond, Gurnell. 177. 
Development of the Teeth in Whales. 275. Abstract. 


ish Dental Assn. Jni., IV, 
Classification of the Teeth in the. Niammalia. wil- 
son, Andrew. 30-35. Disc. 35-37. 
Bite of Lizards. 151-152. 
Large Fossil Suark’s Teeth. 529. 


British Dental Asen. Jnl., V, 1884. 
Teeth of the Mollusca. Amoore, John 8S. 27-32. 
Spedmen of the Jaws of the Skate. Cameron, James. 


The y » of the Teeth to the Alveolar Process 
Spupasative Anatomy.) Bennett, Storer. 148- 


shoul eaeee in the Lower Mammalia. Tur- 


ner, J. 
Observations on the Teeth of Certain Rodents. Betts, 
BE. G -365. 


363-364. Abstract. Disc. 


oo 342-348. 


wil- 


British Dental Assen. Jnil., VI, 1885. 

On the Fossil Teeth of Extinct Animals in the Mus- 
eum of the Odontological Society, with Remarks 
on the Value of Dental Characters in the De- 
termination of Life Periods in the Ancient 
Fauna of the Globe. Charlesworth, B. 219-220. 
Abstract. 

The Missing Incisors in Man—Which are They? 
Wilson, Andrew. 241-243. Abstract. 


British Jnl. Dental Science, XXI, 1878. 
The Hinged Teeth of the Common’ Pike. 
Charles 8. 347-352. 
British Jnl. Dental Science, XXII, 
Specimen of the Jaws of the White 8 Shark, Car- 
charias. Watson. 31-32. 
Science, XXIII, 1880. 
Leslie, George. 341- 


and 
alk- 


Tomes, 


British Jnl. Dental 
Com erative Dental  naeomy. 


. Abstract. 
The Study of the comp _ a Human Anatom 
Its Importance ye the Dental Practitioner. 


er, Joseph. 


i” Anatomy of the Mollusca. Amoore. 1046- 


British Jnl. Dental Science, XXIV, 
Extinct Toothed Birds. Geikie. 528-330. xo 
On the Sectorial Teeth, and Their Modifications in 

a Carnivora. Wilson, Andrew. 562- 


The Maxillae of the Rodentia.- Wilson. 1198-1199. 
British Jnl. Dental Science, XXV, 1882. 

The Teeth of the Common Pike. Sternfeld. 82. 

On the Dental Follicle in — Legros, Ch. 
and Magitot, B. 287-291. Rev 

Dentition in the Horse and Other , Williams. 
364-369. Disc.- 369-371. 

Review of the Dente Anatom of the Mesoplodon 
Layardi. Gould, 375-386, 


British Jnl. Dental Scie XXXVI, 1883. 
Some Remarks Upon the Evolution of the Poison- 
Apparatus of Reptiles. Amoore, John 8S. 10-12. 
The Salivary Glands of Insects. White, T. Charters. 


51-61. 
Classification of the Teeth in the Mammalia. Wil- 
son, Andrew. 87-91. Dise. 91-92. 


British Jnl. Dental Science, XXVII, 
Saeee = Cee Anatomy. dantion, John 8. 
Cases of Abnormal Dentition in the Lower Mam- 
malia. Wilson, Andrew. 312. 
Observations on the Teeth of Certain Rodents. Beits, 
E. G. 691-694, 751-754. Disc. 765-767. 
Specimens of Comparative Anatomy. Hutchinson. 
The Teeth o of Reptiles and Birds. Fisher, William. 


British Jnl. Dental Science, XXVIII, 1885. 
Teeth of the Bandicoot Rat. Wilson, A. 717. 


Cosmos (Dental), XVIII, 1876. 
The Dynamics of Dental Occlusion and the Struc- 
tural 7a‘ of Their Maintenance. Thomp- 
son, A. H. 174-179. 
Man and His Teeth. 
Practical Lessons 
Tomes, Charles 8. 313-320. 


321. 
The Potency of Food in Modifying the Masticatin 
Apparatus of Animals. Thompson, A. H. 390- 


Cosmos, (Dental), XIX, 1877. 

The Homology of the Dental Tissues, Their Suscep- 
tibility to Suppressive Economy, and Their Pres- 
oat ee tre BO in bee Thompson, A. H. 174- 


Foster, B. 
in Comparative 
5 illus. 


Odontolo 
Disc. 


Cosmos (Dental), XX, 1878. 

The Case of the Wisdom-Tooth in Relation to the 

Evesthests of the Ultimate Suppression of the 
eeth in Man. Thompson, A. H. 135-145, 191- 
ion 255- 

The Varieties of Teeth Found in Animals; Their 
Muco-Dermal Origin and How the Blending of 
Their Different Forms in the Class Mammalia 
Favors the Theory that they are but Modifica- 
tions of om Common Ancestral Type. Peirce, 


The “Mechanical Songete of Tooth Forms. Peirce, C. 

Addenda to Etiological Views Expressed in a Paper 
“On the Mechanical aaa of Tooth Forms.” 
Ryder, John A. 472-47: 


Cosmos (Dental), XXII, 
Comparative Anatomy of tm. ‘Teeth in Man: The 


aces of Africa. 


Cosmos (Dental), XXV 


ogres of the Teeth Oe Certain Rodents. 700- 


Cosmos (Dental), XXVII, 1885. 

A Factor in Tooth Preservation (Relations of Teeth 
of Various Animals to Foods, etc.) Peirce, N. 
520-530. Correction, 596. Disc. -630. 


For index and key to classification numbers, see pink sheets. 





D101 COMPARATIVE DENTAL ANATOMY 


Dental & Oral Science Mngnne, Be 

A Treatise on the Anomalies of the Total 8 System in 
the Human and Other Mammalia. Magitot. 251- 
253. Selected. 


tioner (Dental), III, 1882. 


dent 
in the se and Other Animals. Williams. 


jepe 
Dentit tion in the 
495-499. Selected. 
Den. Soc. Trans. 
on. a, of of Shark’s Teeth. 


Items of Interest (Dental), 79. 
Development of the Teeth of atthe. 1. Selected. 


Items of Interest (Dental), III, 1881. 
The Teeth of Alligators. 26. 

The Teeth of Animals. “61. Selected. 
The Teeth of Elephants. 61. Ed. 


Items of Interest (Dental), IV, 1882. 
The Teeth of Some Animals. 27. 
Dentition in the Horse and Other Animals. 

122. Selected. 


be eereet. 18-20. 


Williams. 


tems of Interest (Dental), V 
Dentition in the — ag and Other yt — 


ecte 
The Mammalia. 374-375. Ed. 


Items of Interest (Dental), 

Dentition as Indicative of the — of th the Animals of 
the Farm. Brown, G. T. 76-77. Selected. 

The Review of the Invertebrate Animals. Gaddes, 
Thomas. 83-84. 


Items of Interest (Dental), VII, 1885. 
American Type of Teeth. Kingsbury, C. A. 304-305. 


Selected. 
Teeth of Reptiles and Birds. Fisher, Wm. 366. 


Jairus (Dental), III, 
Compasative Anatomy of the, “Teeth. Dennis, 8S. W. 


Williams. 


Johnstons’ Dental Miscellany, V, 1878. 
Dental Anatomy and Physiology. Gaddes, Thomas. 
255-266. 1 table. 


Johnstons’ Dental Miscellany, VIII, 1881. 
Extinct Toothed Birds. 70-72. Selected. 
Reptiles’ Teeth. Tomes. 95. 

Specimens of Comparative Anatomy. 350. 


Luminary (Dental), IV, 1882-83 
The Tooth of a Mouse. 91. Selected. 


Missouri Dental Jnl., XI, 1879. 
The Autopsy of an Elephant. Howe, A. I. 
Selected. 


267-277. 


Missouri Dental Jnil., XIV, 1 
The Structure of the Teeth = the Pike. 
Alfred. 344-353. Selected 


Sternfeld, 


Monthly Review of Den. Surgery, IV, 1876. 
An Abnormal Tusk of an African E ‘Piephant. Tomes, 
as. 


Monthly Review of Den. Surgery, V, 1876-77. 
On the Microscopical Structure o Fossil Teeth From 
the Northumberland True Coal a: hee (Cont. 
from Vol. IV.) Barkas, W. J. 7-12. 
Introductory Lecture to the First uae of Lectures 
on Dental Anatomy and Physiology, Human and 
Comparative. Balkwill, F. H. 214-222. 


Monthly Review of Den. Surgery, VII, 1878. 

On the Hinged Teeth of the Common Pike. Tomes, 
Charles 125. Remarks, 545- 

On Two “— } Hybodont Teeth. Barkas, 
W. J. 145-148. 4 illus. 189-193. 2 illus 

On the ivolation and a of the Tncisenp of 
the Horse. Ryder, John A. 163-165. Selected. 

Soc. Trans., 1885. 


(re Comparative 
Dise. 131-138. 


State Den. 
ooth Preservation. 
123-131. 


New Jerse: 
A Factor in 
Anatomy.) Pierce, C. N. 


75-77. Selected. 


Odontographic Jnl., I, 1880-81 
Extinct Toothed Birds. Geikie. 


hic Jni., Il, 1881-82 
Its Relations. Lucas, Frederic A. 33-44. 


Odontolog. Soc. T VIII, 2nd Ser., 
Abnormal Tusk of an 1. African Ele hant. "an, 
Charles. 184-185. Remarks, 
Teeth of Poisonous Snakes. Tomes, C. 8. 264-266. 
Remarks, 266-267. 


Gdonto; 
The Cat an 


Odontol Soc. Trens., IX, 2nd_Ser., 1876-77. 

Notes Upon tthe Condition of an Blephant’s Molar 
Which Had Been eS by a Rifle-Ball. Tomes, 
Charles 8. 89-95. 


Odontolog. Soc. Trans., XI, 2nd Ser., 1878-79. 

Spots os * onmenae ‘Anatomy. Lessert, Alfred 
ex 

On the Attachment of Teeth. Part III. On Hin 
— Tomes, Charles 8. 29-42. 4 illus. Dise 


1881-82. 


Odontolog. s., XIV, 2nd Ser. 
Stern- 


Structure of "tne STeeth 0! of the Common Pike. 
feld. 64-68. 


Odontolog. Soc. Trans., XVI, 2nd Ser., 1883-84. 
Teeth of Rodents. Bennett, Storer. 256-257. 
Observations on the Teeth of Certain Rodents. 

Betts, E. G. 261-271. 6 illus. 2 tables. Disc. 


271-273. 
Perfect Tooth of the Mastodon Andium. 277. 


Odontolog. Soc. Trans., XVII, 2nd Ser., 1884-85. 
Serious Results Which May Happen to Rodents 
from the Continuous Growth of Their Charac- 
teristic Teeth When from any Cause Their 
Normal Antagonism is Lost. 118a. 2 illus 
Peculiarity of the Socket of oy Lower Incisor of a 
Bandicoot Rat. Wilson, A. 240. 


Record (Dental), 

Skull of the Bandicoot of india (re the Enormous 
Development of the Sockets of the Lower In- 
cisors.) Wilson. 277-278. 


Record (Dental), II, 1882. 

On the preioee of Antlers in the Ruminants. 
Dawkins, W. Boyd. 22-24. 

The Teeth of the Beaver. 189. 

Baboon’s Tooth. Hammond, Gurnell, 217. 

Dentition in the Horse and Other Animals. Wil- 
liams. 221-225. Disc. 225-226. 

The Structure of the Teeth of the Pike. Sternfeld, 
Alfred. 351-355, 409-413. Abstract. 


Record (Dental), III, 1 

Classification of the Teeth it in Mammalia. Wilson, 
Andrew, 59-63. 

Deer Antlers. Allen, Grant. 361-363. Selected. 

Dentition as Indicative of the Age of the Animals 
of the Farm. Brown, G. T. 495-503. 2 illus. 
(Cont. in Vol. IV.) 


Record (Dental), IV, 
Dentition as Indicative of “he Age of the Animals 
¢ ~ a. on Te | 


ill % 
2 ‘nus #10. 217. 7 ‘illus. _* ab 12 illus. 
310. 9 illus. 350-358. 
The Teeth of Mollusca. et. oo 8. 110-117. 
Com — Dental Anatomy. Adams, Morgan. 375. 
str 
The Teeth of the Ox. Wellauer, F. 503-505. 
Register (Dental), ait oe 
Elephantine Dentals. 262-264, 


Register (Dental), XXXVIII, 1884. 
Compasen Dental Anatomy. Adams, 


A Syllabus of Lectures on Odontology. a,c. L. 
619-621. oe: PP 


Morgan. 


Southern Dental Jnl., 1882-83. 
Dentition in the Horse * Other Animals. Wil- 
liams. 192-197. Selected. 


For index and key to classification numbers, see pink sheets. 








D102 Dental Paleontology. Ancient Races of Man. 


Teeth of Different recent races. Racial mutilation of teeth. 


American Jnl. Den. Sci., XVI, 
Answers to Questions on the Teeth ny the White, 


Mixed and Black Races. Morgan, W. 
327. Selected. 


Archives of Dentistry, I, 1884. 
Prehistoric Teeth. Miller, W. D. 129. Selected. 


British Dental Assn. Jnl., V., 
On the Size of the Teeth as a Character of Race. 
* Flower. 510. 
ritish Dental Assn. Jnl., VI, 1885. 
The Poise of the Teeth as ‘a Character of Race. 
Flower, W. H. 173-177. 2 tables. Selected. 


British Jnl. Dental Sclence, XXIT 
The Barnard Davis Collection of skulls 
Sel 


ected. 
Zulu Skulls. 448-449. Selected. 
British Jnl. Dental Science, XXIV 


Fashion in Deformity. Flower. 371- he as elected. 
The Skulls in Hythe Church. Richardson. 1103- 
1104. 


‘106-108. 


British Jnl. Dental Science, XXVI, 1883. 
Teeth of the Amazon Queen. Finlayson. 340. 
The Antiquity of Man. 8-629. Selected. 


British Jnl. Dental Science, XXVII, 1884. 
78. Ed. 


Anglo-Saxon Teeth. T77- 
of the Teeth. 217. Selected. 


Mutilation 
The Dental Apparatus of the Inhabitants of Terra 
Del Fuego. Galippe. 638-639. 


os (Dental), XX, 


Cosm 1878. 
The a of the Mound Builders. Sozinskey, T. 8S. 
4 


Cosmos (Dental), XXII, 1880 
Disinterment of Ancient Skulls, Referable to the 


Tenth Century. 328-3 


Cosmos (Dental), XXVI, 


Dies Teeth Among the a Magill, W. EB. 


Cosmos (Dental), XXVII, 1885. 
On the Sise “ ie Teeth as a Character of Race. 


Exhibition 


of Specimens of Prehistoric Dentistry. 
Waite, 


492- 


Independent Practitioner 
Palaeolithic Osteology. Cilley, 
Corres. Selected. 


Independent Practitioner (Dental), IV, 1883. 
An Examination of the Condition of the Teeth of 
Certain Pre-Historic American Races. Barrett, 
5 13-521. 672-673. Corres. 


pendent Practitioner wee Vv, 1884, 
Pre- Mistoric Teeth. Miller, W. D. 40-43. Corres. 
A Survey of Peruvian Skulls. Trueman, Wm. H. 
44-45. Corres. 


of Interest (Dental), 
uma of Teeth with Change’ of 
Different Races.) Truman, James. 
lected. 
Johnstons’ Dental Miscellany, VIII, 1881. 
Fashion. in Deformity (Racial Characteristics.) 
pe ee 229-230. Selected. 


a + II, 1881. 
J. LL. 481-433. 


1885. 
Oot iene of 
Se- 


pe Vv, 1883-84. 
The Mfeeth ot iJ Jews. Selected. 


Misso 
Mound Builders. “travis, GW. 3 383-385. 2 illus. 
Remarks, 385. 


Missouri Dental Jni., XIII, 1881. 
Fashion in Deformity (Racial Mutliation.) 232-233. 
The Skulls in Hythe Church. 552. 


f Den. Sur , IV, 1876. 
Upon wonttiicial Ds Disfigurement 0 e Teeth Among 
Different Nations. Von mates. 439-440. Se- 


lected 


Monthly Review of Den. Surgery, VI, 1877. 
A Remarkable Deformity of the Teeth —— > 
Inhabitants - Admiralty Isles. 


1 illus. Selec 
onthly Review of Den. Surgery, VII, 1878. 
Dental Curiosities of Ethnology. utchinson, 8. J. 
Lessert, A. A. M. 


148-1 
Specimen of a Female Vertebrae. 
495-496. 


New England Jnl. Dentistry, Il, 1883. 

An Examination Into the Condition of the Teeth of 
Certain Pre-Historic American Races. Barrett, 
WwW. Cc. 369. Abstract. 


New England Jnl. re f III, 1884, 

An Examination of the Teeth Certain Pre-Historic 
American Races. 31. Ed. 

Collections of Ancient Skulls—From the Tropics to 
the a North. Barrett. 321-322. Disc. 322-324, 
325-327. 


ieal Soc. Trans., 
ormed Skull Ss, mM ‘Hun- 
168-170. Dise. 170- 


New York Odontolo 
A Human Artificially- 
err. Turnovsky, Eugene. 


New York State Den. Trans., 1877. 
Teeth of Italians. Horne, William C. 92-94. Corres. 


Dental, 


( Knightstown ind). V, 1882-83. 
The Teeth of the Yakuts. 8. 


Aug. Selected. 


Odontographic Jnl., 
Fashion in “Deformity. * Bidaen. 
lected. 


Odontographic Jnl., II, 1881-82. 
The Human Fosile of Schipka Cave. 81. Selected. 


Odontolog. Soc. Trans., XIII, 2nd. Ser., 1880-81. 
Filing the Front Teeth. Coleman. 8. 


Pennsylvania Jnl. Dental Science, III, 1876. 
Upon Artificial Disfigurement of the Teeth Among 
Different Nations. Von Ihering. 220-221. Se- 
lected. 
Practitioner (Dental), I, 1 
An Examination of the Condition of the Teeth of 
Certain Pre-Historic American Races. Barrett, 
W. C. 148-152. a 
Record (Dental), III, 
An Examination of the Condition of the Teeth of 
ar Pre-Historic American Races. Barrett, 
Cc. 512-55. Abstract. 


1. 
88-89. 6 illus. Se- 


Record (Dental), IV, 
Pre-Historic Teeth. Miller. § D. 49-51. 
Report +3 the Teeth of a uta? Builder. 
G. 137-138. Abstract. 


. (Dental), XXXIII, 1879. 
— Teeth. 355. Ed. 
Register (Dental), XXXVI 5 
On the Relations Which dt hate ae Discovered 
Amongst the Ancient a of Britain, and 
Amongst yoy Abori Races—May be 
Supposed to iy to Their t Food and Condition. 
Mummery, John R. 1- ee Selected. 
ter (Dental), Laps 
Mutilations of the Teeth 50-51. Selec 
ao | jie Teeth of a Mound-Builder. 


Selected. 
Betty, B 


The Sia 


ted. 
Betty, BE. 


Southern Jnl., I 
The Teeth of the” Tansee: 31-292. 292. Selected. 
The ye of the Races. Rawis, A. O. 309-313, 397- 


Reply, 391-396. 
The Negro and His Teeth. Ford, W. W. 452-454. 


For index and key to classification numbers, see pink sheets. 




















Absorption of roots of deciduous teeth. 
See also D1. 


Dll Deciduous Teeth. 


Diseases and treatment of deciduous teeth, see D602. 


Advertiser pas, = 
Aboosptes of Roots of 9 Teeth. Royce, W. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Report of the Committee on The Eruption of & 
gee oe and Permanent Teeth. MecQuillen, J 


Archives of Dentistry, 1884 
—- Teeth. Frederichs, A. G. 448-454. Se- 
ected. 


British Jnl. Dental Science, XXVII, 1884. 
Microscopical Studies Upon the Absorption of the 
neets at Temporary Teeth. Abbott, Frank. 


osmos (Dental), XXVI, 
Calcification and a a Ly of the Teeth. Peirce, 


9-455. 3 illus. 
Dentists’ Beacon Light, I, i. 
The First Set of Teeth. 6-7. 1 illu 


Shedding the Temporary Teeth. 2 “4 illus. 


Independent Practitioner (Dental), V, 1884. 
Microscopical Studies Upon the Absorption of the 
Roots of Temporary Teeth. Abbott, Frank. 
349-358. 3 illus. 
Calcification and Decalcification of the Teeth (Ab- 
sorption of the Roots of Deciduous Teeth.) 
Peirce, C. N. 569-572. Dise. 572. 


Inde ay Practitioner (Dental), VI, 
A Peculiar Case (Quinia Sulphas and the’ - —~ 
ment of the Teeth.) 505. Selected. 


Items of Interest (Dental), VI, 1884. 
ee of Temporary Teeth. Eames, W. E. 536- 
bstract. 


Items of Interest (Dental), VII, 
Removal of the Deciduous Teeth tAbsorption.) Jar- 
vis, O. A. 307-308. Selected. 


Johnstons’ Dental Miscellany, IIL 
The Eruption of the Deciduous and "Fesnanest 
Teeth. 347. Abstract. 


For index and key to classification numbers, see pink sheets. 


ohnstons’ Dental Miscellany, V, 
A singular Accident—Perfect ra “Bocond Den- 
Castle, A. C. 187-188. 


Missouri Dental Jnl., VIII, 1876. 

Resorption of the Dental Tissues (Considered With 
Reference to the Practice of Filling the Roots of 
the Deciduous Teeth.) Eames, W. H. 432-441. 


ssouril Dental Jnl., XIV 
Abeuien of the Roots of children’ s Teeth. 481. 


New England Jnl. Dentistry, 
a es of the Mk "Teeth. Redier, 


New York State Den. Soc. T 1884, 
Microscopical Studies Upon the “Absorption of the . 
Boots of Temporary Teeth. Abbott, F. 45-53. 
us. 


Odontographic Jnl., 1884-85. 

Microscopical Studies aahe the Absorption of the 
posts of Tempers *3 Teeth. Abbott, Frank. 93- 
96. 1 illus 2 illus. 


Ohio State Jnl. Den. py 1885. 

Temporary Teeth. Lilly, J. 74-76. 

Microscopical Studies pon the | of the 
Roots of Temporary Teeth. Abbott, Frank. 150. 


Practitioner (Dental), 1884, 
The tee and Their ey Smilie, Elton R. 


Record (Dental),-V, 1885. 
Absorption of a First Molar. 


Register (Dental), XXXIX, 1885. 

Microscopical Studies Upon the Absorption of the 
Roots of Temporary Teeth. Abbott, Frank. G- 
69. Selected. 


" Redman. 315-316. 


Southern Dental Jnl., I, 1882-83. 
Absorption of the Roots of Children’s Teeth. Chase, 
H. S.- 524. lected. 


Southern Dental Jnl., III, 1884-85. 
Reabsorbed Ossific Tissue. 161. Ed. 











D12 Permanent Teeth. 


Temperaments in relation to the Teeth. 


See also D1. 
Forms of artificial teeth, see D32. 


Archives of Dentistry, 
Tempesaqent and Teeth. vines S. Foster. 235. Se- 


American Jnl. Den. Secl., Srd_ Ser., 1876-77. 
Report of the Committee on "Tne Eruption of the 
ee ie and Permanent Teeth. McQuillen, J. 


The ns History of Various Nations of the 
Earth with ‘soto Reference to Their Teeth. 


Allen, 
British Dental Assen. Jnl., VI, 1885. 

On the Periods of Eruption of the Permanent Teeth 
as a Test of Age. Livy, John. 474-483. 5 
tables. Selected. 


British Jnl. Dental 


tal Science, 
Notes From a Dentist’s Case- Book. Tleredit and 
bo -— Weiss, Felix. 1-4, 63-66, 121-125, 


British Jnl. Dental Science, XXVIII 
Heredity and Development of the Teeth. "deemgece, 
Alton Howard. 936-945. Selected. 


Cosmos (Dental), XXVI, 
Temperament in Relation to the’ Teeth. 113-120. Bd. 
Conpegnen, on and pereeeation of the Teeth. Peirce, 
us. 


Cosmos (Dental), XXVII, 
On oe Size “#4 the Teeth as a Character of Race. 40. 


Dental Office & Lab., VIII, 2nd Ser., 1 
——— in Relation to the Teeth. 
oster. July. 


884-85. 
Flagg, J. 


ental Office & Lab., IX, 2nd Ser., 1885. 
Physiological Analogies of the Hair and Fost>. 
uinet, Oct., 6-8. Jan., 3-5. X, April, 5- 7. 
lected. 
Independent Practitioner (ental) sv: 


Good Teeth and Good Intellect. 
The Teeth of the Future. 105. 


Items of Interest (Dental), III, 1 
The integrity of Teeth After Death. yo L. 


tH g 


Items of Interest (Dental), V, 1883. 
Disposition and General Physical “Make-Up” of 
a Connection With His Teeth. Hurtt, J. 


Does Tr5° ie in Physical Character Change? (re 
Teet 203-204. Ed. 


Items of Interest (Dental), VI 
Phyioonemy of the Front Teeth. Sapeume. 137. 137. 


Temperament in Relation to the Teeth. 227. 

Heredity and the Teeth. Watt, Geo. 274. 

A Mother to Mothers. (Eruption of the Permanent 
Teeth.) 498-501. Selected. 


Johnstons’ Dental Miscellany, III, 1876. 
The oo of the Deciduous and Permanent Teeth. 


347. Abstract. 


Johnstons’ Dental Miscellany, VI, 
Com « Accidental syecne Dentition.” 
69-70. Disc. 71-73. 


> nolds, R 


Missouri Dental Jnl., IX, 1877. 
An Anatomical Description of the Permanent Teeth. 
Judd, H. 113. orres. 


Missouri Dental Jnl., X, 1878. 
Temperaments. Van De Warker, 
tables. Selected. 


Missouri Dental Jnl., XV, 1883. 
Biography of a Tooth. May. 63-66. 


Ely. 61-77. 4 


Odontographic Jnl., 1880-81. 
Temperaments. Royce, . EB. 1-4. 
Ohio State Jnl. Den. I, 1881. 
Limestone Regions (re ‘reeth: 110. Ed. 
Ohio State Jnl. Den. Sci., III, 1883. 
Hereditary Tendencies. 190-191. Ed. 


Practitioner (Dental), Il, 1884. 
Tee un and Their Treatment. Smilie, Bilton R. 


tioner One, = 


Practi 
Environment (re Teeth Walker, J. R. 11-14 
Selected. 


Temperament in Mechanical Deit “7. & (vemmeiee 
of an Artificial Denture.) 265-267. 
(Cont. in Vol. IV.) 


rn Dental Jnl., III, 1884-85. 
—_— (re Teeth.) 404-406." 


Texas Dental Jnil., III, 1885. 


oa (Heredity re Teeth.) Hodgkins, J. B. 


For index and key to'classification numbers, see pink sheets. 























D13 Anomalies, of both Dentition and Form. Supernumerary Teeth. 


Temporary teeth retained, missing teeth. Enamel drops. 


See also D621, Fused Teeth. 


vertiser (Dental), XIV, 
The Afissing Link. Hutchinson, ~~ J. 61. Selected. 


American Jnl. Den. Scl., IX, 3rd Ser., 1876, 
A Third Dentition at the Age of Seventy-Three. 575. 
ecte: 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Remarks on a Case in Which ‘a Portion of a Tooth 
was Embedded in the Lower Lip. Mason, Fran- 
cis. 18-23. Selected. 
Tooth Anomaly. 85-87. 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
Curious Development of Teeth. 92. Selected. 
A Case of Third Dentition. 384. Selected. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
A Supernumerary Tooth. 
A a Case.—Extrusion of Bicuspid. Hodgkin. 


American Jnl, Den. Sci., XIV, 3rd Ser., 1880-81. 
Unerupted Teeth in the Root of the Mouth—Freaks 
of Nature. Osmun, J. Allen. 331-332. Selected. 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
A Third Set of Teeth. 432. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
me - ~~ x Teeth. Harrington, . B. 144. Se- 


Toothless Persons. Kilpatrick, 383. Selected. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
Cong S of bay rnumerary Teeth. ' Wallis, & J. 3. 
bane 2 of Deficient Dentition. Macleod. 37-38. Se- 


Dental Formation in the Nasal Cavity. Schaffer, Max. 
96. Selected. 


Discussions = Abnormal Teeth. 160-161. Selected. 

Abstract of a Clinical Lecture by Dr. Magitot on 
the Anomalies in the Eruption of the Teeth of 
Man. Magitot. 372-375. Selected. 


n Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 
The = Incisors in Man.—Which Are They? 
Wilson, Andrew. 568-570. Selected. 


American Jnl. Den. Sci., XIX, 3rd cor. Tees. 
et — ~ van Tooth. Woodhouse, R. H. 
ecte 


18. Se- 


Archives of Dentistry, I, 1 
Eruption of a Canine Ee at eritty Years of Age. 
arper, John G. 
Eruption of a Right 
ostril. Harper. 
Dental Formation in the Newel Canity. 
Fletcher. 137-138. Selected. 


11-12 

Upper Ca cere! Into the Right 

Ingals, B. 
Archives of pestietey, Il, 1885. 

Abnormalities. 61-62. - 


British Dental Assn. Jni., II, 
Two Upper Temporary ay With Bifurcated 


Fangs. Coleman. 90-91. 
Enamel Nodule. Tomes. 
ses 0 


Malposed and Supernumerary Teeth. Phil- 
lips, E. T. M. 177-178. Selected. 

Anomalies of Dentition. Hern, W. 184-185. 
Cutting Teeth Late in Life. 516. 

Roots United by Cementum. Watson, G. W. 644. 


British Dental Assn. Jnl., 

Effects of Forced Feeding on the’ Dentition of Do- 
mestic Animals Apaccmel Development.) 28-30. 
Abstract. Selected 

Molar Protruding Near the Centre of the Palate. 
Coleman, Alfred. 117. 


British Dentai Assn. Jnl., IV, 


Notes a. a = of Misplaced * Uanine. Blandy, 


Hen (Case Report.) 
The Missing Link. Hutchinson, 8. J. 25-26. 


For irdex and key to classification numbers, see pink sheets. 


ee ae Hs A eee Teeth on the Lower 
w er 
Lateral and Central Teeth United. King, Appleby. 


Edentulous Jaw. Hutchinson, 8. J. 291. 


British Dental Assn. J Vv, 1884. 
Defective Development of the Temporary Teeth. 
H 


Pearman, G. B. 


ern, W. 160. 
Two ) cannes Temporary Teeth. 
72. 


-466. 
Supernumerary Teeth. Wilson, Andrew. 


British Dental Assn. J im 1885. 
Deficient Dentition. Lucas 108. 
Missing Teeth. Underwood, Asthee. 108. 
Retarded Canine. Weiss, Henri. 298-299. 
Abnormal Dentition. Maggs, W. % 5 
Supernumerary Tooth. Dunn, C. 
The Missing Incisors in Man. Which. ‘are They? > 
wards, H. 725-735. 7 illus. Selected. D 


Vol. VII, 165-168. 


British Jnl. Dental Science, XIX, 1876. 
Case of Supernumerary Teeth. Rowney. 261. 
Cleft Palate and Dental joa ~4 Vasey, Charles. 


391. 

The Lory Eruption and the Absence of Perm- 
anent Teeth. eiss, Felix. 

The Eruption of Teeth Underneath Artificial Teeth. 
Weiss, Felix. 525-527. 


British Jnl. Dental XX, 1877. 
A Curiosity of Nature. 89. Selected. 
A beh Tooth in the Antrum. Alabone, Alfred. 


Discussion on Irregular and Abnormal Tooth De- 
velopment. 363-366, 434-439. 
Case of Supernumerary Teeth. 


A Case of Anomalous Dentition in a Monkey. 661- 
662. 1 illus. 


Murphy, Thomas. 


British Jnl. Dental Science, XXI, 1878. 
An Abnormal Tooth. Fripp, John T. 55-56. 


British Jnl. Dental Sci 1879. 

Case of io Dentition. — A ohn T T. 164. 
Notes on the . of Abnormal Dentition oe, 
tained in t Museum of the Royal 7 Sn < 

Zecgeees of England. Flower. 


British Jnl. Dental Science, X 
A Remarkable Case (Missing Teeth.) "kyan, J. H. 5 
Tooth in the Nose. Laurence, H. 


British Jnl. Dental Science, axrv 1881. 
Dental Anomalies. Coleman. Dise. 23 
aumpounes Teeth Retained. Wilson S33 234. 
Anomalies. Wilson. 234- 
Superqumteacy Tooth Removed from the Mouth of 
e . Lo 4 Aged Bight. Fox, Francis. 280-281. Se- 
ec 


Supernumerary Tooth Posterior to and Between the 
etre Incisors. Bartlett, Edward. 390-391. 


eee Case of the Jaw of a Dwarf. Cart- 
wright, Hamilton. 391-392. Selected. 
Case of Necrosis, with Anchylosis of Second Molar 
gs — Tooth. Hope, William Hodgskin. 
q us. 


British Jnl. Dental Science, XXV, 1882. 
Retention of Deciduous Teeth. Watson. 30. 
a —¥ Teeth Retained. Sewill, Henry. 81. 
Case of Perforation £ the Upper Lip by a Tooth. 
Albert, H. L. -130. 
A Supernumerary fue Incisor. Sewill, Henry. 


Lateral Incisors Suppressed. Wilson. 303. 
Case of ay - OH oe Dwinelle. 497-498. Disc. 


498 ; L 
Irregular Dentition. Jacobi. 1063-1066. Selected. 











54 D13 ANOMALIES, OF BOTH DENTITION AND FORM 


British Jni. Dental Science, XX VI, 1883. 

Tooth in the Antrum. ee George. 37. 

Missing 4st. Hutchinsen, J. S. 85, er o1- 192. Se- 
ected. 

Models of a Child’s Mouth Where the First Perm- 
anent Molar Erupted at the Age of Ten Years. 
Coleman 

Missing Teeth. Williamson. 339. Disc. 

Case of = A ee | eases of Pulp. 
burn, W. 8. 

Abstract of a Cunicai Lecture on the Anomalies in 
the Eruption of the Teeth in Man. Magitot. 


339. 
Wood- 


Teeth at Birth. Besnier, M. Jules. 1075-1076. Se- 
ected. 
Misplaced Teeth. Hall, Havilland. 1131. 


British Jnl. Dental Science, XXVII, 1884. 

Curious Abnormality. 77. Ed. 

Delayed Dentition. 103. 

Molar With Four Roots. 

Case in Which the Right Unger Canine had Erupted 
into the Right Nostril male, Morton. 184-185. 
Dise. 185. 

Missing Canine. 

Delayed Dentition. 248. 

Third Dentition. 259. 

A Very Abnormally a _ = Lateral Incisor. 
Wilson, Andrew. 

Anchylosis of Teeth. Hanreck, G. 313-314. 

Missing Teeth. Nehmer, Ferdinand. 

Misplaced Teeth. 607-608. Ed. 

Model of a Mouth Showing Suppression of an Upper 


Cole, Fenn. 234-235. 
— 


— i in the Temporary Set. Wilson, 
Late Eruption of a Permanent Canine. White, BD. 


Curious Mixture of Retained Temporary Teeth and 
Suppression of the Permanent. Betts. > 
Supernumerary Tooth. Clarke, S. Francis. 1006- 


1007. 
Congenital Deformity of the Teeth. 1054. 
Congenital Absence of Both Temporary and Perman- 
ent Lower Incisors. Smale, Morton. 1160. 


British Jnl. Dental Science, axe. 1885. 
Kostroma Family. Coffin, Walter. 
Tooth in the Antrum of Highmore. Wyeth, J. A. 
70. Selected. 
Dwarf’s Teeth. Schwartzkopff. 80-81. 
Heredity (re Abnormalities. 170. 
Two Supernumerary Upper Lateral Incisors. 
ing, Paxton. 186. 
Cases of Interest (Anomalies.) Price, Rees. 
The Missing Incisors in Man.—Which are 
Wilson, Andrew, 389-391. 
Case of a Retained Tooth. Woodhouse, R. H. 575. 
The Kostroma Boy. Coles, Oakley. 717. 
Teeth in the Nose. Branch. 954. Selected. 
The Missing Incisors in Man.—Which Are 
Edwards, H. H. 1119-1122. 
Missing Teeth. White, Charters. 1140. 
Parasitical Tooth. Dunn, C. W. 1140-1141. 


Caulk’s Dental Annual, 1885. 
Cutting New Teeth at Ninety- Five. 15. 


Cosmos (Dental), XVIII, 1876. 
Interrupted Development of a Tooth-Germ. 42. 
Third Molars Erupted at Thirteen. 56. 
A Third Dentition at the Age of Seventy-Three. 165. 
Third Dentition. Jenks. H. 166. 
“a Dentition. Third Dentition. Goble, J. R. 


They? 


osmos (Dental), XIX, 1877. 
A Curiosity of Nature. Tooth in Roof of Mouth. 
Richey, D. 54-55, 111. 
Specimen "at Dilaceration.—A Left Central Incisor. 
rnar 
A Cope of Fusion, Upper Second and Third Molars. 


all. L. 
A mA Deformity of the Teeth. 556. 


Cosmos (Dental), XX, 1878. 

Dental Monstrosities. 292. 

Dental Anomalies in Man, and the eeneneserte at 
Large. Analysis of the Researches of Dr. Mag- 
itot. David, Th. Begice 


Cosmos (Dental). 1879. 
Croeeemera7 Tooth re the Nose. Jarvie, Wm. 91. 


i 91 
Statistics Respecting the Deficiencies in ~. on 
ber of the Permanent Teeth. Peirce, C. N. 685. 


Cosmos (Dental), XXII, 1880. 
Retarded Dentition. 111. 
Third Dentition. no -. * 4 


Third Dentition. -, ~ iy 
Retarded ey of Some of Pine a reeth. 329-330. 


Cosmos (Dental), XXIII, 1881. 
Irregularities of Dentition (Anomalies.) Flagg, 
ohn 8. 335-336. 


Deficient Denture. Thompson, G. W. 336. 

Case Supernumerary Teeth. Jarvie, Wm. 433. 

Abnormalities of Dentition. 501. 

Singular Exhibition of Interstitial Growth in the 
Teeth (Reports of Two Cases in Which Teeth 
are Said to have Grown, ox x Placed at 
Gingival Eventually Coming to _ the ve 
Edge.) Patrick, J. B. 534. pene. 534- 

Retention of Deciduous Teeth. 613, 668-669. 

eee at | Erupted but Two Beste. Darby, B. 


Cosmos (Dental), XXIV, 1882. 
Molar Teeth at First Month. 267-268 


Cosmos (Dental), 

Curious Abnormalities wThree * Teeth in Position of 
Upper Third Molar.) 

Exfoliation of a Permanent Biscuspid Crown at 
Age of Four. Leech. 89- 

Perfect Union of the Central and Lateral Incisors 
of the Temporary Set. Pettit, E. R. 90. 

A Dental Anomaly (Man of 48 Edentulous From 
Birth.) Guilford, S. H. 113-118. 4 illus. 

Premature Dentition. 276. 

Small Tooth Imbedded in Crown of Molar. 
Jennie Kollock. 280. 

Case of Third Pair of Upper Co ~. a Super- 
numerary. Knowlton, C. B. 615. 1 illus. 


Cosmos (Dental), XXVI, 1884. 
Temporary Cuspids at 60 Years. 
Dental Formation in the Nasal Cavity. 

erary Teoth. 379-380. 

Malposition of a Tooth. (Supernumerary.) 380. 
Two Cases of Supernumerary Teeth (Four Teeth 
in Position of Upper Central. Su —— 

in Region of First Molar.) Woodward 5 

Disc. 390-391. 

Malposition of a Tooth (In the Right Nostril.) 606- 


Tooth in the Antrum of Highmore. 764. 


osmos (Dental), XXVII, 
Girl ot Eleven Years Who is Cutting Nine Teeth at 
One Time. 189-190. 
Molar Shaped Tooth Removed from Position of Up- 
per Central. 299. Clinic. 
Absence of Two Central Incisors. Eaton, A. R. 416. 
Case of Fusion of Temporary Cuspid and Lateral In- 
cisor; Both Extracted, Sawed Apart, and Lat- 
eral Replanted. Jackson, V. H. 612. 

Unusual Retention of the Temporary Teeth and 
Backwardness in the Development of the Perm- 
anent Ones. Nash, B. C. 753. 


Dental Office & Lab., Il, 2nd Ser., 1878-79. 
Fusion of Two Molars. April. 2. 


Dental Office & Lab., III, 2nd Ser., 1879-80. 
Distortion of the Left Superior Permanent Central 
Incisor. Jan. 1. 1 illus. 


Dental Office & Lab., IV, 2nd Ser., 
=e + a of Late Development. 
an. 4. 


Hilton, 


Cook, C. D. 201. 
Supernum- 


1880-81. 
Frailey, J. RB. 


Dental Office & Lab., VI, 2nd Ser., 1882-83. 
A Case of Twin Formation of the eee. Schars- 
kopf. July. 5. Trans. Selec ° 
Toothless Persons. Kilpatrick. _— 6. Selected. 
Malformation and Third Dentition. Gessebrecht. 
Oct. 2. Trans. 


Dental Office & Lab., VIII, 2nd Ser., 1884-85. 
Third Dentition. Rate 7. Selected. 
Dental Office Lab 


.. EX, Ser.. 1885. 
Anomalous Dentition. Guilford. April, % Dise. 3. 
Dental & Oral Science ie aw ny 
A Treative on the Anomalies of the Dental 8: System 
in the Human and Other Mammalia. Magitot. 
251-253. Abstract. 
Two Central Inferior Incisors Erupted at Birth. 
Francis, EB. 263. 


For index and key to classification numbers, see pink sheets. 

















ht (Dental). 


Headlig m,. 1881. 
or. 2. Third Set of Teeth. Owen. Oct. 7. 


ght (Dental), III, 1882 


Headli 
Thirty-six Well Developed Teeth. Jackson, A. 45 


Corres. 
Herald of Denton. I, 1881-82. 

— Persons Kilpatrick. April. 10. Se- 
lected. 

Cuttios a New Set of Teeth at Ninety-Five. April. 


rald of Pee, = 882-83. 
Irregular Dentition RY\ July. 5. Clinic. Ab- 
stra 
Congenital Teeth. July. 12. 


Herald of Dentistry, II, 
A Tooth Removed from the yo of Highmore. 
Wyeth, J. A. Jan. 17. 


Illinois State Dental Soc. 
Description of a Case Havin 
ture, but no Crowns. 

Dise. 39-41. 


Independent Practitioner (Dental) IV, 1883. 
A Tooth at Birth. Grinnell, Fordyce. 449-450. 


ected. 
Case of No Dentition. De Trey, E. 659-660. 


Independent Practitioner (Dental) 
Two Cases in Practice (Buried Root.) Willits, J. 


L. 191-1 

The Possibilities of Mosvaher ey Tee Transmission of Oral 
Lesions. Starbuck, 

A Vopeees a BS. Toke ‘Talbot, BE. 8. 


Trans. 
Roots ade a @ Full Den- 
arrett, W. C. 35-39. 


Se- 


Items of Interest (Dental), IV, 1882. 
Toothless Persons. 75. 
Case of a Man Having No Teeth. Guilford. 133. 


Items of Interest, (Dental) 1883. 
Two Interesting Cases poy in Dentition.) 226. 
Teeth of Third Dentition. Bucher, D. A. 269. Cor- 


res. 
No Teeth nor Hair. 305. 


Items of Interest (Dental), 
Two Peculiar Cases (Missing Meath.) van Horne, H. 


E. 86. 
An gntescsting Case of the Non-Eruption of Teeth. 


Non-Eruption of Teeth. Jons, T. D. 464. 
Items of Interest (Dental), 

sone ——“aindeone of Teeth (Abuormulities:) 308. Ab- 
stra 

Third Dentition. Dunlap, W. D. Peay” 376. 

Third Dentition. Robinson, J. A. 486. 


Jairus (Dental), 1879. 
Third Dentition. Sept. 24-25. 
rus (Dental), I, 1880. 
Non “Brruption of Permanent Teeth. 


Smith, 144 
Bit Selected. 


142-143. 1 


us. 
Dental Anomaly. 
Premature Dentition. 


Jairus (Dental), Il, 
Some paoetes inthe eine of Teeth. 350-351. 


airus (Dental), III, 1882. 
Fusion of the Germs of the Canine and First Bi- 
cuspid. Smith, G. W. 
A Strange Freak of Nature (Third Set of Teeth.) 
250. Trans. 


Jairus (Dental), 
Cutting New Teeth Pt Ninety- Five. 20. Ed. 


— by wy’ a, 1877. 
I r | a Detective Tooth opment. Moo 
rregular and uieten. P nn, 


. Johnstons’ Dental Miscellany, 1879. 
Supernumerary Tooth. Hutchinson. ‘314. 
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Johnstons’ Dental 


f T Teeth Retained. Walker. 30. 

Cc 0. mpora ee 

Notes on the Specimens of Abnormal Dentition in 
the Museum of the poral ¢ College of Surgeons. 
Fowler, W. H. 31-39. Disc. 39-43. 

Retention of the Lower Temporary Molars and Can- 


ines in a Patient Aged Nineteen. May, Percy. 

107-108. 

Uneru ted Teeth in the Roof of the Mouth—Freaks 
ri) P Nature. Osmun, J. Allen. 380-381. 


A Supplementary Molar. Tod. 437. 
Geseens Union ona Transposition of Two Teeth. 438- 


439. 
Case of Temporary Teeth Retained. Bodecker. 468. 


cutee ee ee Teeth. May, — 17-18. 
Casual Communications. Anomalies. Coleman. 139- 
A Taira eee of Teeth. 220. patente. 
Cutting a Third Set of Teeth. Owen. 360. Selected. 
a ~~ Le of oe axe of Teeth. 


Luminary (Dental), II, 1880-81. 
Premature Dentition. 36. Ed. 
Third Dentition of the Four Superior Bicuspids. 59. 


(Dental), III, 1881-82. 


Luminar 
ature. Darby. 91. Selected. 


A Freak of 


(Dental), IV, 1 


A Case +. of Third "Deniition, Luigi. 9. 


882-83. 
Mazzotti, 
rans ] 
a. Molar With Four Roots. 60. 


Luminary (Dental), V, 1883-84. 
A Dental Anomaly. Quilford, S. H. 2-8. Selected. 


4. Ed. 

Delayed Dentition. 88. 

Missouri Dental Jnl., VIII, 1876. 
Union of Teeth. Reed, Thomas W. 
as ~~ wnnamed Tooth. Hamilton. 
A cooue Fallacy (re Third Dentition.) 
Irregularity of Irruption. Robertson, Abr. 


ted. 
399-400. 1 illus. Ed. 


144-145. 2 illus. 
145-146. 1 


Cutler, 8. 
318-319. 


Fox, 


elec 
Triplets. 


Missouri Dental Jnl., IX, 1877. 
Tooth Expelled From the Antrum—A Curious Case. 


illus. Ed. 


Ed. 
Premature Eruption. &. 1 


Molar with Three Roots. Pearson, R. I. 114. Cor- 
res. 

Anomalous Specimens. Wilson, I. P. 146-148. 

A Remarkable Deformity of the Teeth Among the 
Inhabitants of the Admiralty Islands. 476. Se- 
lected. 

Missouri Dental Jnl., XIII, 

Supernumerary Tooth. Fox, bp eeete. 181. 


Remarkable Case of the Jaw of a Dwarf. Cart- 
wright, Hamilton. 370-371. Selected. 

Cutting Teeth Late in Life. 475. 

Abegase of Wisdom Teeth in a Negro. Mummery. 


Missouri Dental Jnl., XIV, 

Teeth HY a & Urinary Bladder. MBehieuker, M. Jan. 

ans. 

A Case of Union Between Both Upper Central In- 
cisors With the Laterals. Schwartzkopf, B. 166- 
167. Selected. 

Calcified Crown. Pearce, I. D. 336-337. 

Irregular Dentition. Jacobi. 449-451. 

On Supposed Third Set of Teeth. 
Selected. 


. Corres. 
Selected. 
Owen. 471-472. 


uri Dental Jni., XV, 1 
Description of a Case Havin 
ture but No Crowns. 
117-122. Dise. 122-124. 
Dental Formation in the Nasal Cavity. 
a x the Future (Toothless.) Sept. 


Roots of a Full Den- 
arrett, W. C. March. 


Aug. 233. 
267-269. 


Monthly Review of Den. Surgery, I 
Two Cases of Enamelless Malformed Teeth. 
der, J. V. 414-416. 1 illus. 


Pana 
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Monthly Review of Den. Surgery, V. 

A Case of Supernumerary Teeth in the’ Temp soeny 
Set Succeeded by Supernumerary Teeth the 
Same Position in the Permanent Set. Jameson, 
William E. 160-161. 1 illus. 

' rnumerary Tooth. Caldcleugh, J. 161. 1 il} 
hird Molar in an Abnormal Condition. Rollins, 
W. H. 162-163. 1 illus. 

Abnormality in the Form of the Dens Sapientiae. 
Stocken. 490. 


Mon — i Review of Den. Surgery, VI, 1877. 
On Irregular and Defective Tooth Development. 
Moon, Henry. 18-30. Disc. 31-36. 


Monthly Review of Den. Surgery, VIII, 1879. 
Malformed Teeth. Moon. 70-71. Remarks, 71-72. 
Absence of Teeth and Saliva. 188-189. Selected. 
Case of Retarded Dentition of the Pesmeunel Teeth. 

Walker. 553-554. 

The Specimens of Abnormal Dentition Contained in 
the Museum of the Royal College of Surgeons. 

Flower. 555-557. Disc. 557-560. Abstract. 


ew England Jnl. Doors, gat. 3 
Missing Teeth. Keyes, J. W 


New England Jnl. Donttey | Ill 
A Curious Malposition of a Tooth 


New Jersey State Den. Soc. Trans., 1883. 
Plaster- Casts of a Most Remarkable Case of Non- 
Development. Bonwill. 225-226. Disc. 226-229. 


New York Odontological Soc. Trans. 
Suppgnemeraty Tooth in the Nostril. ahi Wil. 
am 


New York Odontological Soc. Tra 
An Incisor in an Unnatural Position” Takin Its 

Original Place. Dodge. 66-67. 
Two Cases of Sepernumerery Teeth. "woodward. 


1883. 
Corres. 


fo" Selected. 


New York State Den. Soc. Trans., 1884. 
A Tooth Without Dentine. Barnes, Chas. 104. 


News (Dental, Knightstown, Ind.), I, 1878-79. 
Congenital Absence of Teeth. Feb. 9. 


News (Dental, Knightstown, Ind.), III, 1880-81. 
A Case of Malformed Teeth, and a Scar Upon the 
Cheek From = Uleerated Tooth. Ottofy, 
Louis. 25. Cor 
Superior Lateral a (Non Eruption.) Ottofy, 


Louls. 108. Corres. 

News (Dental, Knightstown, Ind.), IV, 1881-82. 
A Case of Premature Dentition. 17. 
A Case in Practice Gpepetaumesets Wisdom Tooth.) 


Ottofy, Louis. 


News (Dental, Knightstown, Ind.), V, 
Cases in Practice (Anomalies.) Wardlaw, W. C. 
2. Selected. 


Dental, Knightstown, pnd VI, 1883-84. 

Nature. Shelton, M. B. 

Odon hic Jnl., II, 1881-82 

anemia” emporary ‘Enlargement of Parotid 
Gland. 14-16. 2 illus. 


Odontographic Jnl., IV 
Defective Sovslopanent, Ww. B. 


Selected. 
Dental Formation in the Nasal Cavity. 54. Selected. 


1882-83. 
Feb. 


News 
A Freak o 


1883-84. 
Atkinson, 48-49. 


Odontographic Jnl.. 1884-85. 
No Dentine in the Body “oe a Tooth. 


192. 
Teeth and Brains. (Edentulous Mouths.) 
Selected. 


Barnes, Chas. 
201-202. 


Odontolog. Soc. Trans., VIII, 2nd Ser., 1876. 
Supernumerary Incisors. ‘Underwood. 113. 
wujessates Upper Incisors. Turner. 236-237. 1 il- 

us. 


Odontolog. Soc. Trans., 2nd Ser., 1876-77. 
Curious Cases of Dentition. _ *--t- 2-3. 
Anomalic. Gaddes. 

On Irregular and Defective Tooth ee ment. 
2 plates. -249, 


Moon, Henry. 223-243. 
253-263. 


Odontolog. 
Supernumerary “Tooth. 
opp. 163. 


Cdgutoieg. Ses Trans., XII, 2nd Ser., 1879-80. 
Case of Missing Teeth. Walker. 30. 
Notes on the Specimens of Abnormal Dentition in ng 
Museum of the Royal College of Sur; 
Flower, William Henry. 32-47. Disc 
imen of Osseous Union and Transposition of 
wo Teeth. Crapper. 214-215. 


Odontolog. Trans., XIII, 2nd Ser., 1880-81. 
Two Central” hooies Geminated. Coleman. 9. 
Misplaced Canine. preqaneuse, Alfred. 37. 

Su es Teeth. 

Malformed Left Upper nioiar. 50. 
Bifurcated Fangs. Coleman. 76-77. 
Enamel Nodule. Tomes, Charles. 77-78. 


, 2nd Ser., 1881-82. 
Mummery. 


8-79. 
™ 4 Betas 3. illus. 


AS 


Odontolog 
Abagemet Teeth tn in the e Skull fa a Fingo. 


~~ Cases of Prolonged Retention of Temporary 
Teeth. Sewill, Henry. 60-61. Disc. 62- 
Supernumerary Lateral neisor. Sewill, Henry. 


98. 
Two no ning x Teeth of the Syphilitie Type. 


Coleman 
noheee, & the Teeth. Henry, W. T. 155. Disc. 


Odontolog. Soc. Trans., XV, 2nd Ser., 1882-83. 

The Missing Link. Hutchinson, 8s. J. 82. 

A Case of —~~ Permanent Teeth. Coleman. 83. 

Supapmeraty ‘ee os tod Lateral Incisor. 
Redman. 

Two a Ruksbes Caniniform Teeth. 
Ackery. 129-131. 

Peculiarity of the Teeth. Hutchinson, 8. J. 217-218. 

Two Abnormal Teeth. Stocken. 218. 


Odontolog. Soc. Trans., XVI, 2nd Ser., 
Curious Case of Abnormal Dentition. 2. 
Hereditary Deformity. Bennett, Storer. 4. 
Abnormal Dentition. White. 61-62. 

Case in Which the Right Up pper Canine Had Erupted 
sate, Se Right Nostril. Smale, Morton. 81 Disc. 


Malformations. Sutton, John Bland. 91-98. 

Defective Development of the Temporary 
Hern, ° -194. 

Retained Temporary Teeth and Suppression of the 
Permanent. Betts. 257. 


1883-84. 


Teeth. 


Odontolog. Soc. Trans., XVII, 2nd Ser., 1884-85. 
Congenital Absence of Both Temporary and Per- 

manent Lower Incisors. Smale, Morton 
Kostroma Family. (re Their Edentulous Mouths). 

Coffin, Walter. 37-38. Disc. 38, 240-241. 
Missing Teeth. Underwood, A. 121-122. 
Deficient Dentition. Lucas, George. 122-123. 
Case of Temporary Teeth Retained. White. 148. 
Supernumerary Tooth. Woodhouse, R. 229. 
Case of Abnormal Dentition. Maggs, W. A. 241. 


Trans., XVIII, 2nd Ser., 1885. 
7) Maiplnced Tooth. Dunn, W. 4-5. 


Odontological Soc. Penn. Trans., 1879. 
Distortion of the Left Superior Permanent Central 
Incisor. Neall, E. H. 41. 


Odontological Soc. Penn. Trans. 
Specimen of the Perfect Union of "chet Central and 
qetesal | wen of the Temporary Set. Pettit, 


Odontological Soc. Penn. Frene-. oe. 

Retarded Second Dentition. < g 

Discussion on Cases of Third ‘i ition, or Tertiary 
Dentition. 71-72. 


Ohio State Jnl., Den. Sci., II, =. 
Premature Eruption. 198. orre’ 
caeq, . 4 . Arrangement of the “Teeth. Woodard, 


1-552. Corres. 
Ohio State Jnl., Den. Sci 


1884, 
Case of Abnormality. Scott, J. onark 
Case of Missing Teeth. yy H. L. 


Ohio State Jnl., Den. Soc., V, 1885. 
Malformed Canines. Wanko, B "H. 78. Corres. 
ae < of Supernumerary Teeth. Dupuy, L. 78. Cor- 


Infinitesimal Teeth. 347. Ed. 


150. Corres. 
150. Corres. 
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Practitio a. ital), I, ae ow 
Premature Dentit on. Hengs A. 63. Selected. 
Dental Formation in the Nasal Cavity. 144. Selected. 

. (Dental), II, 1 
Odontocele. “Garretson. 247- a8 “Clinic. 

Record, (Dental), I, 1881. 

Lusus Naturae. Ward, George. 


Record (Dental), II, 1 

Models of a Case of Retention of the 
Teeth. Watson. 39-40. 

Temporary Teeth Retained. 79. 


195-197. 


Deciduous 


; Record (Dental), III, 1883. 

The Missing Link (re Contradiction of the Theory 
Concerning the Correlative Growth tween the 
Hair and Teeth.) Gear, Alfred. 49. Remarks, 80. 

Case of Retarded Eruption of the Teeth. Coleman. 


80. 
Dental Anomalies. 89. 
Supernumerary Teeth. Redman. 121. Disc. 121-122. 
oe mt Deficient Dentition. Williamson and Macleod. 


Edentulous Lower Jaw. Holt, G. 326. 


Record (Dental), IV, 1884 

Three Cases of. Defective Development of the Temp- 
orary Teeth. Hern, - 182. 

An Interesting Case of the Non-Eruption of Teeth. 
283. bstract. 

A Wandering Supernumerary Tooth. Talbot, BE. 8. 
521. Abstract. 

Congenital Absence of Both Seangouere and! penene- 
ert Lower Incisors. Smale, Morton. 


Record (Dental), V, 1885. 
Russian Kostroma (Edentulous.) Coffin, Walter, 33. 
Persistent Temporary Teeth. Underwood, 114. 
Case of Deficient Dentition. Lucas, George. 114- 115. 
Upper Jaw of a Boy (Abnormal.) Price, Rees. 
The Missing Incisors in Man.—Which Are They? 
Wilson, Andrew. 208-210. 


Perman:nt Teeth Retained. -Woodhouse, R. H. 


274-275. 

A Geminated Lateral and a Canine. Wilson. 

The Missing oa in Man—Which Are ‘ney t 
Edwards, H. H. 562-569. Disc. Vol. VI, 70-75. 


Register (Dental), XXXI, 1877. 
A Peculiar Tooth. 311. Ed. 


Register (Dental), XXXVII, 1883. 
A Tooth at Birth. Grinnell, Fordyce. 287. 


Remarkable Arrest of Development. 
Selected. 
Roe Sere (Superior Right Bicuspid.) 405- 


Select- 
Atkinson. 457. 


Register (Dental), XXXVIII, 1 
Teeth at Birth—Ulceration of Tonge 146. Galeries. 
Ten ee and One Month Old. ibble, D. 157. 


A sup erntmerary Tooth Above the Su poe Third 
olar. Harrington, Geo. H. 305- 
Register (Dental), XXXIX, 1885. 

Cuspid With Two Roots? Clyde, J. M. 51-52. 


ly, 52-53. 
Tooth > x the Antrum of Highmore. 202. Selected. 
Teeth in the Nose. 473. Selected. 


Southern Dental Jnl., 
—— > Dentition yee Jacobi. 115-117. 


Cases in Sect (Anomalies.) Wardlaw, W. C. 493. 
Southern Dental Jnl., Il, 1 


883-84. 
Premature Dentition. Hengst, D. A. 
lected. 


210-211. Se- 


Southern Dental Jnl., III, 1884-85. 
Three Years of Pain from a Supernumerary Tooth. 
Clement, Geo. B. 215-217. Selected. 


Southern Dental Jnl., IV, 1885. 
A Peculiar Case of Transposition in the Arrange- 
ment of Teeth. Martin, W. T. 95-96. 


D14 Tooth Tissues. 


Methods of preparing 


specimens, 
For articles on enamel, see D141; dentin D142; cementum D143; pulp D144; supporting tissues D15. 


American Dental Assn. Trans. 
The Distribution of Living Matter = "teenie De 
tine, Cement and Enamel. Bodecker, C. F. 
91-114. 11 illus. 


American Dental Assn. Trans., 
On Certain Disputed Points in the ‘Develo ment and 
sete of the Teeth. Williams, J. L. 158- 
176. 5 illus. 2 plates. Disc. 176-180. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Review of the Progress. in Histolo (re Tooth, Struc- 
ture) Davenport, 8S. B. 268-278. Selec Selected. 


Jnl. Den. Sci., , 3rd Ser., 


what t Vitality of a Tooth? VM Chari. 30- 
at is a of a Too a r, a 130- 
133. Selected. . ree 


American Jnl. Den. Sci., XIX, 3rd Ser., 1885. 
Calcification of the Teeth. ‘Chase, Henry 8. 96. 


Archives of Dentistry, II, 1885. 
The a toe We of the Teeth. Aaipews, R. R. 1-9. 
illus. 1 diagram. 8 plates 


British Dental Assn. Jnl., 1885. 
Dento-Embryonal Histology ‘on Technology. Sud- 
duth, Xavier. 39-51. Selected. 
Microscopical Preparations of Dental Histology and 
Gpthelosy b eans of the Lime-Light Lanterp. 


Preparing ‘Tissues for Microscopical Examination. 
arrison, Frank. 402-405. 


British Jnl. Dental Science, XXII, 1879. 
Dental Microscopy. Daish. 140-153.’ 


British Jnl. Dental Science, XXV 

The Minute Anatomy of the Teeth in the Light. of 
the Bioplasson Theory. Heitzmann, C. -633, 
683-685, 729-732. lected. 


British Jnl. Dental Science, XXVII, 1884. 
Calcification and Decalcification of the Teeth. Peirce, 
Cc. N. 809-811. Selected. 
Minute Anatomy of the Abbott, 
Frank. 995-1000. 


British Jnl. Dental Science, XXVIII, 1885. 
Preparing Tissues for Microscopical Examination. 
arrison, Frank. 705-706. Selected. 


California 8. Dental Assn. Trans., 
Report of Committee on Dental Histology’ and and Mic- 
re peccons , (= (Tissues.) Knowles, 1-219. 
sc. 


California 8. Dental Assn. Trans., 
Report of Committee on Dental Histologs and Mic- 
robcopy. Knowles, S. BE. 94-102. 


Human Tooth. 


California 8. Dental Assn. Trans., 1882-83-84-85. 
Report of Committee on gee y and Microsco 
Preparation of the Tissues.) Knowles, 8. 


The ‘Absorption of Tooth Tissues. Knowles, Wm. A. 
298-312. 


Cosmos (Dental), XIX, 
The Homology of the Dental 1 = Their Suscep- 
tibility to Teapproneive Economy, and Their Pres- 
ent re iy ae Man. Thompson, A. H. 174- 
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Cos: . (Dental), XX, 1878. 

The Distribution of Living Matter in ag me 3 
tine, Cement and Enamel. Bodecker, C. 
582- 3 illus. 645-657. 8 illus. $17-S60. 


osmos (Dental), XXI, 1879. 

The Cpistribution of Living Matter in Human Den- 
tine, Cement and Enamel. (Cont. from Vol. XX, 
1878.) Bodecker, C. F. W. 7-17. Disc. 98-103. 

im a and Other.) Webb, Marshall H. 81- 


Change of Structure and Density of the Teeth. 633. 


Cosmos (Dental), XXII, 1880 
Living Matter Throughout the Dental and Other Tis- 
eee. Webb, Marshall H. 240-246. 9 illus. 246- 


Re Nourishment of the Teeth. Chase, Henry 8S. 333. 
fhe Minute Anatomy of Enamel and Dentine. Ab- 
bott, Frank. 393-395. 1 illus. 


‘osmos (Dental), XXIV, 
The Siinute Aeshouy of the Teeth in the i lage ot of 
the Bioplasson Theory. Heitzmann, C. 
Dise. 375-381. 
Some Fallacies of the Bioplasson Theory—A Reply 
to Dr. Heitzmann. Curtis, Lester. 402-409. 1 
plate. 9 illus. 


Cosmos (Dental), XXVI, 1884. 
The Teeth of the Future. 382. 
Dento-Embryonal Histolo y and Tephasiog 
gett, W. Xavier. 577-584. 8 illu 


illu 

Certain. “Disputed Points in the Develegunent and 
Histology of the Teeth. Williams, J. L. 641- 
658. 2 plates. 18 illus. Disc. 687-689. 


Sud- 
665. 3 


Cosmos (Dental), XXVII, 1885. 
Anatomy, Histology and Microscopy, Report of Com. 
Abbott, Frank. 686-68 


Dentists’ Beacon Light, I, 1882. 
Structure of our Teeth. 2-4. 3 illus. 


Illinois State Dental Soc. Trans., 1880. 


Conservation of the Teeth. Eames, W. H. 93-100. 
Disc. 100-104. 
Illinois State Dental Soc. Trans., 1883. 


Chart Showing Lines of Contemporaneous Calcifica- 
tion of the Teeth. Black, . Frontispiece. 

Is the Defective Structure of the Teeth with Pitted, 
Furrowed or Cribiform Enamel, the Result of an 
Arrest of Development? Eames, W. H. 141-147. 


Independent Practitioner (Dental), V, 1884. 
Calcification and Decalcification of the Teeth. 
Peirce, C. N. 569-572. Dise. 572. 


Items of Interest (Dental), III, 1881. 
The Structure of the Teeth. Taft, J. 44, 53. 


Items of Interest (Dental), T 1882. 
Reunion of a Broken Tooth. Buckingham, T. L. 20. 
Broken Teeth Re-Uniting. Col 83. 
Tooth Structure. Heitzmann, Cari. Ais 152. 


Items of Interest (Dental), V, 
The Minute Structure of the ay wa80. Ed. 
The Progress of Calcification. 523. Ed. 


Items of Interest (Dental), VI, 1884. 
— % Gpecemene for the Microscope. Chase, Henry 


Selected. 
The Vitality of a Tooth. Tomes, C. S. 190. 
Corensatiee in the Dental Tissues. Chase, Henry 8. 


Tooth Structure. Palmer, J. G. 
Calcification and 
Peirce, C. N. 


333-334. Selected. 
Decalcification of the Teeth. 
513-515. Dise. 515. 


Items of Interest (Dental), VII, 1885. 

The Process of Calcification, and an of Deterior- 
ation. Sewill, Henr 

Calcification of the Teeth. Chase, Henry 8. 353. 


Johnstons’ Dental Miscellany, VIII, 1881. 
The Ultimate we} of a Teeth and Bones. 
Palmer, 8. 289-293. . 305-308. 
Trans., 1876. 


Maryland State Den. Assn. 
Report of Committee on the Histology and Dental 
Progress. Fouke. 43-59. 


Missouri Dental Jnl., 
Microscopy and Histology’ (Preparation of Speci- 
mens.) 221-226. 
Practical Studies of the Development of the Dental 
issues. 264-271, 347-352, 388-393. 


Missouri Dental Jnl., XI, 1879. 
mietetegy and Microscopy. Waters, G. F. 260-266. 
1 illus. Selected. 


Monthly Review of Den. Surgery, V, 1876-77. 
Abstract of Lectures on Some of the More Prominent 
Anatomical and tnologieal Co Features of a 
Tooth, Certain Pathological Conditions, and the 
Treatment Indicated. addes, Thomas. 207-214, 
253-256. Selected. 
Review of Den. Surgery, VIII, 1879. 


Matter in Human Den- 


The ist tribution “ot Livin 
namel. Gaddes, Thomas. 


tine, Cementum, and 
235-238. 


ew England Jnl. Dentistry, I, 
The Most Recent Discoveries in the Minute Anatomy 
of the Teeth. Heitzmann, Carl. 189-202. Disc. 


202-205. 
Review of the Progress in Histology. Davenport, 8. 
E. 321-329. 


New England Jnl. Dentistry, II, 1883. 
Minute Anatomy of the Teeth, and of the 7 
Pulp. ~~~ Carl and Bodecker, C. F. W 

127. Abstract 


New England Jnl. Dentistry, 
The Histogeny ond ae - ithe Dental Organ. 


412-421. 432. Ed. Trans. 
New soreey State Den. Soc. Trans., 1884. 
The Dental Tissues. Heitzmann, Carl. 58-67. 


New York Odontological Soc. T 
The Minute nea =e Teeth "te { the Tight of 
the Bio - heory. Heitzmann, C. 23-34. 
se. ~ 


New York State Den. Soc. Tran 
Minute Anatomy of the Human Tooth. Abbott, Frank 
54-60. Disc. 60-72. 


Odontographic Jnl., I, 1880-81. 
Discussion on Tooth Structure Illustrated. 87. Se- 


lected. 


Odontolog. Soc. Trans., XIII, 2nd Ser., 1880-81. 

Preparation of Specimens. Smale, Morton. 118-119. 
Odontological Soc. Penn. Trans. 

Living Matter Throughout the Dental ‘and Other 

ssues. Webb, Marshall H. 46-52. 9 illus. 

Dise. 52-56. 

Ohio State Dental Soc. Trans., 1 

en Structure of the Teeth. eeiatt, J. 118- 

Ivania State Den. Soc. Trans., 1878. 
68-76. 6 illus. Disc. 


Tissues es. Webb, Marshall H. 


yivania State Den. Soc. Trans., 1879-80. 
The ee ot be Dental Tissues for "Microscopic 
Examination. Darby, Edwin T. 99-106. 


Pennsylvania State Den. Trans. 1884. 
Calelpeete and Decalcibeation * of the Teeth. Peirce, 
Cc. 13-16. Dise. 16-17. 


Record (Dental), I 1884. 
Tooth Structure. Britton, W. G. 89. Abstract. 
Cregeen 1. the Dental Tissues. Chase, H. 8. 
bstra 


Vv, 
P rin a for | ical Examination. 
fia — Ty Frank. 361-365. “ 


Register (Dental), XX XIII, 1879. 
es | of the Teeth. Siddall, J. H. 97-100. Se- 


pouiotes, Dental) axay, ” 
Tooth Structure. Taft, J 
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Register (Dental), XXXVII, 1883. 
Dentinal Structure as Related to the 
Heitzmann.” Brittan, Wm. G. 212-21) 


Register (Dental), XXXVIII, 1884. 

On Certain Microscopic Elements in Pulpless and 
and Gum-Denuded Teeth, in Their tions to 
the ung of Roots, and the Re-Attachment of 
oe a issue. Line, J. Edw. 111-116. Disc. 


a of 
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St. Louis Dental Quarterly, I, 1877-78. 
a ag 2 the Dental Tissues. Chase, Henry 8. 
an. 66-67. 


Southern Dental Jnil., I, 1882-83. 
Lecture on the Most Recent Discoveries in the Mi- 
nute Eg A § the Teeth. Heitzmann, Carl. 


D141 Enamel. 


See also D14. 


rehives of Dentistry, 
The On in of Enamel and the Neture of Odontoblas- 
tic Cells. Williams, J. L. 556-560. 


British Jnl. Dental Science, XXIV, 1881. 
A Course of Lectures on Dental Anatomy and Physi- 
ology (Nasmyth’s Membrane.) Gaddes, Thomas. 


‘osmos (Dental), XXVII, 1885. 
Conttnmnioes Incident to Nasmyth’ 's Hemberes as a 
ee ium of Osmose. Line, J. Ed 553-560. 
sc. 


Headlight (Dental), 
Development of the Enamel. 
lected. 


Illinois State Dental Soc. Trans., 1881 


III, 1882. 
Dean, M. 8. 7-10. Se- 


Development of the Enamel. Dean, M. 8. 107-110. 
Dise. 110-112. 
Illinois State Dental Soc. Trans., 1884. 
Eames, W. H. 60- 


The Origin of Defective Enamel. 
69. isc. 69-79. 


tit »D tal 





Independent Pr ( )», 
The Origin of Enamel and the Nature P the _o— 
L. 604-698. 


toblast Cells. Williams, J. 
patupentent Practitioner (Dental), VI, 1885. 
Dental Histology. (Enamel.) 158-159. Ed. 


A Study of Tooth Development With Special Refer- 
ence to the Formation of Enamel. Beales, Henry. 
296-300. Abstract. 


Items of Interest {Dente v. 1883. 
The Enamel of a Tooth. 46-47 


f Interest (Dental), VII, 1885. 
The “Fibriliar Arrangement in Healthy Human 


° Enamel. 497. 
The Skin of the Teeth. 501. 


Johnstons’ Dental Miscellany, V, 
Discussion on The Distribution of an: -Matter 
)* the Human Dentine and Enamel. 420- 


ssn. Trans.. 


gan State Den. A 
Jackson, W. H. 13-16. Disc. *ie-27. 


Mi 
Enamel. 
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Missouri Dental Jnl., IX, 1877. 
7 Se Tomes, Charles S. 22-27. 5 illus. Se- 
ected. 


Missouri Dental Jni., XIII, 188 
Dental Anatomy and Physiology. 
brane.) Gaddes, Thomas. 225-228. 


Missouri Dental Jnl., XIV, 1 


882. 
Dg@elopment of the. Enamel. Dean, M. S. 28-31. 
Disc. 31-34. 


Development of the Enamel. 81-82. Abstract. 
New England Jnl. Dentistry, I, 1882. 


Development of the Enamel. Dean, M. 8S. 24-25. Ab- 
stract. 


"(Nasmy tn’ s Mem- 
bstract. 


w England Jnl. Dentistry, I 1884. 
in of Enamel and the = of Odonto- 


The “Ori 
Williams, J. L. 460-464. Disc. 


blastic Cells. 
464-467. 


New York Odontological Soc. Trans., 1885. 


Considerations Incident to Nasmyth’s Membrane as 
Medium of Osmose. Line, J. Edw. 98-104. 
Dise. 104-110. 


Odontographic Jnl., I, 1880-81. 
ars Membrane. Smith. 6-8. Selected. 11-12. 


Odontological Soc. Penn. Trans., 

The Study of Tooth Development, 
Reference to the Formation of Enamel. 
Henry. 107-116. 9 illus. 


Ohio State Jnl. Den. Sci., I, 1881. 
Development of Enamel. Dean, M. 8. 


Practitioner (Dental 1884, 
Development of Enamel Nimtiar to Other E peremets 
Structures. Cryer, M. H. 121-133. 9 i 
Development of Enamel. 189-191. 


Register (Dental), XXXVI, 1882. 
eet of the Enamel. Dean, 
Dise. 65-68. Selected. 


Register (Dental), XXXVIII, 1884 
The Development of ‘the Enamel. 
467. Abstract. 


vith Special 
pec 
Beates, 


321-324. 
M. 8S. 62-65. 


Williams, J. R. 
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American Dental Assn. Trans., 1877. 
Report of the en on Dental 
Dean, M. S. 31-38. Disc. 


(Dentine.) 
American Dental Assn. Trans., 1878. 

Report of Committee on Histolo r ee Microscopy. 
— Black, Vv. 65-77. Disc. 


Payee es- 


rican J Sei., X, 3rd Ser., 
Sibler.  chaaiea. 658-561. Select 


XI, 3rd Ser., 1877-78. 
Sibler, C. 298-313. 


Ame 1876-77. 
Dentine. ed. 


American Jnl. Den. Scli., 
The Development of Dentine. 
Selected. 


American Jnl. Den. Sci., XIII, 3rd Ser. 
Department of Micrology. (Structure of —_ ‘bentine) 
Harriman, George 25-30. 4 illus 
Dental Assn. Jni., III, 


tish 
Vese_Sentine and Osteo-Dentine. a, c. Ss. @- 


British Jnl. Dental Science, 1877. 
The Structure and Development re Vascular Dentine. 
Tomes, Charies 8. -273. Abstract. 


British Jnl. Dental Science, XXIII, 1880. e 
Magitot on Dentine. 656-657. Selected. 


British Jnl. Dental Science, XXIV, 
A Course of Lectures on Dentai yo 17 Rta 
se. (Dentine.) Gaddes, Thomas. . 


British Jni. Dental Science, XXVI, 1883. 

The Formation of the Matrix of Dentine: of the 
Sheathes of Newman, and the Fibril of Tomes. 
Padeows, R. 753-756, 800-801, 858-859. Se- 

ted. 


British Jnl. Dental Science, XXVII, 1884. 
The Structure of the Interglobular Spaces Found in 
ntine. Amoore. 1. 


‘eosmos (Dental), XIX, 1877. 
Re Sentinal Tubules. 388, 388-389. 
Report of Committee on Physiology. "Re ie x 
aod Caries. Dean, M. 524- 


Cosmos (Dental), XX, 1878. 
Certain Defects in Dentine; Their Relation to Bx- 
a; of the Pulp and Peridental Inflammation. 
ine, J. Edw. 324-329. 3 illus. 


Cosmes (Dental), XXI, 
Is Dentine Vital After the Death. ‘of the Pulp? Buck- 
ingham, T. L. 387-390. Disc. 390-393. 


Cosmos (Dental), XXII, on 
On the Sensibility of Dentine. 
Develo Eoqmont see Growth of “ s 


Magitot on Dentine. 
The Formation and sr of Dentine. Abbott, 
Frank. 479. 


Buckingham, 


Oral I, 1878. 


Dental & Science Magazine, 
Interglobular Spaces. Hawxhurst, D. C. 245-248. 
Selected. 


Items of Interest (Dental), V, 1883. 
Dentine. 23-24. Ed. 


Items of Interest (Dental), VI, 1884. 
Tooth Structure. (Dentine.) Britton, Wm. G. 10-11. 
Odontoblasts. (Tooth-Formers.) Abbott, Frank. 399. 


mstons’ Dental — IV, 187 
The Development” of Dentine. Sibler, C. tae 139, 465- 


Dentin. 


Johnstons’ Dental .¥, 

Some Forms of Dentine witaleitication. With Notes on 
Their 1 me oe on “7 = Pathoiogy. Tomes, 
Charles § 2 illus. 

Discussion on The eS ctribetion of Living-Matter 
pa the Human Dentine and Enamel. 420- 
4 


Michigan State Den. Assn. Trans., 1878. 
Intergiobular Spaces. Hawxhurst, D. C. 


souril Dental Jnl., IX, 1877. 
107-111. 2 illus. Selected. 


ssouri Dental Jnl., X, 1878. 
Does vital Action Play ‘Any Part in yrotaing Any 
of the Structural Changes Observed in the Living 
, rn 


27-30. 


Dentine. 


Dentine? n, M. S. 233- 
Formation and Growth of Dentine. 
Dentine. 542. Ed. 


Missouri Dental Jnl., XII, 1880. 
Examinations Concerning the Formation of Dentine. 
Arkovy, J. 485-497. Trans. 


Monthly Review of Den. Surgery, V, 1876-77. 
Investigations on the ye ee of Dentine. Ar- 
kovy, 526-529, 557-567. Disc. 425-426. Se- 


lected. 


Monthly Review of Den. Sur 
The Development of Dentine. 
Selected. 


ry, VI, 1 


877. 
ihler, C. 310-318, 


Surgery, VII, 1878. 


Monthly Review of Den. 
Sibler, Chr. 20-24. 


On the Formation of Dentine. 
Selected. 


Monthly Review of Den. Surgery, VIII, 1879. 

On the Structure and Development of Vascular Den- 
tine. Tomes, Charles S. 13-27, 3 illus; 61-69, 3 
illus; 101-107. 6, Ed. Selected. 


New England Jnl. Dentistry, Il, 1883. 
The Formation of the Matrix of Dentine: Of the 
Sheathes of Newman and the Fibril of Tomes. 
Andrews, R. R. 193-199. Disc. 212. 


New York Odoentological Soc. Trans., VI, 1880. 
a and Growth of Dentine. Buckingham, 
L. 44-48. Comment, 50-51. 


News (Dental, Knightstown, Ind.), I, 
Dentine. Nov. 1. Selected. 


Odontolog. Soc. Trans., IX, 2nd Ser., 1876-77. 
Investigations on the Development of Dentine. Ar- 
kovy, J. 108-125. 2 illus. Disc. 126-129. 


Ohio State Jnl. Den. Sci., 
Is Seeag Douctanes After "ate | rr 


1878-79. 


SAl- 


Record (Dental), III 
Structure of the Inter, 
tine. Amoore. 


1883. 
lobular Spaces Found in Den- 


> Rigg IV, 1884. 
Plich Dex Dentine. 381-382. Ed. 


Register (Dental), XXXI, 1877. 

On Dentine. Sibler, Chs. 97-100. 
On the Structure and Growth of Dentine. 
Chr. 317-325, 361-365, 423-437, 449-453. 


Sibler, 


(Dental), XXXII, 1878. 


ister 
Interglobular Spaces. Hawxhurst, D. C. 221-225. 
Select ed. 


Register (Dental), XXXVIII, 1884. 
A New Observation in Dentinal Structure. 
Wm. C. 245-247. 


Britton, 


For index and key to classification numbers, see pink sheets. 





D143 Cementum. 


See also D14. 


Br'tish Jnl. Dental Science, XXIV, 1881. 
A Course of Lectures on Dental Anatomy and raz: 
seg, = one) Gaddes, Thomas. 199- 
able 


Items of Interest (Dental), V, 1883. 
The Cementum of the Tooth. 230. Ed. 


D144 Pulp. 


See also D14. 


American Dental Assn. Trans., 

Is the Dental Pulp Essential to the oo of the 
Tooth Structure, or to the Continuance of the 
Teeth in the Mouth Till Old Age? Ingersoll, L. 

52-60. Disc. 61-76. 


American Dental Assn. Trans., 
Report of Committee on Histology rm? | peeseowey 
iene, SSenaaaiaeS.) Black, G. V. 65-77. Disc. 


merican Jnl. Den. Sei., , 3rd Ser., 1878-79. 
Relations of the Dental Pulp > -— Other Tooth Tis- 
sues. Ingersoll, L. C. 210-216, 256-268. 


Canada Jnl. Dental Science, IV, 1877-78-79. 

Is the Dental Pulp Essential to the Integrit x. the 
Tooth Structure? Ingersoll, L. C. 59- 
60. Abstract. 


Cosmos (Dental), XIX, 1877. 
Is the Dental Pulp Essential ‘e & eo of 
a rectase? Ingersoll, L 


Cosmos (Dental), XX, 1878. 
Histology, Report of Committee. 
Black, G. V. 546. Dise. 547. 


Cosmos (Dental), XXIV, 1882. 
The Value of the Dental Pulp at Different Periods 
of Life. Smith, D. D. 181-186. 
The Minute Anatomy, Physiolo ys Patholo and 
Therapeutics of the Dental Pulp: Bodec per, 
F. -299. 2 illus. 337-345. 5 illus. tos: 
402. 449-457. Disc. 435-440. 489-494. 
see, the Dental Pulp. . Bodecker, C. F. W. 


Odontoblasts. 


Dental & Oral Science Magazine, I, 1878. 
Relations of the Dental Pulp to the Other Tooth Tis- 

sues. Ingersoll, L. C. 185-197. Disc. 197-202. 
ie and Their Tenants. Cravens, Junius B. 


Items of Interest ao : , I, 1879. 
u ~~ 


Blood Vessels of the 


Items of Interest (Dental), III, 1881. 
Has a Tooth Nerves and Blood Vessels? 52. Ed. 


Items of Interest (Dem) Mee 1884. 
The Pulp of the Tooth. 413. 


Johnstons’ Dental Miscellany, III, 1876. 

Does Comparative Bes Teach Us That the 
Tooth Pulp Performs No Function Towards the 
vam J Permanence of ~~ Human Tooth? Balk- 

A ree gea Dente. Pattelogical Question for the 

ntal bg 3 (Function of the Pulp.) Castle, 


Missouri Dental Jnl., 1878. 
Is the Dental Pulp Scocatial to the Integrity of the 
Tooth Structure or the Continuance of the Teeth 
in the Mouth Till Old Age? Ingersoll, L. C. 281- 


287. 
Odontoblasts. Black, G. V. 429-430. Abstra 
Relations of the Dental Pulp to the x “Pooth 
issues. Ingersoll, L. C. 443-450. 459-464. 


Monthly Review of Den. Sergery. Vv, 1876-77. 
Does Compa arative Ra each Us That the 
Tooth Pulp Performs No Function Towards the 


Vital Permanence of the Human Tooth? Balk- 
will, F. H. 


Monthly Review ef Den. sores? VII, 1878. 
Physiology 2a and ee of Dental Pulp. Watling, 
ec 


111-112. 


land Jnl. Dentistry, I, 1882. 
Histology of the Dental Pulp. 230. Ed. 


New York Odontological Soc. 

The Minute pustone, nysiology.” Pathology. and 
Therapeutics of the Dental Pulp er, 
F. W. 40-55, 7 illus. 64-82. Disc. 55-60, 88. 


ews (Dental, Knightstown, Ind.), II, 1879-80. 
The “Sental Pulp. Ottofy, Louis. 4- Abstract. 


(Dental, Knightstown, Ind.), III, 1880-81. 
Distrivutios of Nerves. North, Gustavus. 50. 


Pennsylvania State Den. Soc. Trans., 1881. 
The Value of the Dental Pulp at Different Periods of 
Life. Smith, D. D. 47- Dise. 51-54. 
Practitioner (Dental). Ill, 
Is a Tooth a Lives Be ox 


soll, T. Dwight. 
Register (Dental 

A Singular Case. es’, Pulp inti 2 ce Root Forming 
a Protection Again Pulp in the 
Crown.) Thomas, G. R wt: | { illus. 


(re © the Pulp.) Inger- 


For index and key to classification numbers, see pink sheets. 








D15 Supporting Tissues. 


Gingivae, gum tissues, peridental membrane, periosteum, alveolar process. 


See also D4, and subdivisions. 


American Dental Assn. Trans., 1885. 
The Alveolo-Dental Membrane: Unity or Duality— 
Which? Ingersoll, L. C. -140. 


British Dental Assn. Jnl., I, 
A New Bone. Shattock, S. G. 


British Dental Assn. Jnl., V, 1884. 
Notes on the Alveolo-Dental Membrane. 
Frank. 295-298. 


"367-36 368. Selected. 
Harrison, 


British Jnl. Dental Science, XIX, 1876. 
Discussion on The Attachment of Teeth, and on the 
-~ of the Alveolo-Dental Membrane. 187- 


British Jnl. Dental Science, XX VII, 1884. 
Notes on the Alveolo-Dental Membrane. Harrison, 
Frank. -543. 


(Dental), X XI, 1879. 
On eticementum and Pericementitis. Bodecker, C. 
W.. 393- 2 illus., 649-656, 1 illus. (Cont. in 
Yor XXII.) 


Cosmos (Dental), XXII, 1880. 
On Pericementum and Pericementitis. (Cont. from 
Vol. XXI.) Bodecker, C. F. W. 1-11, 1 illus. 


Independent Practitioner (Dental), V 1885. 
The Alveolar Dental Membrane; Unity s Duality, 
Which? Ingersoll, L. C. 593-595. 


Items of Interest (Dental), V, 1883. 
The Periosteum. 70. 


Items of Interest (Dental), VI, 1884. 
The Periosteum. Abbott, Frank. 335. 


Items of Interest (Dental), VII, 1885. 
Largest Jaw Ever Reported. 352. Ed. 496. 


D16 Dental 


For articles on development of face, see D45- 


American Dental Assn. Trans., 1884. 

On Certain Disputed Points in the Development and 
| of the Teeth. Williams, J. L. 158-176. 
5 illus. 2 plates. Disc. 176-150. 


American Jnl. Den. Sci., XVIII, 3rd Ser. 1884-85. 
At What Age Teeth Should Have the Most Attention. 
ney ryonic Period.) Mills, Geo. A. 512-514. 


Archives of Dentistry, 
Dental- a ~~ Histeloey. eeeduth, Will X. 301- 


2. D 302-303. 
On the Histogeny and eatogy of Oe the ars Organ. 
a 508-517. 552. 574. Ed. 
ran 


Archives of Dentistry, 11, 1885. 
The  menesepmens of the e Teeth. Andrews, R. BR. 1-9, 


1 illus. 1 diagram. 8 plates 
To Dental Students. (Development of Teeth.) Pat- 
rick, J. J. BR. 327-328. 
British Dental Asen. Jnl, 
Dental Histolo; (Dental Follicle.) Legros and 
Magitot. 166-170. Selected. 


British Dental Asen. Jnl., II, 1881. 
Development of the Teeth. 150-152. 2 tables. 300-802. 


British Dental Assn. Jal VI, 1885. 
Dento- Embryonal Histole y and Technology. Sud- 
duth, . Xavier. Selected. 


Luminary (Dental), V, 1883-84. 
Physiology of the Gums. 33. 


Missouri Dental Jnl., VIII, 1876. 
The Nature of the Alveolo-Dental a Tomes, 
Charles S. 217-219. Selected. 


Review of Den. Surgery, IV, —_ 


Monthly 
On =] Attachment of Teeth. Tomes, Chas 487- 


News, (Dental, Knightstown, Ind.), I, 1878-79. 
= of the Jaw During Dentition. Dec. 


News, (Dental, Knightstown, jee be I & 1880-81. 
Alveolo-Dental Periosteum. Magito 


Odontographic Jnl., I, 1880-81. 
Alveolo-Dental Periosteum. 10. Selected. 
Odontographic Jnl., III, 1882-83. 


Bone-Tissue. (Periosteum.) Heitzmann, C. 
4 illus. 


65-76. 


Ohio State Jnl. Den. Sci., V, 1 
The pe —~ ae Membrane. 
463. Abstract 


Record (Dental), II, 1882. 
The Alveolar-Dental Membrane. 1-4. 


885. 
Ingersoll, T. D. 


1 illus. Ed. 


ter (Dental), XXXIX, 1885. 
Dental Membrane. Unity or Quality: 


Regis 
Alveolar 
Ingersoll. 523-526. 


Which? 


Southern Dental Jnl., IV, 1885. 
The Alveclar Dental ‘; wim? 4 or Duality— 
Which? Ingersoll, L. C. 415-416. 


Embryology. 


British Jnl. Dental Science, XXIV, 1881. 


The Development of the Intermaxillary Bone. 723- 
. Ed. 
British Jnl. Dental Science, XXV 
Development of the Inferior Maxilis. eS utton, J. 
Bland. 447-453. 
The Origin and Growth of Teeth. Strasburg, Sallie. 
936-945, 980-982, 1034-1037, 1086-1089, 1125-1137. 


Selected. 


British Jnl. Dental Science, XX VII 
New Pag na Oh of oe ~5 = gemma of the Teeth h Williams, 


Development a “Histological Structure of the Teeth. 
Mercure, Lodovico-Calembrun. 118-119. Select- 


ed. 
Bmbevetogs. With Special Reference to the Develop- 
ment the Teeth and —— aoe Parts. Wil- 


Between the Hair me, the “Teeth. Quinet. 
Sud- 


ms, 
Analo 


4 jected. 
Dente-Embryonal Histolog 


and_ Technology. 
duth, W. Xavier. 1153- } 


14. Selected 


(Dental), XIX, 1877. 
The —_—- na of the Teeth, as Recognized bz 
futher ties of To-Day. Peirce, C. N. 300-407. 1 


Th et DDr ial.’ Re Relatic vasht f the Post-Oral 
e Em re ons 0 e Po 
Region. DoT 292. of 


Fer index and key to classification numbers, see pink sheets. 

















D16 DENTAL EMBRYOLOGY 63 


XXI, 1879. 
Tissues. (Dental and Other.) 
81-88. 6 illus. 
Dental), XXIII, 1881. 
, 666- 


Guame tal), . 
a as Webb, Marshall H. 


Cosmos ( 
oe of Potassium in Infantile Dentition. 


mos (Dental), XXIV 
Studies ~t the Histo- Genesis rg the Teeth and Con- 
tiguous Parts. Williams, J. L. 225-233. 3 illus. 


Cosmos (Dental), XXV, 1883. 
Development of the Lower Maxilla. 439-440. 


Cosmos (Dental), XXVI, 

Embryology; With Es ial nie to the Dé- 
velopment of the Teeth and Conesanees Parts. 
Williams, J. L. -73, 7 illus; a © illus ; 
ge -200, pate, 7 illus; 257-262, 1 plate, 2 illus; 

1-329. 

Dento- Embryonal Histology and Technology. Sud- 
duth, W. Xavier. 577-584, 8 illus; 658-665, 3 illus. 

Certain Disputed Points in the Development and His- 
tology of the Teeth. Williams, J. L. 641-658, 2 
plates, 18 illus. Disc. 687-689. 

The Embryonic Malpighian Layer. Sudduth, W. 
Xavier. 705-710. 1 plate. 5 illus. 


Cosmos (Dental), XXVII, 1885. 
Man and His Teeth—He Makes His Own Skeleton. 
Ingersoll, T. Dwight. 459-464. 
Heredity and Development a the Teeth. Thompson, 
Alton Howard. 513-520. 


Illinois State Dental Soc 
ae” a ithelia and Some of Their Derivatives 5 
a A the Dental Germs. Dean, M. 8. 


Illinois State Dental Soc. Trans., 1883. 
Dento-Embryonal Histolo y. Sudduth, W. X. 70- 
76. 6 charts. Disc. -78. 


Illinois State Dental Soc. 
Dento-Embryonal Histology. 
126. 12 charts. Dise. 1 


Trans., 1884. 
Sudduth, W. X. 110- 
27. 
tems of Interest (Dental), IV, 1882. 
The Beg mars of Physical Structures. Heitzmann, 
‘ar 
The Development of a Tooth. 162. Ed. 


Items of Interest (Dental), V, 1883. 
The Development of the Teeth. Heitzmann, Carl. 6. 


Items of Interest (Dental), VII, 1885. 
At What Age Teeth Should Have the Most. - =~ 
re - ryelegy.) Mills, Geo. A. -165. 


ected 

The Origin and Development < ae Teeth in Intra- 
Uterine Life. 178-1 1 ill 

Teeth Formation. 493. ‘selected. 


souril Dental Jnl., X, 1878. 

Practical Studies of the Development of the Dental 

issues. 264-271, 347-352, -393. 

The 5 - or Abortive Dental Organs of the 
Ruminants; the Developments of the Enamel; the 
——— of the Form and Character of the 

Tooth. Dean, M. 8. 426-428. Abstract. 

The - ithelia and Some of Their Derivatives, Es- 

= ~S iy A on Germs. Dean, M. 8. 561-569. 


For index and key to classification numbers, see pink sheets. 





Missouri Dental Jni., XV, 1883. 
mubezetecs. Williams, J. L. Nov. 352-853. Ab- 
England Jnl. Dentistry, I 1883. 
A Fone of Prof. Garretson's Address. (Embryo- 


logy.) Williams, J. L. 387-391. 


New England Jnl. Dentistry, III, 1884. 
The ee wre of the Dental Organ. 
412-421. . Ed. 449- 478. Ed. Trans. 
tstown, Ind.), VII, 1884-85. 


Dental, Knighi 
Teeth. hs ee re Development of 
Shelton, E. 49-53. 


News, ( 
Children’s 
Teeth.) 
Odontographic Jnl., I, 1880-81. 
Dest ~~ ede (Dental Follicle.) 29-33. 2 illus. 
ected. 


~ ag = Bagg XIII, 2nd Ser., 1880-81. 
money onle rigin ‘rae yy "Dental Tissues. Rogers, 


omas A. 67-75. 4 plates. 
Ohio State Dental Soc. Trans., 1878. 
Histolo of the Teeth. (Development.) Siddall, J. 
H. 18-21 Disc. 21-23. 


State Jnl. Den. IiI, 
The “Origin and Growth of o tReeth: , a Sallie 


Ohio State Jnl. Den. Sci., 

Histological Development of pa _ Natal Dental 
Tissues. Wilkie, S. M. 77-81. 

Pre-Natal Influence as Effecting the Teeth. Cushing, 
Geo. H. 169-174. 


(ante, IV 
Embryology, With § Rady - Reference to the Develo 4 
ment % ng Teeth fh and Contiguous le 
liams, J. L. 234, 279-280, 371- Abst 
Pre-Natal Influences, as Affecting the Teeth. ‘Cesh- 
ing, G. H. 237-238. Abstract. 
Dento- “bmbryceal Histolo and Technology. Sud- 
duth, Xavier. 517. Abstract. 


Record (Re mtal), V, 1885. 

On Certain Disputed Points in the Development ona 
Histology of the Teeth. Williams, J. L. 36-38 
Abstract. 

Dento-Embryonal Histology and Technology. Sud- 
duth, Xavier. 38-39. Abstract. 

A ys Tooth Development. Beales, 

. Abstract. 


Henry. 


iter (Dental), 

Grafts a the Dental 'Foilicles — Their Constituent 
Organs. Separately. Legros, M. Ch. and 
Magitot, E. 473-47 Trans. 


Register (Dental) 
Development of the teeth With "Their Arterial and 
Nervous Supply. Kollock, Jennie C. 177-184. 


Register (Dental), XXXVI, 1882. 
The Substance That Forms the Skeleton and Teeth— 
oc. Development of the Teeth. Smith, G. W. 581- 


Texas Dental Jnl., III, 1885. 
Teeth Formation. Patrick, J. J. R. 64. Selected 
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Dentition. 


Diseases in connection with dentition and treatment. 
For articles on diseases and treatment of children’s teeth, see D602. 


Advertiser (Dental), XIV, 1883. 
Lancing the Gums of Children. 10. 


Advertiser (Dental), XVI, 
A Peculiar Case. gunn one Ane First Dentition.) 


123-124. Select 


Selected. 


America Den. Srd Ser., 1876-77. 
TopiealApptication in Svaintul Dentition. 44. 


America Den. Sci., Srd Ser., 1878-79. 

Is Dentition _—_ of the a 7) Cholera belesaune? 

p AAT bw What Way? Nowlin, J. H. 316-320. 
elect 


Lancing the Gums. 422-423. Selected. 


V, 3rd Ser., 1880-81. 


American Jnl Sel., XI 
Difficult Dentition. me Edward M. 563- 


571. Selected. 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
Principal Cause of Constitutional Derangement in 
First Dentition. Hardman, J -366. Selected. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
The Disorders of ae ~ A "Dentition. Blanchez, M. 
28, 180-182. Selec 


The Lancet in Dentition. "vteden, Thos. 8S. 203- 
311. Selected. 

Lancing the Gums of Children. Chase. 382-383. 
Selected. 


XVII, 3rd. Ser., 1 


American Jnl. Den. Sci., 883-84. 
190-192. 


Practical Suggestions During Dentition. 
Selected. 
American Jnl. Den. Sci., XIX, 3rd Ser. 1885. 
Cosgeete in Dentition. Brucker, C. M. 239. Se- 


A Peculiar Case. (Quinine Germs and Dentition.) 


Selected 


Archives of Dentistry, II, 
On Lancing the Gums. ae ,_— 63-66, Se- 


jected. 
Worms and Teething. Jacobi. 376. Selected. 


British Dental Assn. Jnl.. 
Lancing the Gums. Owen, Edmund, 674-675. Ab- 


stract. 
The Management of Infancy. Combe. 675-676. Ab- 
stract. 


British Jnl. Dental Science, XXII, 1879. 
Teething as a Cause of Cholera Infantum. Stewart, 
Wm. 8. 324-325. Abstract. 


Dentition as a Cause of Diarrhoea. 587. Selected. 


ritish Jnl. Dental Science, XXIII, 1880. 
The Use Kf the Gum-Lancet. Pearse, T. Fred. 251. 


British Jnl. Dental Science, 


Bromide of Potassium in infantile “Deutition. Pey- 
raud, M. 87. Selected. 
The "Disorders of Primary Dentition. Blanches, M. 
985-991. Selected. 
Larynesmee Stridulus. (Due to she Eru a of the 
iret Ly ay Weiss, F. Hen 1002. 1004 
ntition a 7 Thos, 3. 1136- 


The Lancet in 
1143. Selected 
British Jnl. Dental Science, XXVIII, 1884. 

Dentition. Garretson, James EB. 34-35. Selected. 


ee ~ ag of Dentition. Widerhofer. 38-39. Se- 
Teething. 336. Selected. 
Clinical” Studiee on as Comotications of Dentition. 
Magitot. 686-201. table. -743, 783- 
a6, 913-9 900-053. 1003-1006, 1046-1049, 1093-1096, 
On Lancing the Gums. Owen, Edmund. 1031-1033. 


Jal. ey Science, XXVIII, 1885. 


Lancing eee $ Gums. 
The So- Cal ied Diseases of Dentition. Chaumier, Ed- 
mond. 1080-1082. 


Cosmos (Dental), XVITI, 1876. 
Second Dentition and Its Accompaniment 8. 
Wien & =. Ay the Gum Lancet Really Indicaved? 


Order of Eruption of the Deciduous and Ray 
Teeth. McQuillen, J. H. 483-484. 527-529. 


Cosmos (Dental), XIX, 1877. 
Teething and Its Com a 323-325. 
The Diarrhoea of Teethin 368-371. 
Treatment of Diarrhoea From Irritation Produced by 
Teething. 389, 389-390. 


Cosmos (Dental), 
Dentition as Affect ng x MHlealth of Infants. 


Pathological Dentition. 624-626. 5 illus. 


smos (Dental), XXI, _ 


oun Cutting Again. 110-11 
Teething as a Cause of Cholera Infantum,. 285-286. 


Cosmos (Dental), XXII, 
Difficult Dentition. 157-163. Sor $22. 
Lancing the Gums. 673-674. 


osmos Renee’ XXIII, 1881. 
Dentition. ees oO int ? Chapter in Garretson’s Oral 


Surgery. f 


Cosmos (Dental), XXIV. 
The Feasseiee of Physical Lite” 


10 illus. 
The Disorders of Primary Dentition. 330-334. 
Fetal Medication the True Dental ame Pat- 
rick, J. B. 532-534. Disc. 


Cosmos (Dental), XX VI, 1884. 
On Lancing the Gums. 760-763. 


(Dental), XX VII, 1885. 
The First “Dentition, White, J. W. 1-3. 
The Lancet and the Gum Lancet. 61-62. . 
Syrup of Dentition. 123-124. 


Facts (Dental), I, 1885. 
Creosote in Dentition. Oct. 11. 


Headlight (Dental), 
Difficult Dentition and the = of the Gum Lancet. 
Howe, J. Morgan. 11-19. Selected. 


454- 


“Williams, J.L. 1- 


Difficulties Dering Dentition. Morrison, Ambrose. 
140-143. 
Headlight (Dental), VI, 

Teething. ale, Leroy M. "3. 3 119. 3 illus. Selected. 


erald of Denti » I, 1881-82 
Penrose, Richard A. F. April. 3-6. 


Herald of Dentistry, I 1883-84. 
Teething-Bromide of aeatuns. April. 


Independent Practitioner (Dental), 
The Disorders of Primary Dentition. 
402-406. Selected. 


Dentition. 


18. Selected. 
“a. M. 


Independent Practitioner ( Dental). IV, 1883. 
The Use of the ‘Gan Lancet. 170-172. BEd. 
Difficult Dentition and the Use of the Gum Lancet. 
Howe, J. Morgan. 573- 624. 
Dentition. Garretson. mati, 


Abbott's Scissors. 622- illus. 
Independent Practitioner (Dental 7m, ¥ 1884. 
Dentition. Kester, P. J. 155.458. Disc’ 456-458. 


Independent Practitioner (Dental), 1885. 
—— a the Period of D Dentition. "Barrett Ww. Cc. 


Items of Interest (Dental), I, 1879. 
Dentition. 4. = 


We 1883. 
The es ‘of the tthe ‘teeth Ed. 
Lancing the Gums of Children. 109. Ed. 


For index and key to classification numbers, see pink sheets. 

















D1? DENTITION 


Items of Interest (Dental), V, 1888—Continued. 
The Sickness During Teething. Barrett, W. C. 312. 


e 
Practical Suggestions During Dentition. North, 


Gustavus. 365. Selected. 
Items of Interest (Dental), VI, 1884. 
Dentition. Chittenden, C. 8 119°120. 


Letters From a Mother to a Saother on the Formation, 
Growth and Care of the om. (Dentition and 
Disease.) 230-233, 275-2 

Neutralizing Syrup. 575. Ed. 


Items of Interest, VII, 1885 
Lancing the Gums. Owen, Edmund. 11-12. Selected. 
a —~ Dentition. Morrison, Ambrose. 
1 lected 


Jairus (Dental) 
Lancing the Gums. 


Jairus (Dental), Il, 188 
The Eruption of a Tooth. esac. 336. 


Johnstons’ Dental Miscellany, III, 1876. 
Gum Cutting. Buckingham, C. E. 76-77. 


Johnstons’ Dental Miscellany, VIII, 1881. 
The Eruption of a Tooth. Tomes. 280. 


Luminary (Dental), III, 1881-82. 
Principle Cause of Constitutional Derangement in 
First Dentition. Hardman, J. -58. 


, I, 1880. 
513-514. Selected. 


Missouri Dental Jnl., XIV, 1882. 

The Lancet in Dentition. Sozinskey, Thomas S. 398- 
405. Selected 

Lancing the Gums of Children. 482. 


Missouri Dental Jnl., XV, 1883. 


The Use of the Gum Lancet. June. 118-120. Ed. 
Selected. 

Practical Suggestions During Dentition. North, 
Gustavus. June. 123-124. Selected. 
Monthly Review of Den. Sespery- T 1876-77. 

Observations on Teething. Robinson, Tom. 464- 


Monthly Review of Den. Surgery, VII, 1878. 
Pathological Dentition. 385-386. lected. 
New England Jnl. Dentistry, II, 1883. 
Dentition. arretson, James 369- 376. 2 illus. 
Difficult Dentition, Reflex Actions and the Use of the 
— Lancet. Howe, J. Morgan. 410-411. Ab- 
stract. 


News (Dental, Knightstown, Ind.), II, 1879-80. 
A Case of Third Eruption. 18. 


Ohio State Dental Soc. Trans., 1877. 

Discussion on Lancing the Gums "During First Den- 
tition: Is the Operation ne for; if so, How 
Should It Be Performed? 57-60. 


For index and key to classification numbers, see pink sheets. 





Ohio State Jnl. Den. Sci., III, 
Practical Suggestions During Dentition. 
tavus. 126-128. 


North, Gus- 


Ohio State Jnl. Den. Sci., IV, 1884. 
Discussion on Dentition. 346-348. 


Practitioner (Dental), 
The panes in Dentition. pS. Thos. S. 99-103. 


Difficult Dentition and the Use of the Gum Lancet. 
Howe, Morgan. 171-176. Selected. 


Record (Dental), III, 1883. 
Difficult Dentition and the Use of the Gum Lancet. 
Howe, Morgan. 565-566. Abstract. 


Record (Dental), IV, 1884. 
Dentition. Chittenden, & 8. 


Record (Dental), 
The First Dentition. White J. W. 86-87. 


188. Abstract. 


Abstsract. 


Register (Dental), XXX, sore, 
Teething Application. 99-100. Ed. 


Register (Dental), XXXII, 1878. 

A Peculiar , case of Irritation of the Nervous System, 
in a Child, Whilst Teething. Blumberg, 76- 
78. Selected. 


Register (Dental), XXXV, 1881. 
Dentition a Misnomer. Monette, George N. 433-435. 
Selected. 


Register (Dental), XXXVI, 


The Disorders of Primary Dentition. Blachez, M. 
231-237. Selected. 
Register (Dental), XXXVII, 1883. 

Article on Dentition. Good, A. H. 553-554. Dise. 


554-555. Selected. 
Register (Dental), XX XIX, 1885. 
On pasciag the Gums. Owen, Edmund. 69-72. Se- 
ected. 
For Diarrhoea During Dentition. Bowlen, George W. 
581. Selected. 


Southern Dental Jnl., I, 1 
Foetal Nutrition—The True Hygiene and Prophylaxis 


of Dentition. Patrick. 
Southern Dental Jnl., ITT, 1884-85. 
Dentition. Kester, P. J. 249. Disc. 249-250. 
Southern Dental Jnl., IV, 1 
The Lancet and the Gum Lancet. 29-31. Selected. 
For Teething Children. Vigier, M. 346. Selected. 
Texas Dental Jnl., III, 1885. 
The First Dentition. "White, J. “W. 1-2. Selected. 








D2 Operative Dentistry. 


General articles. 


Treatment; D26, Bleaching Teeth. 


Advertiser (Dental), XV, 1884. 
A Day's Practice. Fogg, I. 8. 83-85. 


American Dental Assn. Trans., 
Report of the Committee on Operative Dentistry. Ab- 
bott, Frank. 68-70. Disc. 79-100. 


American Dental Assn, Trans., 1877. 
Report of ne | Committee on o’. Donghetey. 


Selected. 


sana eke ha Upetetive: Beatiney. Har 
Su ements! rt on Operative nD - 
"Tan. Rohs. 175. Dise. 176-188. 


Trans., 1878. 


Amertean Dentel Acca. 
son Opesetive Den Webb, Marshall H. 


Report on Operative Dentistry. 
198-210. 


American Dental Assn. Trans., 
Report of Section Four on Ss 
Wetherbee, Isaac J. 101-106. 


American Dental Assn. Trans., 1880. 
Operative Dentistry. Darby, EB. T. 56-57. 


American Dental Assn. Trans., 1883. 
Repers on Operative Dentistry. Darby, E. T. 106. 
Dise. 106-118. 


Dentistry. 


American Dental Assn. Trans. 
Report on Cpeetivee cppietes- s— -¥ Edwin T. 


150-151. 
American Dental Assn. Trans., 1885. 
Report on Operative Dentistry. ry. Darby, E.T. 76. 
American Co ti Tran 1877. 
Committee's Revert on " Operative Dentistry. 
55-62. Di 63-65. 


1. tal 





Coy. 


American Jnl. xi, Ser., 1877-78. 
Jie 3 in "Operative pm tI Sian. James 


American Jnl. Den. Scl., XI 
Offerings (re Operative Practice.) 
145-157. Selected 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
Report eo Sestewe Dentistry. Coy. 338- 341. Dise. 


A Course of Lectures on Operative Dostal Surgery 
and Therapeutics. Thompson, W. Finley. vid 
555. Selected. 


American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 
To oe Young Men. (re ‘Rapid Operations.) 330. 
a. 


I, 3rd Ser., 1878-79. 
Hodson, J. F. P 


merican Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 
A Dentist Interviewed. 231-234. Selected. 


Archives of Dentistry, I, 1884. 


Notes for Students. Treatment of Patients. 88 Se- 
lected. 


Archives of Dentistry, 1885. 
Errors in Practice Not p 2. 8 Disadvantageous. 
Patrick, J. J. R. 513-515. Dise. 515-517. Abstract. 


more Dental Record 


The Dentist and the Gonolite. 8-9. Select- 


1882. 
April. 
Dental Assen. Jni., ITI, 1882. 


British 
Surgery Talk, or Conversations Between Patient and 
Operator. Laws, John. 121-123. Dise. 123-124. 


British Dental Assn. Jnl., V. 
A De: 's Rs eunee Jenkins, N. s 
Select 


171-176, 236-243. 


= Petite sh Pontes Assn. ee Vie 1885. ap 
rofessiona eticence ( rations an tients. 
621-624. Ed. = " — 


Incidents of practice. Management of patients. 


See D2a, dentists’ assistants; D21, Instruments and Appliances; 
D21b, Control of Saliva; D22, Filling Teeth; D23, Inlays; D24, 


Sterilization, Asepsis; 


D2la, 
D25_ Prophylactic 


Pulp Treatment; 


British Jnl. Dental Science, XXIII, 1880. 
Gentleness With Good Works. 35-36. 


ih Jnl. Dental Science, XXIV, 1881. 


The wAesthetie in 2 One Dentistry. Truman, 
Jam 988-994 


Ss 2 ie. — ti =: 0 Pe Pati nt and 

urgery Ta or, Conversations ween e 

% Jat tor. Laws, John. 264-273. Disc. 301-303. 
-356. Corres. Comment, 372. 


British Jnl. Dental Science, XX VI, a. 
Idiosyncrases of Patients. Woodburn, 


British Jnl. Dental Science, XXVII, 

On the Position of the Patient During 
in the Cavity of the Mouth. Konit 
368-369. Selected. 


. S. 426. 


1884. 
an Operation 
zer, Gust. Ad. 


British Jnl. Dental Science, XXVIII, 1885. 
The Inadequacy “ our Resources in —- Den- 
tistry. Sage, F. W. 911-919. Selected 


California 8. Dental Assn. Trans., 
—— = Committee on Operative Se. 
dard, Clark L. 86-89. 


God- 


California 8S. Dental Assn. Trans., 1881. 
Report of Committee on Sooners Dentistry. Dutch, 
William. 163-167. Disc. 167-168 


California 8S. Dental Assen. Trans., 1882-83-84-85. 
Repost of Operative Dentistry. Younger, W. J. 108- 


Where ie the Dividing Line Between Operative and 
Mechanical Dentistry? Lundborg, J. A. W. 157- 


159. 
Report of Committee on Operative Dentistry. War- 
ner, A. 324-330. 


California 8. Odontolog. Soc. Trans., 1884-85. 
Report of the Committee on Operative heparan 
Henderson, R. W. 51-60. Dise. 60-61 


Cincinnati Med. & Den. Jnl., I, 1885. 
The Exaltation of Operative Dentistry. 21-25. 


Connecticut Valley Den. Soc. Trans., 1877. 
taste of Practice (General Cases.) Smith, D. H. 


Cosmos (Dental), XVIII, 1876. 
Centennial Review of Operative Dentistr Report 
of Committee. Abbott, Frank. 505-598. 


Cosmos (Dental), XIX, 1877. 
Operative Dentistry, Report on. 
-641. Dise. 643-645. 


Cushing, Geo. H. 


Dental), XX, 1878. 

Operative t oY" 29-32. 

T ones in tal Operations. Latimer, J. 8. 
se. 


Cosmos (Dental), XXI, 1879. 
Operative Dentistry. Report of “Committee. Wether- 
bee, I. J. 617-618. 


mos (Dental), XXIII, 1881. 
Atter Thirty eight Years Practice. Chase, Henry 8. 


Simple Overtions Guiebj, HC. 198-204. Dice. 
204-212. 
Objections to a Division 9 of  bentistey. Palmer, James 
125-130. Dise. 130-1 


Cosmos (Dental), XX VI, 
Mistakes and Failures. Brackett. CA. 103-109. Disc. 


109-112. 
Opesative Dentistry, Report of Committee. Darby. 
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Cosmos (Dental), X XVII 
A Suggestion on the Proper Liternation of Rest With 
Effo Hiams, Jacob - Dise. 368-370. 
Practical Methods in Practice. Thompson, Alton 
Howard. -473. 
The Treatment of Dental Lesions by Compronned 
Warmed and Dried Air. Register, H. C. -595. 


Facts (Dental), I, 
Do Your Best. Ricken, ‘W. A. 11-12. Selected. 


Headli re (Dental), III, 
In a Dental Chair—The ¥ ~ 3 © Kinds of People Who 
Wriggle Under the Forceps. 60-62. 


Illinois State Dental Soc. Trans., 1877. 
Operative Dentistry—Special Points to ob, goog 
3 i Success. Crouse, J. N. Dise 


Illinois State Dental Soc. Tran: 1882. 
Operative Dentistry—Essential Elements of Success. 
Davis, K. V. 63-72. 


Independent Practitioner (Dental), I 
Webb’s Notes on Operative Dentistry. 381- Nie 
Notes on Operative a ow # ond 5 Its pF ety 


Perine, George H. 
The Lips of Patients. (Care B Before _-- ae 619- 


Independent Practitioner (Dental), V, 1884. 

A Day’s Practice. Jenkins, N. 8. 1-1 

A Vas to the Profession. iggaaeen Re i to Care- 
lessness.) Freeman, A. 

A Visit. e © the Dentist. « 4 _as Who fae | Been ‘There. 
Stockton, C. S. 544-55 


—~% (Dental), Ill, 1881. 
Afraid dof ? Dentist 
Cones vs. Mechanical Dentistry. Rynear, E. F. 


Common Sense in Dental Practice. Marvin, C. A. 45. 
Abstract. 


Items of Interest (Dental), IV, 1882. 
Divorcing Operative Dentistry. Ger, ‘a L. 40. 
Operative Dentistry. Ryneer, 


Items of Interest (Dental), VI, 1884. 
Unpardenatie Faults, Producing in Our Patients 
Needless Dread of ntal Work. a 42. Ed. 
Cruelty to Patients. Adams, J. F. -182. 
Incompatibility. Rahland, C. B. 385-386. Selected. 


Items of Interest (Dental), VII, 1885. 
Ap — in Office Practice. Bunker, W. C. 258. 
‘orres. 


Jairus (Dental), Il, 1881. 
Dentists’ Patients. (Poem.) 26. 


Johnstons’ Dental Miscellany, 
Discussion on Practical Hints of Value’ = the Den- 
tist. 130-133. 
The Dynamic Force, or, 
During Dental Operations. 


Magnetism of the Sexes 
Meeker, Charles A. 


Johnstons’ Dental Miscellany, VII, 
Repost r~ Operative Dentistry. Wetherbee, % a 


Johnstons’ Dental Miscellany, VIII, 
Shall a Divorce be Obtained? O rative R- , Mechan- 
ical Dentistry. 352-353. Ed. 


Luminary (Dental), I, 1879-80. 
Examinations. Holmes, ie 


Luminary (Dental), FI, 1880-81. 
Dental Pathology and Surgery (re ‘Operative Dentis- 
tr ry. olmes, ‘ 1-2. Select 
Potts’ Dental Experience. Adeler, Max. 61. 


minary (Dental), III, 1881-82. 
ezemive Dentistry. Geminii. 63-64 


mon Ope (Dental), IV, 1882-83. 
Report on rative Dentistry. White, Samuel A. 


Luminary (Dental), VI, 
Some Idea a About Managing Gnildcen in the Dental 
Chair. Allen, C. A. Selected. 
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(Dental), bi Ry 
At What tage Teeth Should ave the Most Attention. 


The Milouth as Presented in Every-Day Practice— 
ss Shall We Do With It? Moncreif, J. H. 


Missouri Dental Jnl., VIII, 1 
St. Louis Operative Beperimentat ¢ “Chub. = 160, 220- 
221, 369-371. Comment, 444. 


ri Dental Jnl., I 1877 
The "Datlook (re Operative Dentistry. ) 20-22. Ed. 


Missouri Dental Jnl., 
Report on Operative Reda “Webb, M. H. 439- 
440. Abstract. 


ssouri Dental Jnl., 1879. 
In Union There is Guest’ (Relation Between Op- 
erative and Mechanical Dentistry.) Pearson, 
I. 451-454. 
Nervous Patients. Lewis, Walter F. 665-671. 
Missouri Dental Jnl., XIII, 1881. 
Introduction to a Course of Lectures on Operative 
Dental Surgery and Therapeutics. Thompson, 
W. F. ORY 297, 


Missouri Dental Jnl., X 
A Pertinent Question. (Pain Attending Dental Op- 
erations.) Dec. 417-419. Ed. 


Monthly Review of Den. Sursery. VIII, 1879. 
Report on Operative Dentistry. Webb, Marshall H. 


42-254. ted. 
Introduction to a Course of Lectures on Operative 
Dental Surgery and Therapeutics. Thompson, 
. F. 434-443. 2 illus. 447-489. 6 illus. 


National Dental Assn. Trans.. 
Operative Dentistry. Thornton. "a io, Dise. 49-51. 


New England Jnl. Dentistry, III, 1884. 
Be Thoughtful of Your Patients. 74. Ed. 


ew Jersey State Den. Soc. Trans., 1882. 

Shalt Mechanical Dentistry Be Separated From OR- 
erative ?—Snobs in Dentistry. anks, E. F. 
130. Dise. 130-135. 


New York Odontological Soc. Trans., III, 1877. 
Gang “as pee Dentist Operating for Another. Clowes, 


News (Dental, Knightstown, Ind.), I, 1878-79. 
Discussion on Are Rapid Operations Consistent With 
Ease to Patient, and Excellence in Work. June 
Discussion on Relations of Dentists to Their Pa- 
tients. June 1. 
Operative Dentistry. White. June. 1. Disc. 1. 
Operative Dentistry. Wilson, W. = July. 1. 
—— Practice. Johnson, J. F. P. July. 1. Se- 
lect 
New Departure (Operative Dentistry.) July. 2. 
Report o on Operative Dentistry. Webb, M. H. Oct. 1. 
Dise. 1. Abstract. 


News (Pe ntal, merebb haa, Ind.) II, 1879-80. 
Operative ntistry ebb, Marshall H. 50-53. Se- 


lected. 
How to Rate an Operation. Paget. 121. 


News, (Dental, Knightstown, Ind.), III, 1880-81. 
Report of the Committee on Operative Dentistry. 
Wetherbee, I. J. 14-15. Selected. 
Operative vs. Mechanical Dentistry. Osmun, J. Al- 
len. 41. Selected. 


News (Dental), Knightstown, Ind.), IV, 1881-82. 
as on eae in Southeast Missouri. Shelton, 


News (Dental, a ey a Ind.), V, 1882-83. 
Operative Dentistry Izheim 3-i4. 
Notes & and au in Practical Dentistry. Shelton, 
whennéiiinnas in Dental Syeratiens. Brown, B. 
Parmly. Dec. 2. Selected. 
News (Dental, Knightstown, Ind.), VI, 1883-84. 
What Dentists Have a Right to Expect From Their 
Patients. July. 2-3. Selected. 
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Soc. Trans., 1883. 

Dental Protection. (Some Observations in Practice— 
and Rules to be Observed and Insisted on. Den- 
tists in Their Dealings with Their Patients.) 

-23. 


Robinson, J. A. 
Ohio State Jnl. Den. Sei., 


I, 1881. 
Operative vs. Mechanical Dentistry. 
Divorce.) Metcalf, A. T. 201- 


Ohio State Den. 


(A Plea for 


Ohio State Jnl. Den. Sci., Il, 1882. 
Operative as et = Essential Elements of Success. 
avis, 
Ohio State Jnl. Den. Sci., ITI, 
Should the Operative and Prosthetic Departments of 
Dentistry be Separated? Waye, EB. J. 449-457. 


Ohio State Jnl. Den. 
Brave a ool-Hardy ? 


25. 


i., V, 1885. 
(Accidents in Practice.) 24- 


III, 1876. 


Pennsylvania Jnl. Den. Sci., 
136-140. 


Discussion on Operative Dentistry. 
Practitioner (Dental), I, 1880. (See Vol. II, In- 
dependent Practitioner). 

Our Young Dental Patients. Francis, Charles E. 


24-26. 
Operative vs. Mechanical Dentistry. Osmun, J. Allen. 
348-350. 


Practitioner (Dental), II, 1884. 
A Day’s Practice. Fogg, 1. 8. 73-75. 


Record (Dental), Il, 1882. 
Surgery Talk; or, Conversations Between Patient 
and Operator. Laws, John. 131-138. Dise. 138- 


139. 


Record (Dental), IV, 1884 
The Treatment of Patients. 


2-6. ltable. Ed. 
Students’ Difficulties. 199-201. Ed. 
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Unpardonable Faults. (Producing in Our Patients 
Needless Dread of Dental Work.) 224-225. Se- 


and Practical Suggestions. 
Francis, Charles E. 


Thompson, A. 


lect 
Professional Duties 
(Management = Cases.) 
326-327. Abstrac 
Dental Minletrations: to Children. 
Howard. 372-373. Abstract. 


ister (Dental), XXX, 1876. 


Operative Dentistry. Goe, Sam’l EB. 418-425. 
Register (Dental), XXXII, 1878. 
Practical Dentistry. Duncan, W. C. 149-151. 


Register (Dental), XX XIII, 1879. 
Discussion on Operative Dentistry. 84-89. 


Register (Dental), XXXIV, 1 
A Course of Lectures on Sedeaiies Dental Surgery 
_and Therapeutics. Thompson, W. Finley. 119- 
129. Selected. 
Discussion on The Progress of Practical Dentistry, 
Operative and Mechanical. 229-233. 


ster (Dental), XXXV, 1881. 
oot ve Dentistry. Hooper, J. 489-491. 


— —_ (Dental), XX XVIII, 1884. 
Operative Dentistry. Hurtt, J. M. 232-242. 
Patients Will Lie. Landesbery. 255. Selected. 


Register (Dental), XX XIX, 1885. 
The Management << Children in the Dental Chair. 
Bigelow, A. T. 443-448. Dise. 4 1. 
Painless Operation. Robinson, J. A. 509-510. 


Southern Dental Jnl., I, 1882-83. 
Operative Dentistry—Essential Elements of Success. 
Davis, K. B. 495-504. Selected. 


Southern Dental Jnl., Il, 1883-84. 
Report of Committee on Operative Dentistry. John- 
ston, A. P. 186-191. 


D2a_ Dentists’ Assistants. 


For articles on Dental Nurses and Dental Hygienists, see D072. 


British Jnl, Den. Sci., X XI, 
What is the Dental Assistant's Position? 566-571. 


Herald of Dentistry, III, 1883-84, 
Woman. (The Assistant.) Kingeles. N. W. Jan. 1-7. 
Abstract. 


Independent Practitioneer (Dental), 
Wome in = re and Assistants.) 


Oe: N. 


Independent Practitioner (Dental), VI, 1885. 
Dental Assistants. 167. 


Ohio State Jal. Den. Sci., I, 1881. 
The Dental Assistant. 358-359. Corres. 


For index and key to classification numbers, see pink sheets. 











D21 Instruments and Appliances. 


Instruments applicable to a particular procedure, classified with subject. 
For articles on sterilization of instruments, see D2la. 


Advertiser (Dental), 
New Dental Material and ys - em 


American Dental Assn. Trans., 1876. 
Report of the Committee on Instruments and Ap- 
pliances. 210-216. 


American Dental Assn. Trans., 1877. 

Report on Physiology (The Importance of oe 
Sunlight in the Operating Room.) Farrar, J. 
77-85. Dise. 86- 

Report of the Committee on Instruments and Ap- 
pliances. 229-234. 


American Dental Convention Trans., 1877. 
Report of the Committee on Dental Instruments and 
Appliances. 100-101. 


American Dentist, (Elgin), I, 
A New Portable Dental Chair. Burritt “Elihu. 
5. 


American Jnl. Den. Sci., IX, 3rd Ser., 1876. 
Report of Committee on Instruments and Appliances. 
410-412. Selected. 


rican Jnl. Den. Sci., 


11-12, 60. 


April, 


XI, 3rd Ser., 1877-78. 


Ame 
Method of Preventing Cloudiness on Exploring 

Mirrors. 144. Selected. 
Farrar. 197. Dise. 197- 


North Light vs. Sunlight. 
199. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
Mouth Mirror Illuminated by the Electric Light. 282. 


American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 
The Importance of Direct Sunlight in the Operat- 
ing Room. Farrar, J. N. 241-259. 1 illus. 

Socket Instruments. 330. Ed. 
Diamond Instruments. Dessau, S. 428-429. 


XV, 3rd_Ser., 1881-82. 
Pettit, E. R. 14. 


Pettit, E. R. 14- 


American Jnl. Den. Sci., 
~~ of the Dental Engine. 
Electro Motor for Dental Engines. 

15. Dise. 15-16. Selected. 

To ae = Se esas of Mirrors by Moisture. 46- 
ecte 
To Prevent the Clouding of Mirrors by Moisture.. 
190-191. Selected. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Handpieces for Dental Engines. Hodgkin, J. B. 190. 


The Dental Engine Modified for Surg-cal Use. Gar- 
retson. 192. Selected. 

Dental Chair. Farmer, William. 572-573. 
American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 


ce” me ~~ — in Dental Surgery. Macleod. 36- 


Selecte 
American Jnl, Den. Sci., XVIII, 3rd Ser., 1884-85. 
1 


Stomatoscopes. Starr, E. T. 182-184. Selected. 
The Electric Mouth Lamp or Stomatoscope. 377. 


Archives of Dentistry, II, 
Room for Improvement (ental B Engines.) Best, 
H. 247-250. 


The \. eee and Dental Electric Lamp. 327. Select- 
An Original Invention for Throwing the Breath Ex- 


haled by bhp me Away From the Operator. 
Southwell, 443. 
Dr. Swasey’s Disk. "Maker. 480. Ed. 
Rollins, 


Soft Rubber Pulleys for the Dental Engine. 
William Herbert. 545. 


British Dental Asen. Jnl., I 

Incandescent Carbon Electric ‘iene, to Illuminate 
the Cavity of the Mouth. Stevenson, Nathaniel. 
45-46. Abstract. 

Electric Lamp. Stevenson, Nathaniel. 78. 

Electric Lamp. Wallis, C. J. B. 78-79. 

Electrical Sopiances. Wallis, Boyd. 128. 

Notes on the Electric Light in Dental Surgery. Mac- 
leod W. Bowman. 139. 


British Dental Assn. Jnl., V, 1884. 
McDougall’ s Carbolic Soap Sheets. 631. 


ritish Dental Assn. Jnl., VI, 1885. 
Openly Stool. Coffin, Walter.’ 107. 


British Jnl. Dental Science, XIX, 1876. 
A New Dental Chair. 393-394. 


British Jnl. Dental Science, XX, 1877. 
Dental Engines. Williams, W. C. 334-336, 1 illus. 


British Jnl. Dental Science, XXI, 1878. 
Discussion on Office Light. 166-167. 


British Jnl. Dental Science, XXII, 187 
The Electric Light in Sur vt 200 and, — Seuvetions. 
Squire, Balmanno. 
Operating Chairs. 231-232. 


British Jnl. Dental Science, XXIII, 1880. 

Polyscope Napier, W. Donald. 603. 

Dr. C. Osmond’ s Stop Motion Hand-Piece for Dental 
Engines. 760-761. 


British Jnl. Dental Science, XXIV, 


A New Use foe, the Dental Engine. Field, George. 


397. ected 
Introductory Article (Dental Materials and Appli- 
ances, ) -688. Selected. 


British Jnl. Dental Science, XXV, 333 


Ww. See Burrows’ Water-Power Dental , 
New’ 0 Op erating Stool. Lyons. 334. 
Bracket Instrument Table. Cunningham, 
"George. 387. 


Diamond Polishing Disk. 560-561. 
Improvement in White's Pedal Lever Chair. 594. 
Portable Lathe. Ritchie, J. 646-647. 

New Universal Mirror. Ritchie, Josiah. 799. 
Coconing the Burring Engine. 868. 

Dental Speculum. 892. 3 illus. 

A New Stokes, C. H. 1 

Cone Socket Instruments. 1057-1058. 

impasse Cone-Point and Regulating Hand-Piece. 


Stokes, C. H. 1098- 


irror. 


New Dise Guard and Moistener. 
1099. 1 illus. 
British Jnl Dental Science, XX 


VI, 1883. 
Improved Lamp le > Reflector. Ritchie, J. 36. 


New Mouth- eee, 83. 

Bromley’s Combination Dental Bench. 83. 1 illus. 
Incandescent Electric Lamp. peavenesn. 1 

New Engine Hand-Piece odge. 274-275. 

New Dental Cabinet. 276. 1 illus. 

Dental Reflector. Telschow. 380-381. 425. 1 illus. 


Rutterford’s Globe Reflector. ~ -882. 1 illus. 
New Instruments. Moseley, H. 
New Gag and Mirror Combined. iy t--4 H. C. 467- 


468. 
The Swinging Dental Chair. 521-523. 1 illus. 
An Improved Tongue Holder. Kuehns, C 


illu 

Dental Mirror With Electric Lamp Attached. Dickin, 

S. 609-610. 

Dr. R. T. Freeman's See. 610-611. 3 illus. 

Jamieson’s New Mouth-Gag. 813. 1 illus. 

Ritchie’s Improvements in Chairs. Ritchie, Josiah. 
i 


935. 
Ash's Electric Mouth Tluminator. 936. 
Zine Hand Spittoon. Ritchie, Joseph. 1179. 

British Jnl. Dental Science, XXVII. 1884. 
Ritchie’s New Operating Chair and Chair Bracket 

Spittoon Holder, With Attachment for Tumbler. 


Automatic Adjustable Pliers. 112. 

Ash’s Electric Mouth Illuminator. 112-113. 

Water Cup for Dental Engine. 166. 

Tooth Syringe. 218. Ed. 

Light: In Reference to the Needs of the Dentist. 
Faught. Ashley. 230. Selected. 

Combined Instrument Table, Saliva Rieter, Bett; 
ee. Lamp, and Water Reservoir. 260-26 1 

us. 
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British Jnl. Dental Science, XXVII, 1834.—Con’t. 
Batestate and Manipulation. Park, Edgar. 323-324. 
ected. 
Travelling Hand Mirror. 


367. 
| bi Bottle Case. 367. 
roved Pedestal Spittoon. 414. 
vil ot Aras Apparatus for Burring Engine. 506. 
ir as a pigtre Power for the Burring Engine. 
us 


Cotton oe Weel Holder. 966. 
gs ~~ Illuminators. 


Starr, R. T. 
968-969. Selected. . 
Oral Speculum. Maddox. 1015. 
Engine Brush. 1054. 

British Jnl. Dental Science, XXVIII, 1885. 
Illumination of the Teeth. 75-76. Selected. 
pels. 3 Pots Cavities by Electricity. Semon, 

elix 
A Lathe “Drip.” Morsman. 275. Selected. 
Engine Brush. 603. Selected. 
California 8. a, Se 1884-85. 
vew ye. Hy 213-220. 


Report of Committee on 
Dise. 220-221. 


Canada Jnl. Dental Science, IV, 1877-78-79. 
North-Light 9 “Sunlight. 51. Ed. 
What is the Verdict? (The Dental Engine.) 

J. A. &-67. Reply, 91-95. Ed. 


Cincinnati Med. & Den. Jnl., 
Magnifying Mouth-Mirrors. 96. 


Cosmos (Dental), XVIII, 1876. 
To Keep the Handpiece of the Sagine From Coming 
Unscrewed. Pheips, W. 56. 
How to Utilize Corundum aM, Ford, cc. 280. 
M. 584. 


Corrugated Rubber Disk. Francis, C. 
Ribbon of Steel - a panating Between the Teeth. 


Bazin, 


I, 1885. 
Ed. 


Corrugated Hard Leather Disks. Holmes, A. 


peeeswer S 

uadrilaterai Drills. Elliott, W. S. 585. 

New-Fangled Machines. Serving Saae and Ru 
ber an” Brockway, 4-627. Dine. 


osmos (Dental), XIX, 1877 
North a, FS vs. » See Farrar, J. N. 567-569. 


Cosmos (Dental), XX 
How to Make Corundum fiabe. for Polishing Fillings. 


Ford, E. C. 128. 

To Make Corundum Points. Alexander, I. H. 128. 

Removal of Coptecgent Odors From the Hands, and 
Instruments. 
Cosmos (Dental), XXI, 

To Prevent Flies From Gathering on the Cuspidor. 
Wingate, J. D. 536. 

A Dental Applicator for Goenter- Irritation. Kirk, 
Edward C. 557-559. 1 illus. 

Instrument for Polishing Proximate Surfaces. Jar- 
vie. Wm. 568. 


Cosmos (Dental), XXII, 


A Seppect for the Engine cable, Kingsley, N. W. 


Introduct:on of Syaneie or Articulation Paper. 
1850.) Dwinelle, H. 
Light for Operating. Bodecker. 186 - 187. 


An Instrument Case. Trueman, W. H. 292-296. 
Soap as a Lubricant in the Mouth. Cadwallader, C. 


Hard. Rubber and Corundum Disc. Neall, E. H. 
426-427. 


Cosmos (Dental), XXIII, 1881. 

A Substitute for Oil in Sharpening Tools. %. 

Some of the Comforts and Some of the Torments of 
the Modern Dental Chairs. Kingsley, N. W. 
134-144. Dise. 144-145. 

Improved File Carriers. Brockway, A. H. 309. 

Re Bunsen Burner. 334-335, 446-447. 


Cosmos (Dental), XXIV, 1882. 
Electrical Iivmination and Cautery of the Mouth. 
Elsberg, Louis. 98-109, 6 illus. 109-111. 
mone es ‘Ether ; To Prevent Evaporation of the 
Double Faced Paper Disk. Brown, F. H. 560. 
Paquelin’s Thermo-Cautery and Galvano-Cautery, 
With ee arate to Dentistry. Du Bou- 
e & Vs -638, 639. 





AND APPLIANCES 


Cosmos (Dental), X XV, 
Electro-Dynamic Dental Th 25-30, 92-93. 
To Mount Corundum Disks or Wheels. 51. 
Care of Dental gy 4 111-112. 
Sand-Paper Disk. Fra , Cc. E. 125. Dise. 125. 


Cosmos (Dental), XXVI, 1884. 

On the Use of Fiexivie Disks. Rollins, William Her- 
bert. 191. 4 illus. 

Instruments. Perry, S. G. 203-205. Dise. 205-209. 


mos (Dental), XXVII, 1885. 
Westen : Handles for Instruments. 10-11. 
Disk Holder. 
Apparatus for Directing Breath of Patient Away 
From Operator. Soqeues. Cc. C. 4. 
Engine Brush. Lyder, J. 704. 
A Practical Hint. (Slab % Mixing Cements.) Ped- 
ley, George. b 


Dental Eclectic, I, 1885. 
On Compecased Warm and Dried Air. Register, H. C. 
Nov. 5-6. Selected. 


Dental Office & Lab., II, 2nd Ser., 1878. 
How ay 7 om Nerve- Bristles. Chupe-n, Theodore F. 


Office & Lab., III, 2nd Ser., 1879. 
The» Magnifying Gl —, in Dental Operations. 
ord, 


Guil- 


Dental 
Inventions and Appliances. Bonwill. 


Dental Office & Lab., V, 2nd Ser., 1 
Improvement of the Dental Engine. 
April. 1. Dise. 1. 


Office & Lab., VI, 2nd Ser., 1882-83. 
Cable" +h July. 5. 


Dental & Oral Science Magazine, I, 
Three Practical Suggestions (re Instruments.) Rol- 
lins, William Herbert. 287-288. 7 illus. 


Office & Lab., IV, 2nd Ser., 1880-81. 
April. 2. 


881-82. 
Pettit, E. R. 


Facts (Dental), I, 1885. 

Mirrors and Lamps for the Forehead. Rollins, Wil- 
liam Herbert. July. 15. Selected. 

ea — and Dental Blectric. Lamp. Oct. 12. 


Headlight (Dental), I, 
ae 4 , Angie “(attachinent With Dental Engines.) 


oe 
Steel Instruments. Oct. 5. 


Headlight (Dental), II, 1881. 
The Stomatoscope. Robertson, 8. G. Jan. 7. 


Herald of Dentist II, 1882-83 
The Dental Engine. ood. C.J. April. 5-6. 
The Dentist’s Chair. Oct. 6-7. 


Illinois State Dental Soc. Trans., 1878. 


Opegetice Instruments. Miles, G. 8. 77-81. Dise. 
Illinois State Dental Soc. Trans., 1883. 
Tempering Instruments. Cushing, G. H. 149-150. 


8c. -”,. 
Report of the Committee on Dental Art and Inven- 
tion. 150-151. 2 illus. 


Illinois State Dental Soc. Trans., 1885. 
mopar ¢ of i Committee on Dentai Art and Inven- 


Independent Practitioner (Dental), IV, 1883. 
by. Most Effectual Engine Discs. -53. 
A gees ve pomneraret (Dr. Grohnwald’s Reflector.) 


The oie + Disc ee Stevens, 8S. G. 380. 
New Disk Carrier. 
Something About Engines and Hand-Pieces. Kings- 
a ley. orman 

mn Ap 


peatue for “Tuminating the Oral Cavity. 
Jenkins. 604. 
Dr. Lord’s Instruments. 686. 


In mdent Practitioner (Dental), V, 1884. 
Celluloid Handles for Instruments. 103. b 
Dental Engine. Dolbeare, F. W. 207-208. Corres. 


Mouth Mirrors. 


For index and key to classification numbers, see pink sheets. 

















Independent Practitioner (Dental), VI, 1885. 
The Bg Lamp in the Mouth. Trueman, W. H. 


Items of Interest (Dental), I, 1879. 
For Tempering Small Dental Instrument Points. 3. 
To Renew or maroon © Old Files. 15. Selected. 
New Dental Engine. 22. 


Items of Interest (Dental), II, 1880. 
Our Dental Engine. 9. 


Items of Interest (Dental), IV, 1882. 
Bonwill's Engine. 
Little Helper. Harper, John G. 115. 


Items of Interest (Dental), VII, 1885. 
Making Our Own Instruments. Adams, G. W. 105. 
Skill in the Use of Instruments. 
The D eae and Dental Electric Lamp. 479. Select- 


airus (Dental), L 
The ‘Dental Chair. 4 ‘Poem, of Lights and Shadows.) 


Cha rge H. 

Dentists" “Tools. (Poem.) Pope, Horace E. 501. 
Jairus (Dental), II, 1881. 

How to Use Oil Stones. 425. 

= Bracket. Kempton, William D. 501- 


Jairus (Dental), III, 1882. 

Random Thoughts on Operative Dentistry. 
mente — Sagmeoes.) Kempton, m. 
241. 

Drop aa 267-268. Ed. 

Operating by Reflected Light. 286-288. Ed. 


Johnstons’ Dental Miscellany, VI, 1879. 
Mouth Mirror. Hutchinson. 313. 


Johnstons’ Dental eg xe 2 VIII, 1881. 
Domestic Motors. 66-70. 
Lennox Browne's Lime- Light Titeminatec. 
Dise. 100-101. 


Luminary (Dental), III, 1881-82. 
Resharpening Files. Werdermrun. 


Luminary (Dental), IV, 1882-83. 
Home- Made c Corundum Points. 37. Selec 
To Mount Corundum Disks on Wheels. 91. 


ry (Dental), VII, 
The Medieal2 and Dental Electric 1 Lamp. 59. Selected. 


Missouri Dental Jni., VIII, 1876. 
—. Ro and Warm-Water Cup. Bogue, BE. 
6-217. Corres. 1 ill ay 


(Instru- 
D. 237- 


99-100. 
64. Selected. 


ted. 
Selected. 


Senne Brothers’ | hen > alg illus 
A 2 Use for the Lapidary’s Wheel. Temes. 441- 


Missouri Dental Jnl., IX, 1877. 
Johnston's Head-Rest. 28-29.’ 1 ilius. 


uri Dental Jni., XI, 1879. 
Neat ¢ Grindstone. Bowman, ‘G. H. 


ssourl Dental Jni., XII, 
Rubberee Corundum Disks, Wheels’ and Points. 
per, John G. 77-80. Disc. 80. 


Monthly Review of Den. Su VI, 1877. 
Best Manner of Reoging Our Beccons ’ and Instru- 
ments in General From zecomins  wuaty. 53-54. 
A New Tongue Depressor. 93. illu 


Ed. 


Har- 


f Den. Su VIII, 18 
Tee, MBlectrle i Lighe, “Squire, Balmazne. 57-159. 2 
llus. Abstract. 
New England Jnl. Den 
Care of the ental Engine « veda 
Disks. _or Horatio . 136-138. 2 illus. Com- 
ment, 186-187. 
Harp- 


Rubber- Corundum Disks, Wheels and Points. 
er, John G. 215- 
Sand ‘Paper Disks—A Device for Holding. 412. 


New England Jnl. Dentist 
A Reflector for Muminating the Mouth 124. Select- 


To Repair Slipping Disks. 124, 
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For index and key to classification numbers, see pink sheets. 


England Jnl. Dentistry, -. 1884. 
Bicktord’s ntal Mouth Prop. 


New York Odontological Soc. Trans., Il, 1876. 
Congggatns Hard Leather Disks. Brockway, A. H. 


Corrugated Soft Rubber Disk. Francis, C. EB. 56. 
instrenees for Operative Practice. Brockway, A. 


. Trans., III, 1877. 


New York Odontological Soc 
Kerosene Night Lamps. Elliott, W. St. George. 96- 


New York Odontological Soc. Trans., V, 1879. 
Bracket Lamp. Le ogy Norman ALF 31. 
Head-Rests. Kingsley, Norman. 32-34. 


New York Odontological Soc. Trans., VI, 1880. 

Light in the Dental Office. Bodecker. 9. 

Some of the Comforts ana me of he Torments of 
Modern Dental Chairs. “Kingsley, N. W. 98-1 
Dise. 108-109. 


York Odontological Soc. Trans., 1881. 
Bleetrical Illumination and Cautery of. * che Mouth. 
Elsberg, Louis. 106-117. 6 illus. Disc. 117-119. 


New York Odontological Soc. Trans., 
New Dental Electric Engine. 99-102. Dive. ae 02. 103. 


New York Odontological Soc. Trans., 1884. 
Cpeqve Instruments. Perry, 8. G. 8-9 Disc. 9- 


News, (Dental, Knightstown, Ind.), I, 1878-79. 
Etching. Feb. 2. 


(Dental, Knightstown, Ind.), II, 1879-80. 

The Niittle a. Harper, J. G. 16. Selected. 

the ors S Glass in Dental Operations. Guil- 
ord, 8. 


News, (Dental, 
— Light in Dental Operations. 


Selected. 
A New Motor for the Operating Room. 
86-87. Selected. 


Knightstown, Ind.), III, 1880-81. 
Bodecker. 


Fletcher. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
How to Use Oil Stones. 76. Selec 
Ashes as a Substitute for Emery. 89. Selected. 


(Dental, Knightstown, Ind.), V, 1882-83. 
A Valuable Assistant Magnifying Glass.) Kemme, 


. an 3 1 
Operating by Reflected Light. Feb. 5. Selected. 
A Pportable Electric Light. March. 5. Selected. 
News, (Dertal, Knightstown, Ind.), VI, 1883-84. 
To Repair eg —- May. 3. 
Dressing Disks. Selected. 


Odontographic Jnl., I, 1880-8 
A New Motor for the Operating- ken. Fletcher. 51- 
52. Selected. 


Odontographic Jnl., III, 
The Archer Chair of Early , oY 
62. Corres. 


Tripp, Geo. W. 


Odontographic Jnl., IV, 1883-84. 

The Shipman Engine. Shipman, A. H. 141-143. 1 

illus. 

Odontolog. Soc. Trans., » 2nd Ser., 1876-77. 
Description of a Pneumatic Mallet and "Dental En- 

gine. Hunt. 190-191. 1 plate. 

Odontolog. Soc Trans., 2nd Ser., 1877-78. 
Discussion on Lights Se" etenling B5-86. 


Odontolog. Soc Trans., XI, 2nd Ser., 1878-79. 
Mouth, Mirror Illuminated by the we Tilectric Light. 


Odontolog. Soc. Trans. . 2nd Ser., 1880-81. 
Lennox Browne's ‘Lime Light. pn an By Wallis 


47-48. Dise. 48-49. 
Sanitary Spittoon or Salivarium. 114-115. Dise. 115. 


telog. Soc. Trans., XV, 2nd Ser., 
Electric "Lamp. Designed ned for Use in Dental ‘Practice 
Stevenso. = ’ Nathaniel. 105-107. 


Electric Lamp for yas matte the Cavity of the 
Mouth. Wallis, C. J. 10F. “i 
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Odontolog. Soc. Trans., XV, 2nd Ser., 1882-83— 
Continued 

Method of Lighting the Mouth by ie Incandescent 
Electric Light. Stevenson, N. 


Odontolog. Soc. Trans., XVII, 2nd Ser., 1884-85. 
Operating Stool. Coffin, Walter. 121. 


Odontological Soc. Penn. Tran 1881. 
Improvement for the Dental Bagine. Pettit, E. R. 


Griscom’s New Electro-Motor for Dental Engines. 
Pettit, E. R. 96-97. Dise. 97- 

Electrical’ Machine Designed for Cauterization and 
cen of the Mouth and Throat. Guilford. 


Ohie State Dental Soc. Trans., 1879. 
— of Dental Instruments. Palmer, Corydon. 


Ohio State Jnl. Den’ Scl., 
Hot Air Syringe. 172-174. E 


 Ohie State Jnl. Den. Scl., Il, 1882. 
Tools via Ferrum. Siddall, J. F. 363-366 


Ohio State Jnl. Den. Sci., III, 1883. 
New Handpiece. 391-392. Ed. 


Ohio State Jni. Den. Sci., IV, 
Is There Anything Whereof It May Be Said, See, 


I, 1881. 


This Is New? (re Transmitting Rotary Motion 
by a Flexible Rod of Steel.) -289. s 

A New Instrument. (Mouth-Glass.) Blount, A. A. 
387-388. 1 illus. " 
Pennsylvania Jnl. Den. Sci., III, 1876. 

New Fangled Machines. Brockway, A. H. 425-430. 


Dise. 430-437. Selected. 


Pennsylvania State Den. Soc. Trans., 1879-80. 
Mactipe 5 entistry. (Instruments.) Adams, G. W. 


Practitioner (Dental), I, 1883. 
To Repair Slipping Disks. 63. 


Practitioner (Dental), I, 
Light: In Reference to the 

Faught, L. Ashley. 8-11. 

Comment, 37-38. 


1884. 
Needs of the Dentist. 
Dise. 11-15. 2 illus. 


Practitioner (Dental), III, 
Mirrors and Lamps for the Forehead. Rollins, Wil- 
liam Herbert. 105-106. 


Record (Dental), II, 1882. 
Artificial Light. Pickering, W. H. 116-118. Ab- 
stract. 
Light-Vision. 501-508. Selected. 
Record (Dental), III, 1883 
Bnet a Lamp. Stevenson, Nathaniel. 122-123. Dise. 
Best, A. H. 


The ie Electric-Dental Engine. 
146-147. 


Someting About Engines and Handpieces. Kings- 
ley, W. 566. Abstract. 


Record (Dental), 1885. 

An Operating Stool. Af 1 illus. 

se Stool. Coffin, Walter. 114. 

Electric mp for the Mouth. Trueman, W. H. 180- 
181. Abstract. 

The Treatment of Dental Lesions by Comnpennoed 
bmn and Dried Air. Register, H. C. 523-524. 

stract 


Register (Dental), XXX, 1876. 
New Appliances. McKellops. 350-351. 
Diamond Disks. 535-536. d. 


Register (Dental). XXXI, 1877. 
New Dental Chair. Ed. 
Stop! (Burring Rogine.) 530-531. Ed. 


Register (Dental), XXXII, 1878. 
The Dentist’s Operating Chair. 349-351, 437. Ed. 
Engine Burr Holder. 523. 1 illus. Ed. 


Register (Dental), XXXIV, 
A New y Apgmance (Shield and Disk Holder.) 335. 1 


Register (Dental), rg _— 
A New Arm Rest. 398. 1 illu 


Register (Dental), XXXVI, 1882. 
To Prevent the Loss of Small Screws. 43. 
A Good Bracket. 100. Ed. 


Register (Dental), XXXVII, 1883. 
Office Lights. 138 


A Simple Stomatosco ‘s ete . M. 184-186. 
A New Disk by Dr. 253-254. Ed. 
Dressing Disks. 353-354" Ed. 

Instrument Cases. Pandolt. 504. Selected. 


Register (Dental), XXXVIII, 1884. 


nengerng Rubber Gas Tubing Odorless. 151. Se- 
ected. 
Improvements in File | coum Kempton, William 
D. -864. Corre 
Remodeled Wilkerson. Chair. 466. 
Register (Dental). XXXIX, 1885. 
The Dental Chair. (Poem.) 99. 


Review, (Dental, Charlotte, Mich.), I, 1884. 
More Light. Rollins, W. H. 3. 
That Horrible Engine. 4-5. Selected. 


Southern Dental Jnl., 882-83. 
Rubber-Corundum Disks, Wheels and Points. 
er. John G. 273-275. Selected. 
A Valuable Assistant (Magnifying Glass.) 
Hi. B. 458-459. 


Harp- 


Kemme, 


Southern Dental Jnl., IV, 1885. 

Breath Guard. Southwell. 376. 

Compressed Air Spray Instrument or Atomizer. 
bott. 422. 


Ab- 


For index and key to classification numbers, see pink sheets. 




















D21a Sterilization. 


For articles on surgical asepsis, see D7. 


Advertiser (Dental). XV, 1884. 
Danger—Carelessness (Care of Instruments.) 
Selected. 


we Jnl. Den. XII, 3rd Ser., 1878-79. 
Stilieine, A Preparation f Cleansing Instruments. 
238. Selecte 


XIII, 3rd Ser., 1879-80. 


American Jnl., Den. Seci., 
192. 


New Thing for Cleansing Surgical Instruments. 
Selected. 


American Jnl. Den. Sci., XIV, 3rd Ser. 
Dental Instruments Transmitting Syphilis. 
192. Selected. 


XVII, 1883-84. 


American Jnl. Den. Sci., 3rd_Ser., 
Instru- 


Danger—Carelessness (re Sterilization of 
ments.) Taft. 478-480. Selected. 


British Dental Assn. Jnl., V, 1884 
Sterilization of Dental Instruments. 
62- Corres. 


. Moon, Henry. 


British Jnl. 
mo of Instruments. 
ee-ad. 


Dental Science, XXVI, 1883 
Fripp. John Trude. 


Cosmos (Dental), XXIV, 
Antiseptics in Dentistry. Lites’ Wilbur F. 57-64. 
Fact (Dental), I, 1885. 
Care (Instruments.) Jan. 12. 


D21b_ Control 


Rubber dam, clamps, saliva ejectors, etc. 


Advertiser (Dental), IX, 1878. 
Snow's Saliva Ejector. ‘American Dentistry in Paris. 
155-156. Abstract. 


Advertiser (Dental), XIII, 1882. 
Application of the Rubber Dam and § 
and Preparation of Gold Foil. 

H. 149-154. 3 illus. Selected. 


American Dental Assen. Trans., 
Is the Keeping of Cavities Dry an Absolute Necessity 
in the Filling of Teeth, in Order P Preserve 
Them? Friedrichs, George J. 210-211 


American Jnl. Den. Sci., XV, 3rd_ Ser., 1881-82. 
Heveonatd and Rubber Dam. 90-91. Ed. 


XVII, 3rd Ser., 1883-84. 
Cr Barmua (re The Rubber 


ial Clar ‘ps, 
ebb, Marshall 


American Jnl. ae 
In Defence of Dr. 
Dam.) Mills, G. = 


American Jnl. Den. Sci., 3rd Ser., XVIII, 1884-85. 
Antiseptic Absorbent Sponge. Gamgee, Sampson. 
239-240. Selected. 


Archives of f Dentiotsy. I, 1884. 
Thick Rubber D. 
Sticking Wax (For: the Rubber Dam.) Butler, C. R. 


Archives of Dentistry, II, 1885. 
To Preserve Rubber Dam. 96. 


British Dental Assn. Jnl., ITI, 1882. 
Saliva Ejectors. Nicol, W. H. 248-249. 


British Dental Assn. Jnl., IV, 1883. 
Dr. Fernald’s Rubber Dam Holder. 560. 
Coteus ea With the Rubber Dam. Weiss, 
en 


19-20. 


1880-81. 
191- 


A Mouth 
Saliva Apparatus. 


882 
sae pesoten of Coffer Dam. Biggs. 


us. 
Marsh's Saliva S 
A New Saliva Ejector. 


us. 
Dry%ng Cavities by the Use of Absolute Alcohol. 
An Excellent 
Zench's 


For index and key to classification numbers, see pink sheets. 





Asepsis in Dental Practice. 


Independent Practitioner ome, Il, 1881. 
Cleanliness the Keystone of Success. —— ) Went- 
worth, T. J. 30-32. Correction, 


Independent Practitioner (Dental), V, 1884. 
Cleanliness. VanMarter, J. G. 93-94. Corres. 


Luminary (Dental), VI, 1884-85. 
Cleaning Engine Burs. 3. Selected. 


ssouril Dental Jnl., XI, 
New thing for Cleansing Surgical Instruments. 415. 


Selec 
A Soap | my the Physician's Office. 610. Selected. 


New England Jnl. Dentistry, III, 1884. 
Cleanliness. Rosa, Hyman. 106-107. 


News (Dental, Knightstown, Ind.), I, 1878-79. 
Neatness and Cleanliness. Latimer, J. S. Aug. 2. 


News, (Dental, Knightstown, Ind.), III, 1880-81. 
Dental Instruments for Transmitting Syphilis. 40. 


Selected. 
Odontographic Jnl., II, 1881-82. 
ona - of Dentistry (Sterilization of Instruments.) 
Selected. 
Practitioner (Dental), I, 1883. 
De or ee (re Unsterilized Instruments.) 
136-137. Selected. 


Review, (Dental, Charlotte, le I, 1884, 
Cleaning Engine Burs. 3. Selected 


of Flow of Saliva. 


British Dental Assn. Jnl., VI, 
Lawton’s Absorbent Cotton: | ke Absorbent 
Paper Fibre. 118-119. 188. Ed. 


British Jnl. Dental Science, XIX, 


ey Bag. Vanderpant, benaste Take. 159-160. 


British Jnl. Dental Science, XX, 
Instrument to Control Flow of Saltva. y ey 34- 


oe Pump. Rogers, Claude. 731. Disc. 731- 


New ‘Forceps and Clamp. 755. 


British Jnl. Dental Science, xx 1878. 
To Keep the Lower Jaw Fixed. 
Saliva Contrivance. Cpreent, O46. Sto. 4 illus. 
Parker's Paper Fibre Lint. 382. 
a Saliva-Exhausting Apparatus. 382-383. 1 


Parker's Fibre Lint. Hill, Alfred. 424-425. 


British Jnl. Dental Science, XXII, 1879. 
Piece for Saliva Bjectors. Allfoot. 73. 
Orphoot, P. 115-119. 3 iflus. 


British Jnl. Dental Science, XXV, 1882. 
196-198. 


phon. 1 illu 
Smale, Morton. 


8. 
331-332. 1 
Sewill, Beary. 509-510. Dise. 510-511. 

Method of Treating Rubber Dam. 563- 


Selected. 
Coffer: Dam Clamp Pliers Combined woe 
1054-1057. 3 illu 





Lip Holder and Reflector. 
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British Jnl. Dental —— XXV, 1882. 
Universal Cuspidor Clam 
itn Slbulous 


New Clamps for Use 
Stokes, C. H. 1059-1060. 
New Rubber-Dam Punch. 1205. 
British Jni. Dental Science, XXVI, 1883. 


Dr. Stokes’ New Ciamps. 327. 
smpyerse Rubber Dam Weights. 


illu 
Star Rubber Dam Punch. Justi, H. D. 663. 1 illus. 


British Jnl. Dental Science, zavvi 1884. 
A New Clamp. Carmichael, J. P. 
Guide Rubber Dam Punch. 
Fernald’s Rubber Dam Holder. 1025. 


anada Jnl. Dental Science, IV, 1877-78-79. 
A History of oe Discovery of the Dam. 
Barnum, 8. C. 88- 


Cosmos (Dental), XVIII, 1876. 

To Mend Rubber Dam. 223. 

Application of Rubber Dam. 332-334, 447. 

How to Mend Rubber Dam. Scholl, ‘W. H. 447-448. 

New Fangled Machines. ((Rubber Dam and Burring 
Reese) Brockway, A. H. 624-627. Disc. 627- 


Cosmos (Dental), XIX, 1877. 
ayeim of Punching Patients |N Numbers in Rubber 


Jam. Rich, John B 
Pela * Coffer-Dam Clamps. Seven, J. N. 188-189. 
Saving Pieces of Rubber Dam. Pai 8. G. 256-257. 
Rubber Dam Clamps. Tees. 
Application of Rubber Dam. Rich, J. B. 580-581. 


Operating Instruments. Ejector. Amalgam 
Carrier. Elliott, W. St. G. 585-586. 


Cosmos (Dental), XX, 
Application of the Hubber. _ Made Easy. 
F. 204-295. 


Saliva Pump. 403. 
Application of Rubber Dam. Gilbert, C. H. 405. 


Cosmos (Dental), XXI, 1879. 
A Modification of the Saliva Ejector. 
liam Herbert. 329-330. 1 illus. 


mos (Dental), XXII, 1880. 
The —_ of Belladonna in’ Controlling the Salivary 
Secretions. Brackett, C. A. 473. 


mos (Dental), XXIII, 1881. 


Ham, 


Rollins, Wil- 
Dise. 330-331. 


Method” of of [feating Sugar- Loaf Teeth. McKellops, 
Cosmos (Dental), XXIV, 1882. 
Paper for Drving Cavities. Rich, John B. 130-131. 


Application of the Rubber Dam and Special Clamps, 
and Preparation of Gold Foil. Webb, Marshall 
H. 458-463. 3 illus. 


Cosmos (Dental), XXV, 1883. 
Universal Screw Clamp. Brown. E. Parmly. 
Saliva Ejector. Bogue, E. A. 321. 


Cosmos (Dental). XX VI, 1884. 

What is the True History of the Use of the Rubber 
am? LaRoche. 360-364. Disc. 364-367. 

Sore Lips and Face From Rubber Dam. 618-620. 


Dental Office & Lab., V, 2nd Ser., 1881-82. 
Rubber Dam. Oct. 3. 


Dental Office & Lab., VI, 2nd Ser., 1882-83. 
Caupery (re Adjustment of the Rubber Dam.) July. 


99-100. 
Dise. 321-322. 


Dental Office & Lab., VIII, 2nd Ser., 1884-85. 
The Py Comfort (When the Rubber Dam is 
Applied.) Oct. 6. 


Dental & Oral Science Magazine, I, 1878. 

Helps in Using the Rubber Dam. "Todson, d. FP. P. 
133. Dise. 142-143. 

Rubber Dam Stopper. Hodson, J. F. P. 133-134. 


Herald of Dentistry, I, 1881-82. 
Absorbent Cotton. Sept. ‘1. 


of Dentis III, 1883-84. 
Carmichacl Universal Molar Clamp. Carmichael, J. 
April. 15. 4 illus. 


Papers, &c. 


Justi, H. D. 561. 


Independent Practiti 
Sponges for Dentists’ to il 


Ind nd Practitioner (Dental), 
Combination re the Napkin. and the ‘Rubber Di Dam. 
Wilkerson, B. M. 21-22. 


pom. IV, 1883. 


Items of Interest (Dental), 1, 18 
Absorbent for Drying Cavities of Teeth. 3. 


Items of Interest (Dental), III, 1 
How to Apply the Rubber Dam in Dimheuit Cases. 28. 
mes of Poe (Pentel), Vv, 1883. 
The Ru r Dam - 
Drying Agents for the Cavities of Teeth. 25. Ed 
An — Method of Treating Rubber Dam. 130. 
lecte: 


Items of Interest (Dental). Vi, 
Seohint. to D wy re | Dr. 8. C. 1 His Honor. 


22-23. 
Tying on the Rubber Dam. Winslow, J. C. 33. 


The Rubber Dam. 269-270. 
Thick Rubber Dam. 398. Selected. 


s (Dental), 
To Check the Flow a Baltva. Brackett, C. A. 400- 


Holding Rubber Dam. 509. Selected. 


Jairus (Dental), II, 
Rubber Dam and tt, Varnish. Spence, S. J. 88. 


Johnstons’ Dental Miscellany, VI, 1879. 


news Mouthpiece for a Saliva-Bjector. Orphoot. 101- 
Contrivance for Keeping the Mouth Dry. Kirby. 
277-278. 


Luminary (Dental), I, 1879-80. 
Koos Labial and Buccal Cavities Dry From Saliva 
r Blood. 7. Ed. 


Luminary (Dental), III, 1881-82. 
Opegetive Dentistry. (Rubber Dam) Hopps, D. 36. 
se. 33. 


Fy (Dental). 1884-85. 
A New net of Molding Rubber Dam in a Tooth. 


~ Swasey 
Missouri Dental Jni.. IX, 1877. 
Rubber Dam Punch. 136. i illus. 


Missouri Dental Jnil., X, 1878. 
The Use of Coffer-Dams as an Aid in Filling Some 
Classes of Cavities in the Teeth. Rich, John B. 


lected. 
Swallowed a Rubber Dam Clamp. Winter, J. W. 


Missouri Dental Jnl., XV, 1 
Mendes Rubber Dam. hs & & Sept. 249- 


An Open Letter to the Dental Profession. (Priority 
of Dr. Barnum’s Rubber Dam.) Mills, G. A. 
Dee. 415-417. 

Monthly Review of Den. Surgery, V, 1876-77. 
ee on Excluston of Saltve During Operation. 


Monthly Review of a. os ery, VI, 1877. 
Saliva Pump. Rogers, Claud Jo 


Monthly Review of Den. Surgery, VII, 1878. 
Diagram Section of Saliva-Ejector. Rogers, Claude. 
108-104. 1 illus. 


Monthly Review of Den. Surgery, VIII, 1879. 
A New Mouthpiece for a Silver Ejector. 41-42. 
Saliva Ejector. Jones, ponctecy ay 509-510. 


New England Jnl Dentistry, 


An ppaent Method of Treatieg” ‘Rubber Dam. 124- 


New England Jnl. Dentistry, IT, 1883. 
To Punch a Hole in the Rubber Dam. 407-408. 


New England Jnl. Dentietey. Ili, 1884, 

Barnum’ 8 Rubber Dam. 

Honor to Whom wr 4 "Bee. (LaRoche and the 
Rubber Dam.) 43-44. 

What is the True History of the Use of the Rubber 
Dam? LaRoche, Wm. T. 100-105. 111. Ed. 


For index and key to classification numbers, see pink sheets. 

















New York Odontolog. Trans., 1876, 
New-Fangled Machines. ‘(Rubber = Brockway, 
A. H. 73-76. 1 Table. Disc. 76-83. 


New York Odontolog. Soc. Trans., III, pore. 
Saving Pieces of Rubber Dam. Perry, 8. G. 
Excluding Moisture re Irregular Teeth. Kich, 4 B. 
New Form of Saliva-Ejecter. Elliott, W, St. George. 
Snow’s Saliva Ejectors. 151. 


New York Odontolog 


A Modification of the Saliva Te a yy Rollins, wil- 


liam Herbert. 76-77. 1 illus. Disc 
New York Odontolo Tra 
Avegeatee to Deliver Tot ai Air Into “tne e. cavity of a 
Tooth While Excavatin Bogue. illus. 
Saliva Fane or Ejector. ogue. 30-31 


Soc. Trans., 1 


New York Odontolog. 885. 
134-137. Disc. 


The Rubber Dam. Brockway, A. H. 
137-139. 


News, (Dental, Knightstown, Ind.), III, 1880-81. 
Holding Rubber Dam. Crouse. 77. Selected. 


Odontographic Jnl., I, 1880-81. 
Holding Rubber-Dam. Crouse. 59-60. Selected. 
Soa - $ - ‘arene in the Mouth. Cadwallader. 60. 
ected. : 


Odontolog. Soc. Trans., IX, 2nd Ser., 1876-77. 
On the Exclusion of Saliva During Operations. Bar- 
rett, Ashley. 193-199. Disc. 200-202. 


Odon Sec. Trans., X, 2nd Ser., 1877-78. 
oo tion ae Saliva Pump. Rogers, Claude. 6. 
us 


Soc. Trans., XI, 2nd Ser., 1878-79. 


Odontolog. 
McCleod, 47. 


A New Mouthpiece for a Saliva-Ejector. 


Odon Sec. T XVI, 2nd Ser., 1883-84. 
Misadventure With the e Rubber Dam. Weiss, Henri. 


Ohio State Jnl. Den. Sci., I, 1881. 
now? Spunk Prepared for ‘Dental Purposes? 57-58. 


III, 1883. 
(Dr. Barnum and the 
561-563. Corres. 


Ohio State Jnl. Den. Sei., 
a Next? “Yea. Verily.” 
Rubber Dam.) Mills, G. A. 


Record (Dental), I 
The Remora. 


A New Saliva, Ejector. 227. 


D21b CONTROL OF FLOW .OF SALIVA 


For index and key to classification numbers, see pink sheets. 


Record (Dental), 
New Adaptation of totter Da Dam. Biggs. 89-90. 


Record (Dental), III, 1 
Frame Arrangement for Keeping Down the Rubber 
Dam. Turner, J. 8S. 


(Dental), IV. 
Ring, @ of fof Rubber Dam a. Detached. Weiss, 


Dr. Stokes’ Tae 521. 


Record (Dental), V 
Combination of the Na — and the Rubber Dam. 
Wilkeson, B. M. -143. Abstract. 


pe (Dental), XXX, 1876. 
A Good Name (For Rubber Dam.) ms, 
a New Saliva Extractor. 456. 1 illu Ed. 
Operative ees eae Dam.) * Thompson, H. 
C. 473-484. Selected 


Register (Dental), XXXIII, 1879. 
A New Clamp. 269. kd. 


Register (Dental), XXXIV, 
Belladonna Given to pveceat ‘saliva From Flowing. 
Brackett, C. A. 398- 


Register (Dental), XXXV, 1881. 
Universal Rubber Dam Screw- Clamp. 525. 3 illus. 


Rubber Dam Holder. 526. Ed. 


Register (Dental), XX XVII, a 
A New Rubber Clamp by Dr. J. 
Milwaukee. Ed. 
Absorbent Cotton. 408. Ed. 
Danger—Carelessness. (Sterilization of Instruments.) 
459-460. Ed. 


Register (Benes). a 1884. 
A noe Se by Dr. . Carmichael of Milwaukee. 
madd. . 


. Carmichael, of 


St. Louis Dental Quarterly, I, 1877-78. 
Spunk for Drying Cavities. July. 20. 


Southern Dental Jnl., 
Dr. S. C. Barnum and the Rubber D Dam. Mills, G. A. 
481-482. Corres. 


Southern Dental Jnl., III, 1884-85. 
Thick Rubber Dam. 165. Selected. 


Southern Dental Jnl., IV, 
Combination of the Napkin = the Rubber Dam. 
344. Selected. 
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D22 Filling Teeth. Filling Materials. Filing. Separation. Contacts 





See D22a, Cavity Preparation; D22b, Matrices; D22c, Combination Fillings; D221, Gold Fillings ; 


D222, 


Advertiser (Dental), IX, 1878. 7 
Some Observations and Experiments Connected bast 

ee Chase, Henry S. 33-56. 

lecte 


Amalgam ; 


Advertiser (Dental), XI, 1880 
No Battery in a Tooth. May r, Chas. 
lected. 


103-107. Se- 


Advertiser (Dental), XII 


The Chemical and Physical iottects of Fillings Upon 


Teeth. Fletcher, Thomas. 120-122. Selected. 
Advertiser (Dental), XV, 1884. 

Bucerpte. (oases Materials.) Cunningham. 29- 
» Selected 

Cop ver Wedge and Matrix. Hofe, N. S. 51. Se- 
ected. 

Building Up a Fractured Tooth. Blount, A. A. 91- 
92. Selected. 

dvertiser (Dental), XVI, 1885. 

child Work in Dentistry (Fillings. ) Allen, C. A. 1-3. 

A Novel Filling. Tester, A. H. 26. Selected. 

The Facilitation of Contour Work. Bogue, E. A. 33- 
36. 6 illus. Selected. 

Filling Materials. Fletcher, Thomas. 46-47. Corres. 


Selected. 
Some Methods of Separating Teeth With Wedges. 
Clapp, Dwight M. 114-116. Selected. 


Alabama State Den. Assen. Trans., 188: 
Report of Committee on Operative Deutietry. 
ing Teeth; Treatment of Abscess.) Locke. 


(Fill- 
30-34. 


merican Dental Assen. Trans. 

Ww hat ‘Constitutes 4 Good Filling? F - ~ George 
Volunteer Paper on Grarative Dentistry. (Restora- 
tion of Teeth by Filling.) Smith, D. D. 213-218. 


» 1876. 
6 illus. 
K. B 


American Jnl. Den. Sci., a oe Ser 
Filling Teeth. Perine. Geo. 515-520. 
Gold Screws for Retaining vilings. 
D48- 552. 


Davis, 


American dnl. Den. Sci., X 3rd Ser., 1876-77. 
Chemical and Galvanic Action Upon Teeth and the 
Materials Used in Filling. Cutler, 8. P. 1-6. 
The Teeth and Their Preservation. (Separation, 

Filling With Gold.) Webb, Marshall H. 49-62. 
Artificial Separation of the Teeth as a Means of 
psevention of Decay. Thomas, G. R. 67-74. Se- 
ected. 
Discussion on Methods of, and Materials for, Filling 
Teeth. 216-225. Selected. 
Prevention and Treatment of Approximate Decay. 
(Separating, Filling.) weress. A. 257-283. 
Finishing Fillings. Judd, H. 360-366. Selected. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Disintegration. Arrestation and Prevention of a Re- 

eurrence of Caries Upon the Proximal Surfaces 
Webb, Marshall H. 107-114. Se- 


(Galvanic Action of 


of the Teeth. 
lected. 
Dr. Chase and His Theories. 
Filling Materials.) Campbell. 157-163. Selected. 
The Filling of Teeth. Palmer. C. 245-246. 
A Few Thoughts Concerning the Treatment of Low- 
ad Bpecese Teeth. Harlan, A. W. 354-359. Se- 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 

Some Observations and Experiments Connected With 
te Electricity. Chase, Henry 8. 8-23. Se- 
or 

Deo Decay and Filling Materials Considered in 
an heir Electrical Relations. Palmer, 8. B. 105- 

ected 

New Method of Pingging. 189. Selected. 

Filling Proximal Cavities in Bicuspids and Molars. 
Davis, J. A. W. 413-418. Selected. 


+“ 


D223, Cements; D224, Gutta-percha; D225, Tin; D23, Inlays. 


Sci., XIII, 3rd Ser. 1879-80. 


American Jnl. Den. 
Parramore. T. 


A Few Thoughts on Filling Teeth. 
H. 274-278. 


American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 


Proper Management of Proximate. Cuttin and 
Grinding Surfaces of the Teeth. McDonald, 
Geo. B. 63-6/. Selected. 91 


Is Expansion a Cause of Leakage in Fillings? 
92. Ed. 

Operative Dentistry. Bleaching ; 
Filling.) Wetherbee, -131. Se- 
lected. 

The Electro—Chemical Theory. 
171. Selected. 

Some Points in the Natural History of Caries of 

the Teeth, and the Value of Fillings for Its Ar- 

rest. Black. G. V. 289-308. 3 tables. Selected. 

Filling Teeth—Some Special a to be Observed. 

‘oves, E. 337-348. Selecte 

Operative Dentistry. rillineey Noble, H. B. 438- 
439. Dise. 439-442. 

er for Filling Teeth. Clowes, J. Washington. 


(re Separating; 
Isaac J. 12 


Palmer, 8S. B. 166- 





American Jnl. Den. Sei., XV. 
Endorsements (re Fillings.) 139. 
The Stomatoscope. Robertson, S. G. 187 
Chemistry and Therapeutics (re Fillings.) 


923-231. 
The Chemical and Physical Effects of Fillings Upon 
Teeth. Fletcher. Thomas. 231-234 ’ wo 
Fillings. Hurtt, J. M. 481-488. Disc. 488-494 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Operative Dentistry (re Filling Teeth.) Miles, Geo. 
70-78. Selected. 


American Jnl. Den. Sci., 
The Teeth and Their Treatment. 
Elton, R. 145-164. Selected. 
Materials for Separating Teeth. Genese, D. 337-340. 


3rd Ser., 1881-82 
Ed. 


Ford, W. 


1884-85. 


XVIII, 3rd Ser., 
Smilie, 


(Filling.) 


A Novel Filling. Tester, A. H. 429-430. Selected. 
American Jnl. Den. Sci., XIX, 3rd Ser., 1885. 
Filling Materials. Fletcher. Thomas. 47-48. Corres. 
Theres. (Filling Teeth.) Dotterer, L. P. 

269-272. Selected. 
What Fillings Should We Use? Bonwill, W. G. A. 
272-274. Selected. 


Some 


4 
Methods of Separating Teeth With Wedges. 
Clapp, Dwight M. d. 


274-278. Selecte 


Archives of Dentistry, I, 1884. 
Materials and Manipulation. Park. Edgar. 1-6. 
Discussion on What Progress Has Been Made in Ar- 
resting and Preventing Decay of the Teeth in 
the Last Five Years? In What Respect. if any, 
are Decayed Teeth Better Filled Now Than Ten 
Years Ago? 151-160. 


Method of Repairing a Tooth. Blount, A. A. 283- 
284. lected. 
Engine Brush. Harper. 378. 
Archives of Dentistry, II, 1885. 
Filling Proximal Surfaces. Werner, G. W. 45. 


Experiments. (Fillings.) Kidder, J. ii. 56- 

Thoughts Relating to Cperations on the Teeth. (Fill- 
ing Teeth.) Ross. A. M. 201-203. 

A New Form < Rubber for Separating Teeth for 
Filling. 229-230. Selected. 

Some Methods of Separating Teeth With Wedges. 
Clapp. Dwight M. 384-388. Disc. 416-418. 

Painless Operations. Robinson, J. A. 440. Abstract. 

Perry's Separators arby. E. T. 442. 

Causes of the Failure of Fillings Cushing, Geo. H. 


457-459. Dise. 4f 

Some Methods af Practice (Filling Materials.) Max- 
field, Geo. A -41. Dise. Vol. IIT, 37. 
Brief (Dental), I, 1881-82. 

Resharpening Files. Werdermrun. April. 22. Se- 


ected. 
British Dental Assn. Jni.. I, 


Dr. Robinson on Various Filing Materials, 218. 
No Battery in a Tooth. Mayr, Charles. 535-537. 


*#, see pink sheets. 





For index and key to el 




















D22 FILLING TEETH 


ritish Dental Assn. Jnl., III, 1882. 

On tne Filling and Treatment of the Permanent 
Molar Teeth, Between the Ages of Six and Four- 
teen Years. Palmer, Gascoigne. 393-397. 

On Filling Materials and Their Uses. Fernald, H. 

P. 494-497. 


itish Dental Assn. Jnl., TV, 1883. 
Pain. "tre Filling ‘Teeth.) Underwood, A. 8. 
478. Dise. 478-479. Vol. V, 12-19. 


British Dental Assn. Jnl., 
Resistance to the Action of cide “Afrorded by Vari- 
ous Filling Materials. 123. Abstract. 
Filling Materials. 753-755. Corres. Criticism, Vol. 
60-62. Reply, 125-126. 


Eritish Dental Assn. Jnl., VI, 1885. 

Treatment of Fractured Second Molar. 
Spence. 412 

Artificial Separation of the Teeth. Matheson, Leon- 
ard. 452-461. Dise. 273-274. 

System of Separators. Bogue. 641. Clinic. 


British Jnl. Dental Science, XIX, 1876. 
Mercury—Its Use and Abuse (re Filling Materials.) 
Fletcher, Thomas. 430-433. Selected. 


477- 


Bate, C. 


British Jnl. Dental Esteem, XX, 1877. 

Filling Teeth. 17-18. Dise. 

ag oo the Various Pillings. ” Harding, G. H. 
180- 

Preserving Decayed Teeth by Filling. 724-728. Se- 
lected. 


British Jnl. Dental Science, XXI, 1878. 

Theories and Practice Concerning the Preservation 
of amatuse Permanent Teeth. Truman, James. 
1- 


26. 


New Metallic Steppes. ae. a 
549-550. Selected. 


The Treatment of Stumps. 
Practical Dentistry (re Fillings.) 


British Jnl. Dental Science, XXII, 1879. 
A Method of Testing Amalgam and Other Rigs te | by 
Atmospheric Pressure. Brownlie, J. R 


illus. 

Management of Proximate Surfaces of Pe ny and 
ee. Perry, Safford G. 313-324, 

Separating Teeth. Kyan, J. H. 789-790. 
British Jnl. Dental Science, XXIII, 1880. 

a one on Filling. EB U. 

nter. 342-34 

A Method of Filling Single-Root Teeth in Cases of 
Threatened Periostitis, Beavis, George. 969. 

Some Points in the Natural History of Caries of the 
Teeth, =“ the Value of Fillings for Its Arrest. 
Black, V. 981-988, 1037-1044. Selected. 


A. Car- 


British Jnl. Dental Science, XXIV, 188 

Treatment of Approximal Surfaces. 5. ren H. 
C. 315-318. Selected. 

New sateen of rk Single-Root Teeth. Jempton, 
Willia D. 448-449. Selected. 

The Chemical and Physical iepects of Fill-ngs Upon 


Teeth. Mayr, Charles. 451-460. Selected. Com- 

ment, 505-507. 519-520, Ed. 605- Corres. 
Fillings. Redman. 802. Clinic. Correction, 855. 
Fillings. Parson. 802. Clinic. 


Materials Recommended for Filling Teeth. 866-869, 
981-983, 1037-1039, 1000-1091. 1113-1114, Corres. 


British Jnl. Dental Science, XXV. 


S:mple Operations (re Filling Teeth.) , - H. C. 
420-427. ise. 427-437. 

New Plug Trimmers. 443-444. 9 ill 

Wedging. Lord, Benj. 495-496. Dise. 496-497. Se- 
ected. 

Stopping Gag. Thompson, Finley. 560. 

Plug Trimmer. 645. 

Plug Forceps for Dividing Teeth. Collings. 736-737. 


Filling and Treatment of the Permanent Molar 
Teeth Between the Ages of Six and Fourteen 
years. Palmer, Gascoigne. 786-791. 

Discussion on Filling Teeth. 819-821. 


British Jnl. Deut} Science, XXVI, 1883. 
Approximal Files 
To Repair Slip 
The = 


Disks. 615. Selecte 
age. Weeciaw, we “C. 767-770, 
lected 


aot ose oP ah 


For index and key to cl 
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On Pain. (Filling Teeth.) Underwood, Arthur. 919. 
Abstract. Dise. ¥ 
Codman and Shureliffe's Dividing File and Polisher 


Holder. 1077 t 


ritish Jnl. Dental Gutenee, XXVIII, 1884, 

Teeth. Fillings. Weber, Z 33. Selected. 

Broken Files Made Use of. Bo 

A Few Things to Bear in Mind When Filling a Tooth. 
Stockwe Cc. T. 172-173. lect 

Thoroughness in Dental Operations. (Fillings.) EI- 
liot, W. 174. Selected. 

The a P| ~ Bicuspids and Molars. 
Gates, W. H. ‘ se cr 

A Novel Filling. Tester A. 919. 

—< Stopping in General Hospitals, 

1123-1124. Corres. 


Hume, Alex. 


British Jnl. ntal Science, XXVIII, 1885. 
Shospenes Dull Miles 77. Selected. 
ea 5, eens at General Hospitals. 95-96. 193- 

orres. 
Siow "' Have Healthy Teeth, and How to Treat 

hem if Decayed. hase, Henry S. 138-140. 
Note ee an Instrument for Separating the Teeth. 


Bogue, E. 
Polishing “and Drilling Machines. Westphal, Otto. 


223-225. Selected. 
Bad Articulation oth Filled Tooth. 317. Selected. 
Marshall, C. 


Filling Permanent Teeth of Children. 


M. 376, 399-404. 
Practical Methods in Practice. (Filling Teeth.) 
Thompson, Alton Howard. 782-788. Abstract. 
Concerning Separators. Perry, Safford G. 832-836. 


Seleeted. 

Palladium as a Filling. 901. Ed. 

Improved Method of Filling. Mosely, H. B. 923. 
Corres. 

Some Methods of Separating Teeth With Wedges. 
Clapp, Dwight M. 957-959. Selected. 

Covering Fillings. Dunn, . 996-997. 

What a Should We Use? Bonwill, 
1056-1057. Selected. 

Split Teeth. (Filling.) 
lected. 


W. G. A. 


Harper, John G. 1136. Se- 


California 8S. Dental Assn. Trans., 1882-83-84-85. 


The Ideal Filling. 151-157. 


California 8. Odontolog. Soc. Trans., 1884-85. 
Methods. (Filling Teeth to Arrest Caries.) Chance, 
Geo. H. 90-96. Disc. 96-98. 
The ae the Future. Beers, W. Geo. 99-102. 
Wallace, W. G. 179-184. 


Contour vs. Separation, 


Dise. 184-1 


IV, 1877-78-79. 
1-5. 


Canada Jnl. Dental Science, 
Preserving Decayed Teeth by Filling. 


Caulk’s Dental Annual, 1884. 
A Few Things to Bear in Mind When Filling a Tooth. 
Stockwell, C. T. Jan By 
Filling Materials. Stockto e 
aay she Natural Teeth. "Biling. Mu 
pril. 


. 33-34. Corres. 
“Disney, L. E. 


Connecticut Valley Den . Tran 
Prevention of Cruelty” . Redect (re ‘Fuling Teeth.) 
Adams, J. F. 100-11 


Cosmos (Dental), XVIII, 1876. 
Operative Dentistry. Webb, Marshall H. 79-90. 
Corrective Treatment of Carious Teeth Preparatory 

so, Serenasens Filling. Williams, Jacob L. 179- 
Remarks on Operative Dentistry. Chupein, Theo- 

dore EB. 238-243. 

A Reply to Dr. Chupein’s Remarks on Operative Den- 
tistry. Webb, Marshall H. ; 
What Shall We Fill Teeth With? 


Practical Ideas on Operative Dentistry. Hopps, D. 


Methods and Materials for Filing ‘oa 432-435. 

Sana in Dentistry. Magill -E. 542-544. 
Dis 544-548. Correction, 662. 

Materials for Filling. 558-54. 

Dr. Compee'e Answer to Dr. Webb. Chupein, Theo- 


d 
Centennial Review of Operative Dentistry, Report of 
Commmesttes. Filling Materials. Harlan, A. W. 


« 


“Chase, Henry 8. 


oo h 


#, see pink sheets. 
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Cosmos (Dental), XIX, 1877. 
Rapid Operations. Dwinelle, W. H. 
20. 


12-15. Disc. 
15- 

Dental Chemistry, Report of Copaittes. mx iling 
Materials, Electricity, etc.) Palmer, 
Dise. 75-77. 

Restoration of Contour vs. Permanent Separation.— 
Reply to Dr. Chupein. Webb, Marshall H. 63- 


Case of Two Fractured Incisors, Treated and Built 
Up With Gold. Dwinelle, H. 83-84. 


Separation of the Teeth. 144-145. 
Permanent Separeses of — Fillings. Wood- 


ward, J. A. 189-190. illus 
Dental), XX, 1878. 
The Use > of dod vs. Plastic Materials. Webb, Mar- 
shall H. 23-28. 


Hots on Operative Dentistry. Elliott, W. St. George. 


05-119. 6 illus. 
Separating Teeth, Chupein, Theodore F. 422-425. 
Fail? W. H. 487-438. 


wh pn 7 

Twent 7 Years of Retr t. Davis, C. G. 441-442. 

wag, gue FF Fail? Othe Old Theory vs. the New. 
ruem 


Combination and , 3 Action of Some Fill- 
ing Materials. Smith. D. D. 521-525. 
Operative Dentistry. Webb, M. H. 674. 


emoe (Dental), XXI, 1879. 
Filled Teeth as Galvanic Batteries. Chase, Henry S. 


1 
Science of Hwy? Teeth. Palmer, 8. B. 131-138. 
Bolt Through plit Tooth and a Filling. 175. 
Management of Proximate Surfaces of Bicuspids and 
olars. perer. Safford G. 242-254. 
Methods of Practice, by an Eye Witness. Davis, C. 


Bonwill, W. 
Guil- 


Trueman, 


417-423. 
Anticipation | ¢. Ne by Separation. 
5. 8 illus. Dise. 445- 
a Fillines or Flush, Which and When? 
ford, 8S. H. 449-454. Disc. 
Separation as a Preventive of Decay. Arthur, Robert. 
473-489. 6 illus. Dise. 513-516. 
Operative Dentistry. Webb, =Marshall H. 489-500. 1 
illus. 545-549. 5099-606. 5 illus. 667-672. 6 illus. 
7 nee ement of Proximate § Surfaces of Teeth. 


1 
Pro 
Deas ~ S 
eserguve Dental Operations. 


Present Satse of 
Robinson, W. H. 


Cosmos (Dental), XXII, 1880. 
Broken Central Incisors. Treatment. 
Fillings and Materials Used. 314-315. 
Materials for Fillings, and Methods. 


315. 

Oral Electricity and the New Departure. Patrick, J. 
J. R. 343-6. Dise. 546-547. 
Cosmos (Dental), XXIII, 1881. 

‘Feeqquens of Approximal Surfaces. 


Filling Teeth. Lord, Benjamin. 70-71. Dise. 71. 
Is it Correct Practice to Anticipate Caries of the 
Teeth by Operations for Permanent Separation? 


299-303. 
Curtis, I. C. 


Longnecker, H. 


The Chemical versus the Electrical Theory of Caries. 


iller, W. D. 91-98. 1 illus. 
Cases * Dentistry. (Fillings in Teeth in Old Skulls.) 
Plastics. “a Plastic Fillings.—Review Ay the Work 
f J. Foster Flagg. Truman, Jam 189-200. 
The ‘One Thing Needful for the Durability of Fillings. 
Brackett. C. A. 235-240. 
Capillary Attraction in Its Relation to Contour Fill- 
i 1. 289-293. ; 


ng. Shoemaker, 3 illus. 
The Esthetic In Operative Dentistry. Truman, James. 
337-3 Dise. 375-377. 


363-371, 422- 


Coptiery Attraction and Contour Filling.—The Other 
Side. Chupein, Theodore F. 415-417. 3 illus. 
Leaving Some Decay Under Fillings. Dwinelle, W. 
H. 422-428. Dise. 428-429. 
Dental Surgery—Not Dental Mechanics. 


Leaving Some Decay Under Fillings. 


(Filling.) 


Shumway. T. D. 449-455. Diasec. . 
What is the Matter? (Diagnosis. Filling Materi- 
als.) Newkirk, Garrett. 464A, 667-668. 


Filling Materials. 475- . 

Credit to Whom Credit 
Under a Filling.) Flagg. J. Foster. ! 

Restoration of Contour. and Prevention of Extention 
of ay. Webb. Marshall H. 593-! 

on a Fractured Incisor. Pettit, Jos. 650. Disc. 


is Due. (re Leaving Decay 
527. 


“1 
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Cosmos (Dental), XXIV, 1882. 

Truth vs. Fiction. (Remarks re Article by Dr. J. Fos 
ter Flagg, on Leaving Decay Under Fillings.) 
Dwinelle, W. H. 85- 

Treatment = Filling of Gaguentnst Cavities. Tal- 
bot, E. 8. 3 illu 


116-119. 
Proximal Fillings. Lord, Benj. 193-194. Dise. 194. 
What I Know About Having Teeth Filled. (Contour 
Fillings.) Browne, a» a 4 
Thoroughness in Dental Operations. Brown, E. 


Parmly. 535-536. Disc. -537. 
Beoye cs Fillings Several Years Old. Chase, Henry 


mos (Dental), XXV, 1883. 
en in the Selection and Use of Filling 
Materials. Smith, D. D. 57-68. 3 illus. 
The goqee of and Reaction Upon Fillings. Register, 
H. 87-89. D 89. 


ise. 
Improved System of Retaining Large Contour Fill- 
ings in Incisors, and for Sustaining Amalgam and 
a Crowns in Bicuspids and Molars. Webb, 
164-165. 3 illus. 
The t" Form of Serew and Its Use in Petaling 
Fillings. Howe, J. Morgan. 248-252. Disc. 369- 


Oral Gardening. (Separation.) Clowes, J. W. 546- 
vi. 


Cosmos (Dental), XX VI, 1884. 

Prevention of Decay and of Irregularities. 35-47. 

Case of a Badly Decayed Molar Banded and Filled 
With Gutta Percha and Gold, Which had Lasted 
25 Years. Brackett, C. A. 102-103. 

A New Method of Finishing Fillings. North, Gus- 
tavus. 128. 

Macmeey of puinctetes gad Practice. Palmer, 8S. B. 


Operative Dentistry: General Principles and Special 
Points. Bennett, A. G. 589-593. 

Good Results in Practice. 639. 

Discussion of Various Points Connected With the 
Practice of Dentistry. Robinson, J. A. 675-677. 


Cosmos (Dental), XX VII, 1885. 
Separators. Perry, . 7-10. Dise. 10. 
The Inexpediency "Oe Filing Teeth, and the perentens e 


of Restorations of Contour. Bogue, E. 
152. 6 illus. 

The Depressed 1 (Also Filling.) Jack, Louis. 
193-206. 10 illu 


Pieces of Broken Teeth Repiaced by Cement. Perry, 
S. G. 388-339. 


Treatment of Case of Fractured Lateral and Central. 
Dixon, 372. Dise. 372-373. 
Sepaceties of Teeth. Clowes, J. W. 401-403. Disc. 
Conseruaes Separators. Perry, Safford G. 449-459. 
us 
Coosteans Separators. Bogue, E. A. 595-596. Cor- 


Separaters and Matrices. Darby. E. T. 603. 
G. 679-682. Cor- 


Concerning Separators. Perry, 8S. 
res. 


tal Eclectic, I, 
On Pillieg Teeth. Webp M. A. Sept. 12-13. 


I Office & Lab., I, 2nd Ser., 
Retaining Points. Guilford, Simeon - “Jan. 


Dental Office Lab., Ill, 2nd Ser., 1 
Contour Fillings, A Flush—Which and When? Guil- 
-3. 


ford, 8. H. July. 1-2. Dise. 


Denta 
1-2. 


& Lab 2nd Ser., 1881-82. 

Compatibility, Successes and Fail- 
ures. (Fillings.) Bonwill, W. 8. A. Jan. 2-4 
7 illus. Vol. VI, April. 1-4. Nu 

Dental Surgery Not Dental Mechanics" ‘(re Filling.) 
Shumway, T. D. July -2. 

Discussion on Adaptability vs. Compatibility. (Fill- 
ings.) Oct. 1. 


Dental Office 
Adaptability vs. 


Dental Office & Lab., VIII. 2nd Ser., 1884-85. 
Separation of the Teeth. Chupein, Theodore F. 
ril. 1-3. 12 illus. Dise. 3. 


A 
The Relation of the Temporary to the Permanent 


Teeth. (Separation.) Jefferis, C. R. July. 1-2. 
Dise. 2. 
Dental Office & Lab., IX, 2nd Ser., 
8 * See on the Preservation of the ‘Teeth. Oct. 
Uniform Principles in Dental Practice (re Fillin 
Winter. Oct. 5-6. Trans., Selected. ~ 





For index and key to el 


#, see pink sheets. 
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Dental & Oral Sci ne, I, 1878. 
Some Experiments With iti Pilfing Materials. Chase, 
Henry S. _— Dise. 


Perry, 8. G. 
ay 


110. 

Materials Constggeet, Bs 

Their Electrical Relations. Palmer, S. B. 

A Butler. Hodson J. F. P._ 134. 
uffer. odson 

Temporary Dressings or Trial Stoppings in Ab- 
scessed Teeth. Hodson, J. F. P. 

ee of a Split Tooth. Northrop, A. L. 216- 
1 


Systemic Electricity. Dexter, James F. 218-229. 3 
illus. Disc. -231. 
Actise, of Metals on the Teeth. Allan, George. 284- 


Headlight (Dental), III, 
Compeesepee of the Teeth. Gerhart, H. 50-53. Se- 
ecte 


Headlight (Dental), 
Some Points About Piling. ipeeth. Noel, L. G. 14-16. 
Some Points for the Dental soperator. (eaiags) 
Noel, G. 44-4 Dise bst met 
Some F Points About Filiog. Teeth. Noel, . G. 123- 


Headlight (Dental), 
Conservative Method ty Filliny 
terior Cavities in eu 

liams, M. W. 100-101 


Headlight (Dental), VI, 1885. 
Sand-Paper Disks. 107-108. 


Herald of Dentistry, ITI, 1883-84. 
Palm for Separating Teeth. Oct. 16. 


Illinois State Dental Soc. Trans. 

The Duty of Practitioner to Patient in Pilling Teeth. 
Miles, G. 8. 51-57. Dise. 68-71. 

Discussion on Oral Electricity. 72-74. 
Illinois State Dental Soc. Trans., 

Relative Merits of Certain Materials — Tinting Teeth. 
Marriner, J. F. 44-49. Dise. 49-55. 


Illinois State Dental Soc. Trans., 1 
Why Do cm Fail? Noyes, Edmund. 49-55. 


ise 5-62. 
Filling "Proximal Cavities in phenspiée and Molars. 
Davis, J. A. W. 62-66. Dis a: 


Deep Seated Pos- 
ower Molars. Wil- 


Illinois State Dental Soc. Tran 
Filling Teeth—Some Special Points ag 7j Observed. 
Noyes, E. 64-73. ise. 74-76. 
Conservation of the Teeth. Eames, W. H. 93-100. 
Dise. 100-104. 


Illinois State Dental Soc. Trans., 1881. 
Opecative Dentintey. (Filling Teeth.) Miles, Geo. 8. 
Fillings. Hurtt, J. M. 144-149. Dise. 150-155. 


Illinois State Dental Soc. Trans., 1882. 
Methods and Materials for Saving Teeth. Crouse, J. 
N. 72-79. Dise. 79-85 


Independent Practitioner 
Dental Therapeusis. ey Materials.) Garret- 
son, James E. 550-553. tater 


ndependent Practitioner (Dental), 


Dental), Ii, 1881. 


Metallic > amd Filling. Spence, Stewart J. 7130. Se- 
Independent Practitioner (Dental), 
Electrical Phenomena in the Mouth. my Yoorh Fill- 


ings.) Miller, Willoughby D. -90. 1 illus. 
Pa Hints for —, (re Fillings and Plates.) 


Robinson, J. A. 139-14 
To fosas Practitioners. (re Filling Teeth.) 277-282. 
vues Teeth and the Fw hy Thereof. Hayhurst. 
. 465-468. Disc. rie 


Se = a he (Dental), VI, 1885. 
bie * we x of Contour Work. Bogue, BE. A. 


illus 

Testing Fillings. Wingate, John D. 306. 

Separations. Clowes, J. W. 331. 

Anticipating Caries. Francis, C. EB. 574-577. 
Dodge, J. Smit 


The Cervical Edge. 


128- 


h. 584-585. 
The * Detorminatton of Materials ig Filling Teeth. 
Sach 602-604. Abstract. 604 - 605. 
Materials. for oe nee Polishing Fillings. Bo- 
decker, C. F. 


For index and key to classification numbers, see pink sheets. 
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Indiana State Dental Ass 
Best Means < ie: x on the Teeth. tilling.) Chap- 


pell, M. 


wa State Den. Soc. Trans., 1878. 
where is is the Fault? (Fillings.) Cochran, R. L. 20- 


Ey for Filling Teeth. Wilson, I. P. 27-31. 
Do Our Fillings Fail? Pearce, I. D. 32-40. 
Milinge. Hardman. 40-41. 

Fillings. Chase. 41-42. Dise. 42-45. 


Items of Interest (Dental), I, 1879. 
For reer 3 Stoppings. 3. 
Before 3. 


Items of Interest (Dental), II, 1880. 
What Are Successful Fillings? 
Dr. —a= Two and Three Cornered Steel Ream- 


6. 
The v “Shaped Reamer. 9. 
Dental Operation Upon a Horse. McGraw, D. F. 10. 


Corres. 
Items of Interest (Dental), III, 1881. 
Rapid Filling. 4. 
Filling Teet 12. 
oe in the Hiands of Dentists. Clowes, J. W. 


No Egyptian Plugs. 35. Selected. 
Creosote in Cavities of Teeth Before Filling. 36. Se- 


lected. 
Adaptability vs. Compatability. Bonwill and Neal, D 
67. 


Items of —e at (Dental), IV, 1882. 

Fillings. Chase, H. 8. 1. 

Be Conservative and Be Prepared for Exigencies. 
Fillings.) Clowes, J. W. 25. 

Case of Successful Filling Over an Exposed Nerve. 
Brockway, A. H. 34. 

Save the Natural Teeth. Stockton, C. 8 

Files Proximal Surfaces of Teeth. bon CA 


Derabétity of Tooth- nana. Rich, Benj. 100. 
Galvanic Action. Dibble, 117. 


(re 


Items of Interest (Dental), V. t. 1883. 
Separating the Teeth. Shepard, L. D. 115-116. 
Discrimination in the Choice ‘of. Filling Materials 
197-200. Ed. 


Separating Teeth. Harper. J. G. 226. 

Sand-Paper Disks. Driscoll, W. E. 261-262. 

Separating Teeth—A Good Sand Paper Carrier. 
Dunn, H. E. 265. 

The Preservation of the Teeth by Filling. 421. 


The ene Cure. Requa, Jos. 464-466. Select- 
Items of Interest (Dental), VI, 

Thosoupnnese in sa aR, 8% rilling.) El- 

Contour. Webb, M. H. 82-83. 

The rk a the Whole Truth, and Nothing But the 
Truth, So Far as in Me Lies. (Fillings.) Hanks, 


E. r. ” 323-325. 
A Methes to Mothers. (Filling the Baby’s Teeth.) 
Select ‘ 
Fillings, Robinson. 487. 
a ae * = * (Fillings.) Dunlap, W. D. 544- 


How to Have Healthy Teeth, ang How to Treat Them 
if Decayed. Chase, Henry S . 879-582. Abstract. 
Sharpening. Dull Files. 624. 


Items of Interest (Dental), VII, 1885. 
Soft ard Roughened Enamel. 87. 

Causes of Fai are in Dental Operations. 
McIntosh, F. 245-246. Selected. 
Filing Teeth. 36h 365. Ed. 
Sepasation of Teeth. Clowes, J. W. 388, 392-393. 


Wet an Should We Use? Bonwill, W. G. A. 


Selected 
Sand Paper Disks. Freeman, D. B. 
Cocaine in Filling Teeth. 577. Selecte< 


Tee Gow of Having Teeth Filled. 


(Fillings.) 


S92. 593. Select- 


rus (Dental). 
Tee, ‘Pacific Creed. ae ‘Fillings. ) 


ected. 
Teeth Filled. 42. 1 table 
How Far is a Dentist Responsibie for His Fillings? 
Brewster, E. 97-99. 


20-31. 1 table. Se- 
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Jairus, (Dental), I, 1880.—Continued. 
Best Methods and Materials for eS apne | and Filling 
al s Teeth. Lane, C. 180. Disc. 


Common Sense Poateetrs. (re Fillings.) Hender- 


R. W. 
Oral ‘Electricity. Patrick, John J. R. 404-405. Ab- 
stract. 
Operative Dentistry. (Filling Teeth.) Henderson, 


R. . 489-4 
Finishing Fillings. 510. Selected. 
Jairus (Dental), I, 
The Preservation of All ae Natural Teeth. Codman, 
John T. 38-41. lected. 
Theesy ane Facts. (Filling Teeth.) Robinson, W. 


Some Special Points to be Observed. 


Filling Teeth. 
228-236. Dise. 236-239. Select- 


Noyes, Edmund. 
ed. 


Jairus (Dental), Ph 1882. 
Proximal Fillings. 


Fillings. Hurtt, J. M. 83-90. Dise. 90-96. 

F: — as Teeth. Kempton, Wm. D. 156- 
ry) ran 

Operstive Dentistry. (Fillings.) Morton, H. R. 173- 
St 

Sand Paper Discs. 265-266. Ed. 


Johnstons’ Dental Miscellany, Lil, 1876. 

Separating Teeth. Taylor, L. C. 60- 63. 

Approximal Fillings. Howard, F. E. 107-112. 

Under Which King, Bezonian ? te Materials.) 
Chandler, Thomas H. 126-1: 

Discussion on Filling Teeth. 377- 379. 

Treatment of Proximate Surfaces. Jarvis. 
Dise. 386. 


379-381. 


Johnstons’ Dental Miscellany, IV, 1877. 
The Y ae Arch. Clowes, J. Washington. 85- 


Johnstons’ Dental Miscellany, V, 1878 
Dise xy on Thoroughness in Dental “Operations. 
33-32 
An ry for the Prevention Md Cruelty 2 Patients. 
e Filling Teeth.) Adam 
Galvanic Action Within the Mouth—Its_ Htelation to 
Dental Surgery. Watt, George. 430-438. 


Johnstons’ Dental Miscellany, VI, 1879. 
The Pou” 5 ”y K os and Eye Witness. Robinson, 


Johnstons’ Dental Miscellany, VII, 1880. 


Dental saetee gee Some Modes of Treatment. Ross, 
» a -14 
Discussion on Dental Fiber. 59-00. 
Wright, C. 


Thorough and Comfortable Dentistry. 
89-91. 


r Management of Proximate Surfaces of the 

eeth. McDonald, George B. 178-181. 

No Battery in a Tooth. Mayr, Charles. 313-318. 

The Giving of Testimonials. (re Filling Materials.) 
Shepard, L. N. 388-389. 

Density of the Structure of the Teeth on the Re- 
spective Sides of the Mouth. Jarvis. 465-466. 

a on Is It Correct Practice to ‘antirlonts 
Caries of the Teeth by Operations for Perman- 
ent Separation? 472-473. 

The Best Way to Make the Best Filling in the Short- 

est Time. Elliott. 476. 


Johnstons’ Dental Miscellany, VIII, 1881. 
Dental Art. Flagg. E. M. %-52. 
cag Sorte, VanDenburgh. D. 111-112. Abstract. 

emical and Physical Effects of Fillings Upo 

Teeth. Mayr, Charles. 121-130. Criticism, - 

240. Reply. 273-275, 319-320. 364-369, 449-450 
Cases in Practice. (Sensitive Cavities.) 260. 
Aesthetic Dentistry. 312-313. Ed. 

Restoration “s Contour the Only Way to Keep Per- 
manently Separate the Margins of Enamel of the 

Proximate Surfaces of the Teeth and Prevent 


Pro 


Recurrence of Decay. Webb. Marshall H. 321- 
328. Criticism, 436. Reply, 450-451. 
Kentucky State Dental Asen. Trans., 1878. 
Chemistry Of Filling Materials. Cassidy. 25-31. 
Dise. 31-33. 
Luminary (Dental). I, 1879-80. 
Contour vs. Wedge Fillings. Allen, T. M. 17. 
Galvanism. 19. Ed. 
The > eemened Teeth. (Conservation.) Allen, T. M. 


Luminary (Dental), II, 1880-81. 
The Future Filling—Traveling Frauds. 3, 
Stomatoscope. (in os and Filling. Teeth.) 


Robertson, 8. G. 
Luminary (Dental), III, 1881-82 
Opens —_ = (Separations—Filling.) Hopps, 


Luminary (Dental), IV, 
Operative Dentistry. Upilitage) 


Conservatism in Dental Practice. 


, wy G. Ww. 1- 
(Filling Teeth.) 


Post, Duff. 8. Correction, 32. 
Some of the Causes Why Fillings Fail. Hunt. 37. 
a 1 in Dental Operations. (re Filling 
Teeth.) Brown, E. Parmly. . 
nary (Dental), V, 1 
Wardlaw, W. C. 31-32. 


The — of Fillings. 

Fail eran Regist 

‘ailure of Fillings. egiste 

Some Points About Filling Teeth. Chappell, M. H. 
W383. Selected. 


Luminary (Dental), VI, 1884-85. 
Approximal Surfaces of Bicuspids and Molars. 
nett, A. G. 88. Selected. 


Ben- 


Maryland State Den. Assn. Trans., 1876. 

Report of Committee on Operative Dentistry. (re 
Fillings; Pulp Treatment.) Donaldson. 9-18. 
Dise. 39-40. 

Michigan State Den. Assn. Trans., 1878. 

Filling. and Some of the Objections or ‘Obstacles. 

Moore, E. C. 51-59. 


Michigan State Den. Assn. Trans., 1880. 


Surgery. (Filling Teeth.) Douglas, Isaac. 58-65. 
Michigan State Den. Assn. Trans., 

Discussion on Filling — Materials. * Methods, 
Instruments, Ete. 130-164 
Missouri Dental Jnl., VIII, 1876 

Operative Dentistry—Filling Teeth. ‘23- 25. Ed. Com- 


ment. 95-97. Corres. 
Lattess to a Young Dentist. 


174. 
Oral ‘Blect ricity. Chase, Henry S. 201-212: Correc- 


Harper, J. G. 


tion, 240. 
Finishing Stones for Fillings. 251. 
1 278-279. 2 illus. 


Cones é@—Angle Disk Carrier. 


Perspective, D yy Sueretiens. (Fillings.) Cravens, 

Discussion ~ Piiling Teeth. 350-361. 

Discussion on Methods of, and Materials for, 
ing Teeth. 387-304. 

Finishing Fillings. Judd, H. 414-418. 

Compound Proximal Fillings in Bicuspids and Mo- 
lars. Cravens, 7 om us 449-453. 4 illus. Cor- 


rection, Vol 
Te and the New. (Fillings.) Chase, Henry 8. 


(re Filling Materials.) 


Fill- 


ri Dental Jnl. IX, 
Choiee mot “Filling Materials. Pictcher, Thomas. 1-5. 
Filling Materials. 63-4. ected. 
Oral Blectricity. 137-146. 2 illus. Ed. 
Heretical Facts. (Filling Materials.) 221-224. Ed. 
Disintegration, Arrestation and Preventation of a 
Recurrence of Caries Upon the Proximal Sur- 
faces of the Teeth. Webb, Marshall H. 228-235. 
The Imperfect Operations of our Best Men. (re 
Saving Decayed Teeth.) 257-259. 
(Oral Electricity.) 


and His Theories. 
J. W. 270-271. 
Corres 
Demet Art. as Applied to Filling Teeth. 458-459. 
t 


ecte 
A Few Thoughts Concerning the Treatment of Lower 
Bicuspid Teeth. Harlan, A. W. 508-512. 


Dr. Chase 
Campbell, 


d. 
Special Geatour Fillings. Greene, 


ri Dental Jnl., X, 1878. 
Oral Hleetricity, Whipple, James W. 40-43. Dise. 


Operative Dentistry. (Filling Materials.) 
George H. 146-151. 

The Electro-Chemical Action of Metallic Substances 
Upon the Teeth. Bridgman, W. Kencely. 200- 


Cushing, 


Separating Disks. 


For index and key to classification numbers, see pink sheets. 




















Missouri Dental Jnl., X, 1878.—Continued. 
Galvanic Action Within the Mouth—lIts Relation to 
— 7 aggy 6 >. Watt, George. 328-336. Cor 

rection, 
Why Do Our Fillings Fail? Pearce, J. D. 491-503. 


Missouri Dental Jnl., -_ 1879. 
The Little Helper. Harpe J. 190. 
Operative pores lo Filling Teeth.) 

Marshall H. -329. Selected. 

The Accepted Creed. (Filling Materials.) 

Marshall H. 577-579. Dise. 579-587. 


Missouri Dental Jnl., XII, 

Separating Teeth. Kyan, J. H 000-41. Selected. 

The Treatment and Prevention of Dental Caries Dur- 
ing Childhood. uinby, Henry C. 107-113. Disc. 
113-123. Selected. 

Filling hes a Special Points to be Observed. 
Noyes, E. 370. Dise. 371-373. 

Some Points =: the Natural History of Caries of 
the Teeth, and ce * 5 acres for Its Ar- 
rest. Black, a 

Conservation of to Teeth. Eames, W. H. 406-413. 
Dise. 413-416 


Missouri Dental Jnl., XIII, 1881. 
How To Save the Teeth. Mathiason, C. 127-128. 
Dise - 


30. 
Secondar Decay About Fillings. Howard, F. B. 
137. Selected. 
Re- p<. Files. Werdermann, M. 330. Se- 
lected. 
The Chemical and Physical Effects of Fillings Upon 
Teeth. 373-374. Selected. 
Cases in rosettes. (Filling Teeth.) Keith, H. H. 
412-41 


The One Thing ar ay 4 for the _ Daageaey of Fill- 
ings. Brackett, C. 423-424 


Missouri Dental Jnl., 


Webb, 
Webb, 


XIV, 1 


Capillary Attraction and Bena Filling. 36-37. 
Abstract. 

The Esthetic in Operative Dentistry. Truman, James. 
Jan. : bstract. 


The Chemical and Physical Effects of Fillings Upon 
Teeth. Fletcher, Thomas. Jan. 41-42. Abstract. 


Fillings. Hurtt, J. M. 193-199. Dise. 199-205. 
Conservation of the Teeth. Gerhart, H. 281-282. Ab- 
stract. 


Treatment and Filling Proximate Cavities. Talbot, 
Eugene S. 405-408. Dise. 408-430. 


Filling Over Exposed Nerve. 479. 


Missouri Dental Jnl., XV, 1883. 
Discussion on Operative Dentistry. 
29.299, 


(Filling Teeth.) 
Jan. 
A Thing of Beauty is a Joy (Fillings) 


June. 138-139. Ed. 
The Failure of Fillings. Wardlaw, W. C. Sept. 
274-279 
(Filling Teeth.) 


Forever. 


. Selected. 
What Shall We Do To Be Saved? 


Hungerford, C. L. Nov 
Monthly Review of Den. Surgery, V, 1876-77. 
Oral Electricity. Chase, Henry 8S. 70-78. 1 illus 


Selected. 


Monthly Review of Den. Surgery, VI, 
se ~ Decayed Teeth by Filling. bgt. So. Se- 
ecte 


New Englend Jnl. Dentistry, I. 1882. 
Preservation of Teeth by Filling. 87-88. Ed. 
Home Made Corundum Points. Merritt, G. M. 96 

Selected. 

The Proper Care of the Oral Cavity—re Filling 

Teeth. Mills, G. A. 156-159. Dise. 159-160. 

Capillary Tube Essential for Decay. 225. Selected. 

Separation of Teeth for Filling. Shepard. 345-347. 
isc. 347-348. 


w England Jnl. Boumeter. II, 1883. 
Materials for An my 18-19. 
Electrical Currents in the Mouth. “20. Ed. 


w Jersey State Den. Soc. Trans., 
Thou; ghits on Operative Dentistry. (riltine Teeth.) 
anks, BE. F. 34-35. 


New Jersey State Den. Soc. Trans., 
The Truth, The Whole Truth, and Nothing “But the 
Truth, So Far as in Me Lies. (re Filling Teeth.) 


Hanks . 82-85. Dise. 36-42. 
Conservative Dentistry. (Capping Pulps: Filling 
Teeth.) Osmun, J. A. 45-49. Dise. 49-51. 
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rsey State Den. ae 
Filling rece” Chase, Henry §8 


Trans., 1883. 

150-151. Dise. 154- 

Filling Teeth and the Philosophy Thereof. 
urst. 152-154. Dise. 154-165. 


New York ae mag Ses. Trans., Il, 1876. 
Filling Teeth. Francis, C. 
Rapid ae Opecations. | Hiege) Dwinelle, W. H. 87- 


Hay- 


New York Odontological Soc. Trans., III, 1877. 
Filling Teeth. Bogue, E. A. and Hawes, A. C. 23- 


On the Use of Coffer-Dams as an Aid in Filling Some 
Classes of Cavities in the Teeth. Rich, John B. 
142-146. 

Notes on Operative Dentistry. (ilies Teeth.) El- 
liott, W. St. George. 151-165. 18 illus. 

New York Odontological Soc. Trans., V. 1879. 
nee = rx ¢ (Filling) Marvin, C. A. 12- 
The “Anticipation of Caries by Sopamnsiane. Bonwill, 

97-115. 8 illus. Disc. = 119. 

Separation as a Preventive of Deca Arthur, Rob- 
ert. 120-136. 7 illus. Disc. -140. 

Cuttipg of ns Proximal Surfaces. Jarvie, 

am 

Instruments for Detecting Decay in Teeth. Rollins, 
William Herbert. 141-142. illus. 

On the Treatment and Prevention of Dental Caries 
During Childhood. (Filling Teeth.) Quinby, 


Henry C. 211-216. Dise. 216-224. 
New York Odontological Soc. Trans., VI, 1880. 


Prevention of Decay by Separation. Mills. 79-80. 
New York Odontological Soc. Trans., 1881. 
File-Carriers. Line, J. Edward. 36. Disc. 36. 
— Diagnosis and Subsequent Filling. Mills. 
Dental Surgery—Not Dental Mechanics. (Filling 
Teeth.) Shumway, T. D. 90-96. Disc. -97. 
Separation of the Teeth. Lord, Benj. 139. 
as ae of the Teeth. Howe, Morgan. 139- 
Simple O rations. (Filling Teeth.) Quinby, H. C. 
144-149. Dise. 149-157. 


New York Odontological Soc. Trans. 
The Best pare of Serew, and Its Use ... Retain: ng 
Fillin Howe, J. Morgan. 24-27. Dise. 37-46. 
Oral Garc ening. (Separation.) Clowes, J. W. 76- 
81. Dise. 81-90. 


Discussion on Prevention of Decay and Irregular- 
ities. 114-126. 

Harmony of Principles and Practice. (Fillings.) 
Palmer, S. B. 148-156. Disc. 156-163. 


New York Odontological Soc. Trans., 
Separators. Perry, S. G. 113-116. Dise. 


New York Odontological Soc. 
Separation of Teeth. Clowes. J. 
Discussion on Amalgam Fillings. 


1884. 

116-117. 

hy -» 1885. 
63-66. 

Win. 83. 


New York State Den. Soc. Trans., 1876. 
Choice of seer J in Filling Teeth, = Ss. B. 
59-65. Dise. 65-69. 


New York State Den. Soc. Trans., 1877. 
Management of Proximal Surfaces of Bicsevids and 
Molars. Perry, Safford &. 45-55. Dise, 55-56. 


New York State Den. 
Eclectic Practice ia Dentistry. rtPiiiing ‘Materiais. 
Palmer, Stewart B. 72-75. Dise. 76-80 


New York State Den. Te am 1880. 
Diagnosis. (Filling Teeth)” mer. S. B. 66-T5. 
et Words. (Filling Teeth} Mills, George A. 

6 


News, (Dental, Knightstown, Ind.), I, 1878-79. 
Sharpening Files. May. 1. 
ee * Their Failures in Filling Teeth. Forbes. 
ining Guilford, Simon H. Oct. 1. Se- 
Arthur's Method of Separating Teeth. White, J. W. 
Why Do p Fillings Fail. Pearce, I. D. Jan. 1-4. 


‘Selectec 
Filling Teeth as Galvanic Batteries. 
March. 2. Abstract. 


Ju 4. 
Retaining Points. 


Chase, Henry. 


News, (Dental, Knightstown, Ind.), I, 1878-79— 
Continued. 
Bending Files. March. 
The gs Dissimilar in Filling Teeth. 
are 5. 
Oral Electricity Again. Chase, Henry S. April. 2. 
Discussion on Dental Physiology (re Preservation of 
the Teeth.) April. 3. Selected. 


News, (Dental, Knightstown, Ind.), Il, 1879-80. 

Oral Electricity. North, Gustavus. 2. 

apereximel Fillings. 

Oral Electricity vs. 
25. 


2. 
Metals 


14. 
Sensitive Dentine. Oviatt, S. M. 
Discussion on Prevention of Decay in Teeth. 39. Ab- 


stract. 

Filling Large Aproximal Cavities in Molars and Bi- 
ecuspids. 533. Corres. 

a of Fillings. 62. Selected. 

To Make Old Files as Good as New. 

Every Tooth Containing a Metallic Filling is a Gal- 
vani¢ Battery in Active Operation When the Sur- 
rounding Fluid has an Acid Reaction. Chase, 
Henry 8. 137. Selected. 


ews, (Dental, Knightstown, Ind.), III, 1880-81. 
Professional Advice. (Fillings.) Oviatt, Ss. M. 28- 


(re Filling Teeth.) 
Oviatt, S. M. 
Gere Quandary. (Filling.) 53. Selected. 54. 


Oral Electricity. Patrick, John J. R. 62. Selected. 

Our Professional Responsibilities. (re Filling Teeth ) 
Webb, Morrell A. 73-74. 

Finishing Fillings. Noyes. 77. Selected. 

Filling Material for the Teeth. Spencer, M. H. 88- 
89. Corres. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
The Chemical and Physical Effects of Filling Upon 
Teeth. Fletcher, Thomas. 52. lected. 
Contour Restoration of the Guvener Central Incisors. 
Brown, E. Parmly. 87-88. Selected. 
Filling Teeth. Tullis, J. B. 121-122. Selected. 


News, (Dental, Knightstown, Ind.), V, 1882-83. 
Discussion on Filling Teeth. 17. 
Methods — rs om -: 1 Saving Teeth. Crouse, J. 


Noel, L. G. Feb. 


Our Duty to Our Patients. 


N. Selec 
Some x. About: Pilling “Teeth. 


1. Selected. 
Relative Strength of Malleted and Hand-Pressure 
Fillings. Morsman, A. March. 2. Selected. 
Filling Over-Exposed Nerves. March. 5. Selected. 


as — Dentistry. (Filling Teeth.) Parmele, E. 


ec. 4-5. Selected. 


News, (Dental, Knightstown, Ind.), VI, 1883-84. 

Filling. Robinson, J. A. Jan. 2. Selected. 

The Failure of Fillings. Wardlaw, W. C. Aug. 2-3. 
Selected. Dee. 3. ected. 


News, (Dental, metchartenin Ind.), VII, 1884-85. 
Protection of the Cervical Border. Ottofy, Louis. 
128-131. Selected. 
Method of Destenatieg | the Teeth and Cavities. Hill- 
ischer, Th. 169 
Odontographic Jni., I, 1880-81. 
New Disks. 14, 


The Electro- Chemical Theory. Palmer, S. B. 22-26. 
No Battery in a Tooth. Mayr. 36-37. Selected. 
Finishing Fillings. Noyes. ©. Selected. 


Success qats Practice. (Filling Teeth.) Palmer, 8S. 


1-74. 


Odontographic Jni., UU, 


1881-82. 
Prospective Annual Address. (Filling Teeth.) 65- 
‘ , 


Zs. 
Preservation of Teeth by Filling. Palmer, 8. B. 97- 
105. 


Odontographic Jni., V. 


On the Use of Flexibie Disks polling. 26-27. 4 
illus. Selected 
ntolog. Soc. Trans., XIV, 2nd Ser., 1881-82. 
Epileptic Fit During the ‘Operation of FiL Lag the 
Teeth. Sewill, Henry. 99, Dise. 99-1 


Odeontolog. Soc. Trans., XVII, 2nd Ser., 1884-85. 
Instrument for Separating the Teeth. Bogue, E. A. 
85-88. 6 illus. 


Odentological Soc. Penn. Trans. 
Accepted Creed. (re Filling Materials) 
shall H. 25-28. Dise. 28-35. 


*vebb, Mar- 
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Odontological Soc. Penn. Trans., 1881. 
The Salvation of the Human Teeth—How Shall It 


Done? ——T vs. Compatibility—Suc- 
cess and Failures. Hin nse), nwill, W. G. 
A. 107-127. 11 illus. Op ise -129. 


tological Soc. Penn. Trans., 
Method "of Making Hard-Rubber 
Disks and Points. Neall, BE. H. 


Odontological Soc. Penn. Trans., 1884. 
The — of the gomperery, to “7 Permanent 
eeth. (re Separation.) Jefferis, C. R. 17-21. 
Dise 21-22. 


Ohio State Dental Soc. Trans., 1876. 
Treatment of Teeth During Gestation and Lactation. 
{emporary Fillings.) Williams, I, 28-32. Disc. 


1882. 
"and Corundum 
162. Dise. 162. 


Ohio State Dental Soc. 
Galvanic Action Within the yo ey Relation to 


Dental Surgery. (Filling Materials.) Watt, 
George. 7785. 
Ohio State Dental Soc. Trans., 1881. 

Treatment and Filling Proximate Cavities. Talbot, 


Eugene 8S. 25-27. Dise. 27-40. 
Ohioe State Jnl. Den. Sci., I, 

Discussion on To What Extent” ‘Should Other Ma- 
sqrtate Than Gold Be Used in Filling Teeth. 95- 


State Jnl., Den. Sci., II, 1882. 
Filling, “Teeth. Tullis, J. B. Tt- 
Cpeetivs ~ wo (re Filling Teeth. ) Miles, Geo. 


Is This a New Idea? (Filling Teeth.) Noel, L. G. 
Methods. sad | Matestate for Saving Teeth. Crouse, J. 


Theasee “Aboet Oral (re Fillings.) 
Pease, W. A. 580-590. 


Ohio State Jnl. Den. Sci., III, 1883. 
Oxy-Phosphate of Zinc. Betty, E. G. 
Best Means of a ge the Teeth. 

H. 505-509. 553-557. (Cont. in Vol. 


Ohio State Jnl. Den. Sci., IV, 1884. 

Best Means of Preserving the Teeth. 
Vol. I11.) Chappell, 

Filling Materials and Their Effects on Our Profes- 


sional Weal or Woe -86. 
Theses. (Filling Teeth.) Johnston, Wm. A. 165- 


Expansion of a Filling Material. Pulp Pressure. 
229-230. Corres. 

Discussion on What Progress Has Been Made in 
Arresting and Preventing Decay of the Teeth in 
the Last Five Years, and in What Respect, if 
any, Are Decayed Teeth Better Filled Now Than 
Ten Years Ago? 242-245. 

The ——_ of Failure in Dental Operations. (Fill- 
ing Teeth.) Bell, J. R. -325. 

A Novel Filling. Tester, Alfred H. 581. 


Ohio State Jnl. Den. Sci., V, 1885. 
The jnadoquecs, of Our Resources in Operative Den- 
—_— Filling Materials.) Sage, F. W. 309- 


Electricity. 


122. 
"Chappel, M. 


(Cont. from 


Dessal Economics. (re Conservative Dentistry.) 

Paine, J 320- 

Discussion on Different Materials for, and Methods 
333-337. 


of Filling Teeth. 


Pennsylvania Jnl. Sel., III, 
Operative Dentistry. Tiling Teeth.) 

shall H. 81-94. Selected. 
Discussion on Mechanical Abrasion of the Anterior 

Teeth. (Treatment.) 109-110. 
Chase, Henry S. 229-237, 266-269. 


1876. 
Webb, Mar- 


Guat, neg. 
us 
Discussion on Conservative Dentistry and Conserva- 
tism in Dentistry. 340-342. 
Discussion on Filling Teeth. 396-398. 

Treatment of Proximate Surfaces. Jarvis. 
Dise. 400-405. 
Chupein and Webb. 
rations.) 414-417. 
Finishing Fillings. Judd, H. 


Pennsylvania State Den. Soc. Trans., 1878. 

Why Do Fillings Fail? The Electro-Chemical Theory 
of the “New Departure” vs. Defective Man-pula- 
coe, pad Defective Structure. Trueman, _ 


398 -400. 
(coatzeverey on Fillings and 
438-442. Selected. 


For index and key to classification numbers, see pink sheets. 














D22 FILLING TEETH 83 


Pennsylvania State Den. Soc. Trans., 1879-80. 
The Importance and Means of Preserving the ao 
tural Teeth. (Filling.) Miller, Wm. 82-86. 
Permanent Separations—Pro and Con. Kremer, Ed- 

ward P. -97. 


Pennsylvania State Den. Soc. Tra 
Reaction of Dentine. (re Fillings.) 
28-33. Dise. 33- 


ns., 1882. 
Register, H. C. 


Pennsylvania State Den. Soc. Tran 
Operative Dentistry-—General Principles. Py Special 


Points. (Fillings.) Bennett, A. G. 27-31. Disc. 

Pennsylvania State Den 1885. 
The Teachings of Ex rience. ering. s: Root-Fill- 
Chupein, eodore F. 24- Dise. 28- 


ing.) 
29. 


en (Dental), I, 1880. (See Vol. II, In- 
ependent Practitioner). 
_—.. . Tooth Conta‘ning a Metallic Filling is a Gal- 


vanic Battery in Active Operation When the Sur- 


rounding Fluid has an Acid Reaction. Chase, 
Henry 8S. 77-81. 
No “Battery” in a ‘Tooth. Mayr, Charles. 284-289. 


Practitioner (Dental), 
oy Sh ee (Filling Hrecth,) 
ore 


22-23. 
Some Pacts for the Dental N= gee 
G. 60-63. ted. 


Noe 
The oid’ Dent: st. 
Delights of Filling 


Chupein, Theo- 
(Filling Teeth.) 


He Ex atiates to a Victim on the 
patiat 107-108. Selected. 


Practitioner (Dental), II, 
The Apecoune Shield, for Bicuspids and Molars. 


t W.H -5. 
A Short Chat With Beginners. (re Filling Teeth.) 
117-118. Ed. 
Smilie, Elton R. 


Toe and Their Treatment. 
Operative Dentistry; General Principles and Special 
G. 235-238. Se- 


Points. (Fillings.) Bennett, A. 
lected. 

Dental Examinations. (Before Filling Teeth.) 
Faught, L. Ashley. 245-247. 


Practitioner (Dental), III, 
The Soom. Dentist. (re Filling Teeth.) Webb, 
Thoroughness. 


172. 
(Fillings.) Dotterer, L. P. 214-216. 
Selected. 


Anticipating Caries. Francis, C, E. 
271-274. Selected. 


(Separations.) 


Record (Dental), I, 1881. 
Thoughts—Comparisons—Reflections. (A Perfect 

Filling Material.) Laws, John. 49-52. 1 illus. 

Criticism, 97-98. Answer, 145-147. 232-233. Cor- 


Fillings. Hardie, 
(re Fillings.) 


res. 

aes ay A Cotton Wool 

After’ Thirty-Eight Years’ 
Chase, Henry 8S. 203-205 


Record (Dental), II, 1882. 
Wedges and Wedging. Cravens, Junius E. 304-306. 


Selected. 
Little Helper. (re Fillings.) 415- 
416. Selected. 


Record (Dental), II, 
—— of Lime as a Filling. Fletcher, Thomas. 


My Creed. (re Filling Materials.) 
ly. 463-466. Selected. 


Record (Dental), ITV, 1884. : 
Thoroughness in Dental Operations. (Fill’ngs.) 


Elliott. W. S. 140. Abstract. 
(Filling Teeth.) Elliott. 471- 


Operative Dentistry. 
General Principles and Special 


473. 2 tables. 
Operative Dentistry: 

— (Fillings.) Bennett, A. G. 517-519. .Ab- 
stract. 


Record (Dental), V, 1885. 
Inexpensive Method of Polishing Large Fillings on 
the Grinding Surface. Taylor, James. " 
Protamten, ot R Cervical Border. Ottofy, Lewis. 
. 8 
Operative Dentistry. (Filling Teeth.) Ottofy, Lewis. 
182. Abstract. 


Practice. 
Selected. 


Harper, John G. 


Brown, E. Parm- 


The Inex iency of Filing Teeth, and the Advan- 
tage or Soomering Contour. Bogue, E. A. 183- 
184. stra 
Examination of the Teeth. (Prior to Filling.) Pidg- 
Ww 244-245. 


‘Clowes. 328-329. Abstract. 


Register (Dental), XXX, 1876. 
Address. (Filling Teeth.) Taylor, James. 149-166. 
Artificial Separations of the Teeth as a Means of 
Prevention of poeny. Thomas, G. R. 207-213. 
e 


eon ; 
Separations. 


Criticism, 249-251 Rl y. 342-343. 

Oral Bec eit s 366 (re Filling Mater‘als.) Chase, 
He 1 illus. Selected. 

Filling Tomporar Teeth Abbott, J. T. 343-345. 


Prevention and Treatment of Approximate Decay. 
Warner, A. 375- 
Operative Dentistry. (Cohesive Foil, Rubber Dam, 
= — Engine.) Thompson, H. C. 473-484. 
lect 


ster (Dental) xext 1877. 
Finishing Fillings. Judd, H. 40-45. Selected. 
Discussion on Fillin Tecth: Comparative Value of 
Different Materials and Different Methods of Op- 
perating. 11-214. 

The Diamond Disk. 265. Ed. 

Discussion on Filling Teeth. 304-306. 

Disintegration, Arrestation and Prevention of a Re- 
eurrence of Caries Upon the Proximal Surfaces 
. the Teeth. Webb, Marshall H. 351-357. Se- 
ected. 


Regier (Dental), XXXII, 1878. 

nie Action Within the Mouth. Its Relation to 

Dental Surgery. Watt, Geo. 23- 

aoe | Points. Guilford, Simeon H. 70-73. Se- 
ected. 

Filling Teeth. Tullis. J. B. 74-75. 

Discussion on Operative Dentistry. 197-204. 

Do We Use Diamond Disks? ae, 433-434. Ed. 

Oral Electricity. ang A J. 265-271 


a 


Materials for Filling Teeth. Swilsens I. P. 397-405. 
eee on Filling Materials. 413-419. 
Why Do Our Fillings Fail? Pearce, I. D. 439-453. 
Materials for Fillings. 512. 
Register (Dental), XXXIII, 1879. 
Why Do Fillings Fail? Pease, Wm. A. 53-74. 


Filled Teeth as Galvanic Batteries. Chase, Henry S. 


Why Do Our Fillings Fail? Pearce, L. D. 101-114. 
Where is the Fault? (Filling Materials.) Cochran, 


R. L. 155-167. 

Mustard Seed in a Filling. 170. Case Renort. 

7 oe Helper. (Filling Teeth. ) Harper, J. G. 
ah 

Discussion on Prevention of Decay in Teeth. 306- 


Discussion on Their Effects Upon the Nervous Sys- 


em. 308- 

Faulty Insufficient Operations. 401-403. Ed. 
Register (Dental), XXXIV, 1880. 

Discussion. Can Thermal Changes Effect Fillings In 
juriously. 227-229. 

Chemical Action on Tooth Bone and Fillings. Shat- 
tuck, G. 8S. 256-268. 

Dieees on Present Status of Filling Teeth. 271- 


What Do You Do it ee? 
Beach, H. 

Discuastes on rinings 406-410. 

General Care of the Mouth for Patients Under Twen- 
ty Years of Age. Taylor, L. C. 432-438. Select- 


Sema Points in the Natural History of Caries of the 
Teeth, and the Value of Fillings for Its Arrest. 
Black, G. V. 515-526. Selected. 


(re Preserving Teeth.) 


Register (Dental), XXXV, 

Discussion on Treatment of Superficial Caries of the 
Teeth. 146-147. 

Discussion, To What Extent Should Other Materials 
Than Gold be Used in Filling Teeth? 150-152. 

Matertate for Filling Teeth. Hurtt, J. M. 254-257. 


Corre 

Fillings. “90-299. Abstrac 

Re-Sharpening Files. Wbanssen, M. 306. 
Register (Dental), XXXVI, 1882. 
Dutch, William. 


One ee, (Fillings.) 

- t 

Chemical Action and Compatibility. Heitzmann, 457. 
Selected. 


For index and key to classification numbers, see pink sheets. 
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Register (Dental), XXXVII, 
Effects and Causes. (Caries ay Pilling Materials.) 
Robinson, J. A. 203-212. 


Building Fine Houses on the Sand. (re Filling 
Teeth) Wright, C.M. 385-391. 
(Fillings.) Williams, N. W. 


Sandy Foundations. 


Register (Dental), XXXVIII, 1884. 
Filling Teeth. Discussion. 197-202. 
‘auses of Failure in Dental Operations. (Fill- 


The 

ings.) Horton, W. 7- 
My Failures. (In re Fillings.) Dunlap, W. D. 382- 
389. 


Register (Dental), XX XIX, 

Operat re Dentistry. (Failures of *rillings.) Ottofy, 
Louis -11. 

Engine Brush. 4. Selected. 

The Inadequacy of Our Resources in Operative Den- 


tistry. (Ideal Filling Material.) Sage, F. W. 
238 -245. 
Use of the File in Dental Operations. 425-4 Ed. 


Operative Dentistry. (Failure of Fillings) *tushing, 
Geo. H. 604-605. Dise. 606-611. 


ew, (Dental, Charlotte, Mich. hs 1884. 
w a... Filling a Tooth. Stockwell, C. 4. Selected. 


St. Louls Dental Quarterly, I, 1877-78. 
Relative Merits of Certain 


Materials for Filling 
Teeth. Marriner, J. F. Oct. 24- Selected. 
Areus a ‘Ea by Plugging. (Case Report.) Oct. 


Test Your Plu Oct. 37. Ed. 

Some Observat ~¥ and Experiments Connected With 
Oral Electricity. Chase, Henry S. Jan. 58-62. 
One of the Agents That Produce Decay, or Disinte- 

gration of Dentine and Enamel. (Dissimilar 
Filling Mater.als.) Chase, Henry 8. July. 10-11. 
Pregeanse Cavities in Bicuspids and Molars. July. 


Concerning the Use of Dissimilar Metals in Fillin 
a Tooth. Harlin, A. W. July. 15-17. Selected. 

Metals are Incompatible wee ppengee. July. 17. 

Stoppings are — ee | 2. 

The Color of Plugs uly. 


Southern Dental Jnl., I, 1882-83. 
Sepacgtng The Teeth for Filling. Walker, J. R. 
-7. 
Wedges and Wedging. Cravens, Junius E. 180-183 
Thoroughness in Dental Speeatens. (re Fillings.) 
Brown, E. Parmly. 1- 


Southern Dental Jnl., LI, 
vege Hints for Deniists." 
J. 95-97. Selec 


A Day ie the Office ry a Busy Dentist. 
144-149. 


Harlan, A. W. 
The Failure of Fillings. Wardlaw, W. C. 233-239. 
Brown, EB. Parmly. 


My Creed. i... Filling Materials.) 
239-242. 


883-84. 
(Fillings.) Robinson, 
(Fill.ings.) 


Southern Dental Jnl., II, 1884-85 
Fillings for Deciduous Teeth. Best, A. H. 141-145. 
Copper Wedge and Matrix. Hofe, N. 8. 162-163. 


lected. 
— om Deciduous Teeth. Best, H. 219. Select- 


ed. 

New Method. (Filling Teeth.) Rehwinkel. 241. 

- rovements in File Carriers. 328-329. Selected. 
New Form of Rubber for Separating Teeth for 
“Fi liing. Genese. -494. 


Southern Dental Jnl., 1885. 
Fining Permanent Teeth if * Children. 


The Esthetic in 
Truman, James. 

New Methods ane 
Stockwell, C. 

Cyeagare Goncisery. 


(re Fillings.) 


Marshall, C. 

Operative Dentistry. (Fillings.) 
10-24. Selected. 

Saqgestions. (Filling Teeth.) 
-29. Selected. 

(Fillings.) Hunter, J. W. 45- 

Dotterer, L. P. 278- 


" se. -295. 
Discussion on Filling Teeth. 295-296. 


Thoroughness. 


Perry's Separators and Matrices. Darby. 375-37 
Imposition Practiced by Dentists. (Fillings.) io. 
460. Selected. 
Materials = ee © and Polishing Fillings. Bo- 
decker, C. F 71-474. Selected. 
Texas Dental Jnl., I, 1883. 
linings.) Staples, Geo. S. 


Operative ter ae 
27. Dise. 41. 


Texas Dental Jnl., 1884, 

Dr. Clapp’s Method ot Wiling Front Teeth. 
19- Selected. 

Filling Materials and Their Effects be Our Profes- 


Clapp. 


sional Weal or Woe Selec 

Dees, (re Fillings.) Tullis, = “3. 20-21. Se- 
ect 

The Causes of Failure in Dental Operations. (Fill- 
ings.) Beli, J. R. 33. Selected. 
Texas Dental Jnl., III, 1 

Causes of Failure in Dental oeapiteen. (Fillings.) 


McIntosh, F. H. 21. Selected. 


D22a_ Preparation of Cavities. 


See also D21, D22, D221, D222 and D23. For articles on control of pain in cavity preparation, 


see D611. 


American Dental Assn. Trans., 1879. 


Proper Management of Proximate, Cutting and 
Grindin Surfaces of the Teeth. McDonald, 
George B. 106-110. 

American Jnl. Den. Sci., X 3rd Ser., 1876-77. 
ey + eee Dwinelle, W. H. 395-396. Disc. 
456-464. 


American Jnl. 
A Case in Practice. 


Archives of Dentistry, I1, 1885. 
Sensitive Cavities. Best, A. H. 343-344. 


Baltimore Dental Record, I, 1882. 
Stoned Burs. April. 7-8 Selected. 


Brief (Dental), I, 1881-82. 
Home Made Corundum Points. 


British Dental Assen. Jni., V, 1884 
Burs in Their Relation to Pain. 
689 - 604. 


Den. Sei., X1., 3rd Ser., 1877-78. 
(Cavity Preparation.) 333. 


April. 17. 


Guilford, S. H. 


British Jnl. Dental Science, XXVIII, 1884. 
Tin Excavator Patterns. Collins, Daniel R. 926. 


British Jnl. Dental Science, XXVIII, 1885. 
Sensitive Cavities. Best, A. H. 810- a * Selected. 


Cincinnati Med. & Den. Jnl., I, 1885. 
Filling Sensitive Teeth. 58-59. 


Connecticut Valley Den. Soc. Trans., 1876. 
— = the Use and Abuse of the Dental En- 
gine. 22. 


Cosmos (Dental), XXIV, 1882. 
Burs ay Their Relation to Pain. 


05-511. 5 illus. 
Chupein, T. F. 


Guilford, 8S. H. 
A Form of Bur. 5098-599. 
Burs. 616. 


Cosmos (Dental), XXV, 1883. 
aig oe eee Excavators. Howard, Charles T. 


us 
Sharpening Burs. ‘Newkirk, Garrett. 680. 


For index and key to classification numbers, see pink sheets. 
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Cosmos (Dental), XXVIII, 1885. 
Chip Blower. Rich, John B. 11. 


Dental Eclectic, I, 1 
Treatment of Proximal Besteeen. 
Nov. 1-4. Selected. 


Dental Office & Lab., VI, 2nd Ser., 1882-83. 
Stoned Burs. Oct. 3. ‘Selected. 


Dental Office & Lab., VII, 2nd Ser., 1883-84. 
Drills. Oct. 4. Selected. 


Dental & Oral Science Magazine, I, _— 

Blood in the Cavity. Hodson, J. F. P. 

On the Cleavage of Enamel in the Pre aii of 
oe Line, J. Edw. 206-211. 4 iilus. Disc. 
- -#i®, 


Dise. 11-12. 


Longnecker, H. C. 


Herald of Dentistry, III, 1883-84. 

Pain Caused by the Use of the Engine in Excavat- 
ing Cavities in the Teeth. Morrison, E. M. 4-5. 
orres. 


Independent Practitioner (Dental), IV, 1883. 


Enamel Chisels. 502. 
New Bur and Drill Gauge. Hodge, Geo. E. 564. 


Indiana State Dental Assn. Trans., 
Preparation of ‘ne for the ionliee —»" Gold. 


Hamsher, F. } 
Preparation of Cavities. “Overholtzer, dD. L. 23-26. 


Items of Interest (Dental), IV, 1882. 
Home Made Corundum Points. Merritt, G. M. 5. 
orres. 
Preparation of a Tooth for Filling. Webb, Mar- 
shall H. 19-20. 
Items of Interest (Dental), V, 1883. 
Exeavating Decay of the Teeth. 303 


Rapid Work in Preparing Cavities. 478. Ed. 


Items of Interest (Dental). VI, 1884. 
In oe and Treating the Dentine of the Teeth. 


3. 


Items of Interest (Dental), VII, 1885. 
Preparing a Cavity. (Gold Filling.) Bennett, A. G. 
17-18. Dise. 18-19. 


Jairus (Dental), I, 1880. 

How Much Healthy Tooth Structure Shall We Cut 
Away in the Preparation of Cavities? Robin- 
son, W. H. 198-205. . 2 illus. 


Luminary (Dental), IV. 1882-83. 


Operative Dentistry. (Cavity Preparation.) Par- 
malee, BE. 58-59. 
Luminary (Dental). VI. -85. 

Eramel. (Cavity Pecpticainast Bennett, A. G. 91. 
Selected. 


Missouri Dental Jnl., X. 1878. 
Importance of Following the Line of Cleavage of 
Enamel. Line, J. Edwin. 539. Selected. 


Missouri Dental Jnil.. 
oe we rf Cavities for Gold ‘Filling. Butler, C. 
Painless Dentistry. (Cavity Preparation.) 480. 


Trans., 1882. 


Missouri State Den. Assn. 
Hassel, J. 


The ppescmeas of Cervical Wall. F. 130- 


1876-77. 


Monthly Review of Den. Surgery, V, 1 
Hutchin- 


The Use and Misuse of Enamel Chisels. 
son, S. J. 256-257. 


New England Jnl. Dentistry, I, 1882. 
Stoned Engine Burs. 4 
Sulphate of Mor oH (For Sensitiveness.) 
Henry 8S. 1 


New England Jnl. Dentistry, II, 1883. 
Drills, 289. Ed. 


New York Odontological Soc. Trans., II, 1876. 
New-Fangled Machines. (Bur.) Brockway, A. 
73-76. 1 table. Dise. 76-83. 


New York be ay Soc. Trans. 
Device for Blowing Chivs Out of a Cavity. * Rich, 
John B. 117-118. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
Discussion on Preparation of Cavities for Gold Fill- 
ings. 134-135. 


(Dental, Knightstown, Ind.), V, 1882-83. 
July. 28. 


Chase, 


News, 
Home Made Corundum Points. 
Stoned Burs. Dec. 3. Selected. 


News, (Dental, Knightstown, Ind.), VI, 1883-84 
Preparation of bs ee for the Reception of Gold. 


Hamsher, F. May. 4. 

Preparation of Cavities Overholtzer, D. L. July. 2. 
Se'ected. 

Painless Excavating—Opinions. Boyd, John Felix. 
Nov. 3. Selected. 


News, (Dental, Knightstown, Ind.), AL 1884-85. 
Preparing a Cavity. ennett, A. G. 125-126. Se- 
ecte 


Odeontographic Jnl., IV, 1883 
Hand Excavators. Howard, Chas. “a 37-44. 5 illus. 


Odontolog. Soc. Trans., IX, 2nd Ser., 1876-77. 
A Three Sided Drill. Barrett, Ashley. 101. 


Odontological Soc. Penn. Trans. 
Burs in Their Relation to Pain. 
165-171. 5 illus. Dise. 171-172. 


Ohio State Dental Soc. Trans., 1880. 
Rapid Excavators. Butler, C. R. 69. 


‘quilford, S. H. 


“6 illus. 


Ohio State Dental Soc. Trans., 
Preparation of Cavities for Gold Filling. 
Cc. R. 40-42. Dise. 42-49. 
on ey on the Preparation of Cavities. 


Butler, 
Marklein, 


Ohio State Jnl. Den. Sci., Il, 1882. 
Discussion on Preparation of Cavities for Gold Fill- 
ings. 130-135. 


Ohio State Jnl. Den. Sci., III, 1883. 
eee Boyd “John Felix 
4 . 


Ohio State Jnl. Den. Sci., IV, 1 
Painless Excavating. Bennet, A. G. 


Record (Dental). II, 1882. 

Operative Dental Surgery. (Preparation of Cavities.) 
Thompson. W. Finley. 150-159. 2 illus. 198- 
209. 18 illus. 245-252. 10 illus. 


Record (Dental). IV, 1884. 

Operative Dentistry ; General Principles and Special 
Points. (Cavity Preparation.) Bennett, A. G. 
517-519. Abstract. 


Southern Dental Jnl., I, 1882-83. 
Stoned Burs. 430. Selected. 


Southern Dental Jnl., TV, 1885. 
How to Sharpen Burs. 


* 81-83. 


The Painless Operation. (Excavating Sensitive 
Dentine.) Barrett, W. C. 374-375. 


For index and key to classification numbers, see pink sheets. 








D22b Matrices. 


Matrices for inlays, See D23. 


Advertiser (Dental), XV, 
Hofe, N. S. 51. Se- 


Conpes Wedge and Matrix. 
ected. 


Advertiser (Dental), XVI, 1885. 
The, ems in Amalgam Fillings. Daboll, G. C. 


Clasp ‘ina Band Matrices. Woodward, J. A. 72-75. 
ius. Correction, 128. 


Archives of Dentistry, II, 1885. 
Device Designed to Serve as a Matrix and Illumina- 
tor. Baker, H. A. 45. 


British Dental Assn. Jnl., III, 1882. 
A Means = . A Teeth Having Their Cervi- 
eal own to or Below the Gum 


Surface’ a eT oir Original Contour. Matrix. 
Biggs, J. Austin. . 
British Dental Assn. Jni., IV, 1883. 

Laws, John. 


The Use and Value of the Matrix. 
70-72. 


Cosmos (Dental), XX, 1878. 
On the Use of Coffer-Dams as an Aid in Filling Some 
Classes of Cavities in the Teeth. Rich, John B. 


Cosmos (Dental), XXV, 1883. 
Matrix Made From Separating Files. Churchman, 
280. 


Ney. 
Cosmos (Dental), 


The Depressed Matrix. 
illus. 


XXVIII, 


1885. 
Jack, Louis. 193-206. 10 


D22c Combination Fillings. 


Advertiser (Dental), XIII, 1882. 
a a x in Tooth Filling. Kings- 


ey 


Advertiser (Dental), XIV, 1883. 
and Amalgam. 


Combination of Gold Fogg, I. 8. 
114-116. Selected. 
Gold and Amalgam Combined in Filling. Noyes, 
Nicholas N. 116-118. Selected. 
American Jnl. Den. Sei., 3rd Ser., 1876. 
Discussion on Tin Foil and Gold. 511-515. 
American Jnl. Den. Sci., 3rd 1876-77. 
Cayeeeetie in Combination vith Gold.” Eastlacke, 
Cc. 310-311. Abstract. 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
Concerning the Use of Dissimilar Metals in Filling 
a Tooth. Harlan, A. W. 82-84. Selected. 


nl. Den. Sci., 


American J 1881-82. 
Uniting Gold to = in "Tooth | Filing. Kings- 
ly. 475-477. Selected 


Jnl. . Sel., XVI, 3rd Ser., 1882-83. 


American 

Combination Tin oa ‘Gold Fillings. Thompson, A. 
H. 224- Selected. 

Varnish Your Cavities. Chase. 383-384. Selected. 


Uniting Gold to a in Tooth Filling. Kings- 
ley, N. W. ny oe angen 


Amertean J XVIII, 3rd Ser., 1884-85. 

Tin and Gold A as “a Filling Material Elec- 
trically and Practically Considered. Miller, W. 
D. 251-257. Selected. 


Archives of Dentistry, 

Tin and Gold Combined as r Filling Material, Elec- 
tricallvy and Practically Considered. Miller, W. 
D. 430-431. Selected. 


Gasp. and Band Matrices. Woodward, J. A. 335- 
7. 2 illus. 
Separators and Matrices. Darby, E. T. 603. 


Dental Office & Lab., IV, 2nd Ser., 1880-81. 
A Band Matrix. Guilford. April. 2. 


gar x > wanent (Dental), 


Matrices. 98 
Method of Using the Various Forms of the Matrix. 
544-546. 


Jack, Louis. 543-544. Disc. 


Items of Interest (Dental), VII, 1885. 

Discussion on Method of Using the Various Forms 
of Matrice to Facilitate the Filling of Proximal 
Surfaces. 513-515. 


New England Jnl. Dentistry, I, 1882 
The Use of Matrices in Filling Teeth. 58- 59. 


Pennsylvania State Den. Soc. Tran 
The Matrix. Jack, Louis. 30-33. 1 illus. Die, 33-35. 


Record (Dental), IV, 1884. 
Matrix. Edwards. 461. 


Record (Dental), V, 1885 


VI, 1885. 


The Depressed Matrix. Jack, Louis. 232-233. Ab- 
stract. 
Southern Dental Jnl., III, 1884-85. 
Hofe, N. 8S. 162-163. 


Copper Wedge and Matrix. 
Selected. 


Southern Dental Jnl., TV, 1885. 
Perry’s Separators and Matrices. Darby. 375-376. 


Cavity Linings. 


Archives of Dentistry, II, 1885. 
Combination Fillin 44-45. Abstract. 
Gold and Enamel illings. 93-04. Ed. 


British Dental Assn. Jnl., IV, 1883. 
Notes on Compound Fillings. Matheson, L. 57. 


British Dental Assen. Jnl, V, 1884. 


Tin and Gold Filling. Woodhouse, R. H. 599. 
Clinic. ° 


British Dental Assn. Jnil., 

Tin and Gold Combined as a Filling § Material Elec- 
trically and Practically Considered. Miller, W. 
D. 34-38. Select 

On Tin and Gold Filling by the Herbst Method. 
Herbst. 114-116. Selected. 


British Jnl. Dental Science, XXII, 1 
Discussion on Combination Fillings. 310-212 


British Jnl. Dental Science, XXV, 
U a ~ 4 Gold to Amalgam -% a filling. Kings- 
W. 249-251 ted. 
Is Th s a New Idea? (Combination Filling.) Noel, 
L. G. 1062-1063. Selected. 
Jnl. Dental Science, XXVII, 


British 
vues ome the ae of pe BR, a rillings, 
h Gold. Perry Selected. 


British Jnl. Dental Science, XXVII 
New Method of Stopping Teeth With Tin” a Gold 


Coatin Herbst, 223. Selected. 
Gold and Tin Combined as a wen | Material. Har- 
lan, A. W. 1090-1003. Selecte 


California 8S. Dental Assn. Trans., 1882-83-84-85. 
oe on Fillings of Amalgam a Gold. 203- 


For index and key to classification numbers, see pink sheets. 


























Cosmos (Dental), XX, 1878. 
Gold and Tin in Conjunction. 


Cosmos (Dental), XXII, 1880. 
Protective Lining of Cavity Walls. 
34-39. Di 39-42. 


Smith, D. D. 494-496. 


Bronson, W. A. 
sc. 
A Combination—Amalgam and Cement. 568. 


Cosmos (Dental), XX XIII, 1881. 

Coe - Bi Fu of Amalgam and Gold. Kings- 
.- 2 430-431. 

Comb iblnation Filling. ‘Gold and Cement. George, D. 


Metallic. -Cap Filling. (Combination of Plastics and 
Gold.) Spence, Stewart J. -670. 


‘osmos (Dental), XXIV 
Fillings of Felt Foil and Gold Combined. Guiwits, 


F. H. 276. 
Comma Cement and Gold Fillings. Patton. 


641 
Tin and Gold as a Filling Material. 642. 


Cosmos (Dental), XXV, 1883. 

The Combination of Gold and Amalgam as a Thera- 
peutical Agent. Regist H. Cc. 5i1- 

ae -Foil for Lining Cavities. Peirce, C. 


Cosmos (Dental), XXVI, 1884. 

Combination Fillings. 99-100. 

Combination Filling. Robinson’s Metallic ras 
ay and Gold. Clinic. Watkins, 8. C. 


Office & Lab., I, 2nd Ser., 1877 
Combined. Filling of Tin and Goid. 
April. 3. Selected. 


Dental Office & Lab., VIII, 2nd Ser., 1884 
ee um of Amalgam and Oxyphosphate. 


-78. 
Paetsch, J. 


-85. 
Clark, 
Jan. 5. 


Covering Oxy-Phosphate Fillings, and Lining Cavi- 
ties. Fletcher, Thos. Oct. 6. Selected. 


Nerald of Dentistry, Il, 1882-83. 
Rosin or Gum. (For Lining Cavities.) July. 12. 
Independent Practitioner (Dental), IV, 1883. 

Combined Fillings. 683. 


Independent Practitioner (Dental), V, 1884. 
Tin and Gold Combined as a Filling Material Elec- 
| ger 9 one Practically Considered. Miller, W. 


Gold and Tin Combined as a Filling Material. Har- 
lan, A. W. 516-517. Dise. 517-520. 
‘and Tin Practitioner (Dental), VI, 1885. 
Gord and Tin Combined as a Filling Material. Har- 
lan, A. 565-569. 


Items of Interest (Dental), III, 1881. 

New Gold Combination Filling. George. D. 

Uniting Gold to Amalgam in Tooth Filling. | 
ley, N. W. 68. 


Items of Interest (Dental). IV, 1882. 
Coverin Focegnete Jus With ‘Gold. 


L. 5. Tres 
Gold Over Oxy-Phosphate. Harkins, D. G. 71. Cor- 
res. 


Mathews, 


Items of Interest (Dental). V, 1883. 
Uniting Gold to Amalgam in Tooth Filling. Kings- 
ley, N. W. 222-223 


Items of Interest (Dental), VI, 1884. 
Gutta-Percha. Varnish. 236. 
ag Cavities. Fletcher, Thos. 338. Corres. 
The t of Oxy-Phosphate as a Foundation in Large 

Fillings ts Preferable to All Gold Fillings. 343- 


Johnatons’ Dental Miscellany, Ill, 1876. 
Letter From Switzerland. (re Tin and Gold Fill- 
ings.) Wright, C. M. 407-408. Corres. 


Johnstons’ Dental Miscellan — Vil, 1 


Tin and Sl Combined in a Filling. Palmer. 474- 
475. Dise. 475-476. 
pee (Dental), VII, 1885. 

Gold and Gutta Percha = Combination. Bassett, 
Frank L. 3. Selected 


D22cec COMBINATION FILLINGS 
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ssouri Dental Jni., X, 1878. 
Concerning the Use of Dissimilar ao in Filling 
Tooth. Harlan, A. W. 227-229. 


Missouri Dental Jni., XII, 1 
Pees} ee of Cavity- Walle. Bronson. 175- 


Missouri Dental Jnl., XIV, 1882. 

Combination Tin and Gold Fillings. Thompson, A 
H. 295-299. Disc. 299-300. 

Amalgam-Lined Gold Fillings. 479. 

Varnish Your Cavities. 482. 

Is This a New Idea? (Combination Filling.) 
L. G. 520-521. Selected. 


ssouri Dental Jni., XV, 1 
Combination Fillings. Harper, . = G. Dee. 385 


Noel 


Monthly Review of Den. Surgery, V, 1876-77. 
Combined Filling of Tin and Gold. Paetsch, J. 
365-366. Trans. 


w England Jnl. Dentistry, III, 1884. 
The, Combination of Amalgam and Oxyphosphate. 


New York Odontologica! Soc. 
Protective Lining of Cavity-Walls. 
183-188. Dise. 189-192. 


Trans., 1879. 
Bronson, W. A. 


New York Odontological Soc. Trans., 1883. 
Gutta Percha and Gold Filling Twenty- Five Years 
old. Brackett, C. A. 129-130. 


New York State Den. Soc. Trans., 1884. 
— = Gold and Amalgam. Brockway, A. H. 
isc. 105-108. 


ews, (Dental, Knightstown, Ind.), 882-83. 
Uniting Gold and Amalgam in Tooth- Wing. Kings- 
ley, N. W. 3. Selected. 


News, (Dental, 
Amalgam and Gold 
Perry. 37. Selected. 

Gold and Amalgam Combined in Filling. 
Nicholas N. July. 3. Selected. 
Combination of Gold and Amalgam. 

Aug. 3. Selected. 


Knightstown, Ind.), VI, 1883-84. 
Combined in Large Cavities. 


Noyes, 


Fogg, I. S. 


ews, (Dental, Knightstown, Ind.), V 1884-85. 
Gold. and Tin in Combination as a hing Material. 
Harlan, A. W. 83- lected. 
Combination of Metals in Fillings. 97. Selected. 


Odontographic Jnl., V, 1884-85. 
Discussion on Gold and Amalgam. 


Ohio State Dental Soc. Trans. 
Cement in Connection With Gold. .~y Pining Teeth. 
Siddall, J. H. 85-87. 


193-196. 


Ohio State Jnl. Den. Sci., III, 1883. 
Gold and Amalgam Combined in Filling. 
Nicholas N. 277-280. Corres. 


jo State Jnl. Den. Sci.. IV, 
Gold. -- Tin in Combination, as : ‘Filing Material. 
Harlan, A. W. 441-442. Abstract. Disc. 442-443. 


Pennsylvania Jnl. Den. Sci., III, 1876. 
Discussion on Association. (Combination Fillings.) 


Gold-Tin Fillings. Palmer, 8. B. 325-327. 
Pennsylvania State Den. 


Gold and Tin in oo hn Bay 
Dise. 83- 


Noyes, 


Trans., 1878. 
Smith, D. D. 80-82. 


Practitioner (Dental), I, 1883. 
The Combination of Gold and puplcen, se a Thera- 
peut utical Agent. Register, H. C. 12-1 lected. 
Unit ing at ef < [oe in Tooth Filling. Kings- 


w. 
Comibliation of "Gord and Amalgam. Fogg, I. 8. 


Geaaiies mer (Dental), II, 
Tin and Gold Combined as a Tilting Material es 
eee gud Practically Considered. Miller, W. 


Selected. 
ai Chas. EB. 


The, eae Filling. Graves, 193- 
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Practitioner (Dental), III, 


Gold and Gutta-Percha in Combination. Bassett, 


Register (Dental), XXX, 1876. 
meme on Association. (Combination Fillings.) 


Frank L. 75-76. Criticism, 172-176. Reply, 226- 
227. Answer, 268-271. 8 illus. 
Southern Dental Jnl., III, 1884-85. 
Amalgam and Gold Combined in Filling Large Cavi- 
Record (Dental), IV, 1884. ties. Perry, 78. 
Covering Oxy monenate, and Lining Cavities, &c. Discussion on Amalgam Ss Oxyphosphate Com- 
Fletcher, Thomas. 377-378. Abstract. bined. 304-305. Select 
The Combination <. Amalgam and Oxyphosphate. Gold and Tin in Combination as a Filling Material. 
Clark, F. Y. 6-477. Abstract. Harlan, A. W. 329-331. Disc. 331-332. Ab- 
stract. 
D221 Filling with Gold Foil. Platinum Foil. 
See also D22. 
For articles on mallets, pluggers, etc., see D221a. 
Advertiser (Dental), XIII, 1882. American Jnl. Den. Sei., XII, 3rd Ser., 1878-79. 
The Merits of Soft and Cohesive Gold, as Filling Ma- Gotd Can Be so Mani ulated as to Make Operations 
terials. Blount, A. A. 1-4. 3 illus. Selected. Permanent. Web Marshall H. 268-272. Se- 


Merits of Adhesive and Non-Adhesive Gold Foil. 13. 
Selected. 

Application of the Rubber Dam and Special Clamps, 
and Preparation of Gold Foil. Webb, Marshall 


H. 149-134. 3 illus. Selected. 
Advertiser (Dental), XIV, 1883. 
Plastic Gold Alloys. Bonwill, W. G. A. 1-5. Se- 


ected. 
Crystal Gold. Hodson, J. F. P. 133-139. Selected. 
A Look Into the Future. (Gold Supply and Gold 
Fillings.) 153-154. Selected. 


Advertiser (Dental), XV, 1884 
The Causes of the ror. of Gold asa ~ ‘aged Mate- 
rial. Blount, A. A. 14-16. Selected 


Advertiser (Dental), XVI, 

=. pcemeness aa ‘of ae ildren. 
Ma e. 46. Selected. 

Soft Barack Sait os ah 130. Ed. 


(Gold.) 


American Dental Assn. Trans., 1876. 

Supplementary ._ on Operative Soateces. 
pasve aoe illings.) Harlan, A. W. 
ise. -100. 


(Co- 
71-76. 


American Dental Assn. Trans., 1881. 
Cylinder Filling. Friedrichs, George J. 58-63. 
American Dental Assn. Trans. 
The Painless Operation. (Filling “peeth With Gold.) 
Robinson, J. A. 77-79. Dise. 79-104. 2 illus. 


American Jnl. Den. Sci., 3rd Ser., 1876. 
Old Forms of Foil and old Bites of Work. Hodg- 
kin. 486-487. Disc. 487-491. 


Srd Ser.. 1 
‘rilling. with 


79-83. Selected, 
Harlan, A. 


American Jnl. Den. ». ae 
The He ay and Their PRE A 
Gold.) Webb, Marshall H. -62. 
Cylinder nw me > Spalding, C. W 
Cohetive poe on-Cohesive Gold. 


200- 
Crystal Gold. Tees, Ambler. 304-309. 
Report of Committee on Plastic Fillin (re Amal- 
gams and Gold.) Cutler, 8. P. -343. 
Sel., XI, 3rd Ser., 1877-78. 
of Failures in the Use of 
Sage, H. L. 22- 


American Jnl. Den. 
Concerning the Causes 
Cohesive Foil, the Mallet, etc. 
31. Selected. 
Discoloration ‘of Gold Plugs. 78-81. Selected. 
Disintegration. Arrestation and Prevention of a Re- 
currence of Caries Upon the Proximal Surfaces 
of the Teeth. Webb, Marshall H. 107-114. Se- 


lected. 
Principles  Sageteed in Filling Teeth With Gold Foil. 
Palme 164-167.» Selected. 


Hand oa —_ Soft Foll, vs. Malletting Pe ~~ Co- 
hesive Foil. Flagg, J. Foster. 419-421. lected. 


lected. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 

Strengthening Weak Teeth by Heavy Gold and 
Screws.—The Use of Smooth Convex-Face Fillers. 
Mills, George A. 366-371. Selected. 


American Jnl. Den. Sci., XIV, Ea Ser., 1880-81. 
Restoration of Contour the Onl hee | to Kee Perm- 
anently Separate the Margins Enamel of the 


Proximate Surfaces of the Teeth, and Prevent 
Recurrence of Decay. (Gold Filling.) Webb, 
M. H. 392-400. Dise. 433- . 
Annealed Gold. 518-519. Ed. Comment, Vol. XV, 
30-32. 32-33. Ed. 
American Jnl. Den. , XV, 3rd Ser., 1881-82. 
Cohesive or Mechanical ” Force. (Gold Filling.) 
Shumway, T. D.., 26-30. Selected. 


Geld Foil. M. 284-288. Disc. 288. 

A Good Gold Foil. WT Ed. 

The Merits of Soft and Cohesive A as Filling Ma- 
terial. Blount, A. A. 416-4 

Annealing Gold. 525. Selected 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
A Resume of the Different Preparations of Gold Used 
for Filling Teeth. Brown, George C. 448-455. 
Selected. 
The Causes of the Failure of Gold as a Filling Ma- 
terial. Blount, A. A. 514-517. Selected. 


Hunter, 


Ameri dni, XVIII, 3rd Ser., 1884-85. 
Textile Metallic Filing ‘ute 142. Selected. 
A Consideration of the Relative Merits of Watt's 
oan Gold Among Filling Materials. Hodson, 


F. P. 352-359. lected. 
Citas of Discoloration “y Gold Fillings in the 
Teeth. Rollins, William Herbert. 359-363. Se- 


lected. 

The Standard of Work on the Natural Teeth that 
the Dentist of the Future Must Be Equal To. 
(Gold Filling.) Brown, E. Parmly. 463-466, Se- 
lected. 

American XIX, 3rd Ser., 1885. 

Discoloration y Mota. rrilinge Palmer, S. B. 366- 
369. Selected. 

f Dentistry, =, 1884 

Frail "Gold Filling. Harper. John G. 2 

Platinum-Gold. (Fillings.) Morrison. 

The Use and Abuse of Gold as a Filling. Material. 

Selected. 


Roussell, A. N. 87-88. 
aetg Fillings After Herbert's Method. Peterman. 


runing io. (Gold.) Hewitt, C. B. 458-460. Disc. 
A Consideration of the Relative Merits of Watt's 
Crystal Gold Among Filling Materials. Hod- 
J.¥F. P. 481- ‘. _—™ 488-494. 
Gold | For Filling Teeth. 


0. 504-508. 
Causes of Discoloration in Bod Fillings in Teeth. 
Rollins. William Herbert. 517-521. Selected. 


For index and ey to classification numbers, see pink sheets. 




















Archives of Dentistry, II, 1885. 
Finishing Approximal Fillings. 240. Ed. 
oe (Filling With Gold.) Harper, John G. 


Herbst Method. Rhein, M. L. 441-442. 


Baltimore Dental Record, I, 
Merits of Soft and Cohesive Geld rae Filling Mate- 


rial. Blount, A. A. April. 12-15. Selected. 
Brief (Dental), I, 1881-82. 
Gold as a Filling. Flagg, J. Foster. April. 17. 


British Dental Asen. Jnl., Il, 1881. 

Mr. Cattlin’s Plea for Incompetence. 
ings.) 141-143. Corres. 

Cohesive versus Soft Gold. 155-1 

ini Demonstrations in Gold. Filling. 514-515. 
or 

The Restoration of Contour, the Only Way to Keep 
Permanently Separate the Margins of Enamel 
on Proximate Surfaces, and to Prevent the Re- 


(re Gold Fill- 


currence of al (Gold Filling.) Webb, 
Marshall. 537-5: 

Contour Ry of the Superior Central Incis- 
ors. Brown, Parmly. 635-636. Disc. -637. 


British Dental Assn. Jnil., III 
The Merits of Soft and Cohesive Gold m as Filling Ma- 


— Blount, A. 27-28. Abstract. Se- 
Piling W With Kearsing'’s Foil. Browne, Walter. 566. 
Filling With Kearsing’s Foil. Rogers, Claude. 566. 


Correction, 646. Clinic. 
British Dental Asen. Jnl., IV, 1883. 

The Causes of the Failure of Gold as a Filling Ma- 
terial. Blount. 510. ise. 510-512. 


British Dental Assn. Jnl., 1884. 

A New Method of Packing Gold. Herbst, Wm. 243- 
247. 15 illus. Selected. Abstract. 

Gold Filling. Cunningham, George and Elliott, St. 
George. 446-447. hs Cages. 

Gold Filling. Durw 599. Cli 

The Herbst Method of Filling Tecth “ Bedecher, Cc. F. 
W. 679-688. 


British Dental Assn. Jnl., 1885. 
The eee Method of Gold Piling. Bennett, Storer. 
28-31. Abstract. 101-102. Disc. 102-106. 107. 
Agate Burnishers When Filling aes | A 4 the Herbst 
Method. Bennett, Storer. 219. Dise. 219. 
Filling hides Gold According to the Herbst Method. 
King. R. F. . Clinic. 
Further” Experience With Herbst’s Method of Gold 
‘Filling by Rotation. Bennett, Storer. 593-596. 
not, Tnsertion of Cohesive Gold. Balkwill. 641. 


(Gold Filling.) 
to the 
.  Se- 


Split Teeth 5 eee and Preserved. 
arper. Cc. 680. Selected. 
On the Durability of Fillings Made Accordin 
: — Method. Forberg, Elof. 736- 
ectec 


British Jnl. Dental Science, XIX, 1876. 
Discussion on The Necessity of the Exclusion of Air 
as Well as Saliva from Latpe Gold Fillings, and 
oo = Means of Obtaining these Results. 
Cloqgias- and Reducing Gold Filings. Fletcher, 
homas. : 
Ash’s New Circular Gold Pellets and Rock Cement. 
559-560. 


British Jnl. Dental Science, XX, 1877. 
Gold Filling. Read. 81-84. 
Plastic versus Gold Fillings. 678-683. 

4 Temporary Stopping. Wright, Cc. M. 720- 


Fritish Jnl. Dental Science, XXI, 1878. 
Gold, A. Temporary Stopping. Wright, C. M. 286- 


Discussion on The Working of Cohesive Gold. 316- 

Gold! Gold! Gold! and the New Departure. Hope, 
W. Hodgskin. 390-391. 530-5382. 

Gold and the New Departure. Hope, ‘W. Hodgskin. 


Slayton’s Felt Foil and Fileti’s Cement. Ribolla, L. 
532-533. 


D221 FILLING WITH GOLD FOIL 
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ritish Jnl. Dental Science, XXII, 1879. 
Filing. a Crown Cavities in Molar Teeth. Coles, 


266. 

Gold arillings Field. 268-271. Abstract. Dise. 
271-272. 

Gold or Amalgam Fillings. Bensted. C. S. 504. 
Corres. 

British Jnl. Dental Science, XXIV, 1881. 

Gold versus Amalgam for Filling Teeth. Musgrave, 
J. J. 138-15. 15, Ed. 94-95, Cerres. - Ed. 
7. ome Corres. 147-148. 196-197, 

The Gecret of Success in Practice. (Gold Filling.) 

Gold Filling. Woodhouse. 802. 

Repair of a Fractured Incisor. 
1043-1044. Selected. 


Comment, 


Clinic. 
(Gold Filling.) 


Contour Restoration of the Superior Central Incisors. 
(Gold Filling.) Brown, Parmly. 1053-1054. 
Dise. 1054-1055. 

Restoration of Contour as a Means of yeeveneee 
Extension of Decay on Proximal ry (Gol 
Filling.) Webb, Marshall H. 1117-11 

—- and Non-Adhesive Gold Filling. 1151- 
152. 


British Jni. Dental Science, XXV 
— ea" With Cohesive Foil. 
Selected. 
Gola” Foils, 736. 
Foil Shears and Folder Combined. 1099. 


British Jnl. Dental Science, XXVI, 1883. 
Gold Cohesive Cylinders. 275. 
ro by = and Non-Adhesive Gold. 


Cor 
OF Cristallise “Adhesif, “Le Marveilleaux.” 
Parisian Crystal Gold. 1177-1178. Ed. 


British Jnl. Dental Science, XXVII, 1884. 

Bees Method of Gold Stopping. Herbst. 116. 
Selected 

A New Method of Finishing Fillings. (Gold Fill- 
ings.) 216. Selected. 

Gold Restoration of Abraded Dentures. Brown, E. 
Parmly. -265. Selected. 

Gold Filling in Split Tooth. Harper, J. G. 

The Rag ey et of the Insertion uf Gold into a Teeth 
bv the General Practitioner. 483-484. Corres. 

Gold Filling—Is it Justifiable? 582-583. Corres. 

Causes of Discoloration in Gold Fillings in Teeth. 
Hollins, William Herbert. 969-672. Selected. 

Working in Gold. Bollensdorff. 1017-1018. Selected. 

Herbst’s New Method of Filling Teeth. (Gold.) 
Miller, W. D. 1120-1122. Selected. 1126, Corres. 


British Jnl. Dental Science, XXVIII, 1885. 
On Herbst’s Method of Gold-Fillin by Rotating 
Burnishers. Bennett. Storer. 147-150. 15 illus. 
1 - Dise. 150-153, 212-214. 
Agate Burnishers. Bennett, Storer. 429-430. Disc. 


Filling Interstitial Cavities in Front Teeth. Herbst. 
1144-1145. 


» Retiy, E. G. 


835- 
Minot, 


‘onnecticut Valley Den. Sec. Tra 
Filling Teeth and Preparations of Gold iy Filing. 
Taylor, L. C. 59-64. Dise. 64-65. 


Cennecticut Valley Dental Soc. ., 1879. 
Discussion on The Use of Soft Foil raio6. 197. 


Cosmos (Dental), XVIII, 1876. 
Re Failure of a Gold Filling. Howard, F. BE. 52-53. 
Gold. 634-641. 


Cosmos (Dental), XIX, 1877. 
Discussion on Gold. 20-23. Correction, Vol. XX, 29. 
wa Some Gold Fillings Turn Dark. Warner, J. H. 
446 


Best Way to Insert and Finish a Gold Filling. 
Gold Building in Filling Teeth. Chappell, 


462-468. 

Finishing Fillings. Besper, J. AA 558. 
Crystal Gold. ogue 

Discoloration of Gold Fillings. HO 0. 


mos (Dental), <x. 
Cohesive Gold—A R Fletcher. Thos. 96-97. 
Discoloration of Gol ‘Finings 127. 
Filline Teeth With Soft Foil. Dodge, J. Smith. 
158-162. Disc. 162-163. 
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Cosmos (Dental), XX, 1878—Continued. 

Filling Teeth With Soft Foil. Webb, M. H. 202- 
2 Dise. 205-220. 

Packing Gold. 220-231. 

Soft Foil and the Wedge Principle vs. Cohesive Foil 
and the Welding Principle. Weld, George W. 
263-268. 6 illus. 

A Plea for Cohesive Gold Foil. Chupein, Theodore 
F. 379-382. 

Cosmos (Dental), XXI, 1879. 


The New Departure as Viewed in Its Relation to 
Soft i= as a Filling Material. Weld, George 


w. 
The Alloys 7 ampere in Gold Foil. Buckingham. 


108 
Gold Plugs Fifty Years Old. Bowne, E. H. 407. 
Re Tarnishing of Gold Fillings. 535. Reply, 647, 
703. Answer, 647. 
The Use of Soft Foil. Buckland, A. W. 537-544. 
Teeth by Heavy Gold and 


sa Weak 
Se he : se of Smooth Convex-Face Fillers. 
Mills, Geor 


549-552. 

Unannealed Gold Folk Perry, S *, 686-688. Disc. 
688-690. Correction, Vol. X iA. 

Discussion on Lateral Facing Attached to Central 
and Cuspid by Gold Filling. 695-696. Correction, 
Vol. XXII, 53-54. 

Filling of 47 Years Standing. Stellwagen. 698. 

os (Dental), XXII, 1880. 
why Gold | Fillings Tarnish. 392. 
Why Gold aoe Tarnish. Hewes, pd J. Si 


Soft Gold F Tucker, Joshua. 
er With Bote Gold. Aliport. 599-601. Disc. 601- 


Finishing Fillings. Wetherbee. 662. 


mos (Dental), XXIII, 
Random Th Thoughts About Filling ‘Deeth. (With Gold.) 
Van my D. 57-€2. 
Cylinders for Fi ling Teeth With Gold. Bogue, BE. A. 
81-87. Disc. 88. 
Comparative Tests of Gold Fillings Made by Five 
iis rators. Elliott. 98 
Gold Filling 57 Years Old. Williams, N. W. 168. 
Re Non-Cohesive Gold. 335, 447-448. 
Re Gold Foil. 336. 
Cylinder Fillin Friedrichs, G. J. 468- 
Some of Ls roperties of Gold Foil. 


Georg 638 - 
The Merits of Soft and Cohesive Gold as a Filling. 
Blount. 639-641. Disc. 641-643. 


Cosmos (Dental), XXIV, 
Operation A Teeth with. Gold. Cryer, M. H. 
Creat Fillings. 


re Taylor, James. 131-140. Disc. 
About Gold. Spaulding, J. H. 167-168. 
Gold. 257-258. 


—. % wrest Teeth Built Up With Gold. Brown, 


P 

Gold” Filling. Webb, Marshall H. 323-324. Clini 

Extensive and Difficult Operations. Gold Filling. 
Webb, Marshall H. 417-419. 5 illus. 

Gold Fillings. 447-448. 556-557. 

Application of the Rubber Dam and Special Clamps, 
and the Preparation of cae Foil. Webb, Mar- 
shall H. 458-463. 3 illu 

Cohesive and Soft Gold. Seott, J. Clark. 557-559. 


Cosmos (Dental) XXV, 1883. 
Loose-Rolled Gold Cylinders, and Their Use. Webb, 


470. 
Elliott, St. 


M. H. 53-55. 

Relative Strength of ay wy and Non-Malleted 
Gold Plugs. Mors A. 55. 

A Case of Artificial ‘Substitution. (Sena fillings and 
crowns). Bodecker, C. F. W. 13-316. illus. 

Crystal Gold. (Watt's.) Hodson, ; F. P. 402-408. 
Dise. Correction, 502. 

Gold Fillings Cause Mercurial Poisoning! Actual 
Cases to Prove It (?) (Necrosis.) 

mos (Dental) XXVI. 1884. 

Wiliams" Electric Gold. Lord, Benjamin. 209-210. 
Dise. 210-212. 

Gold As a Fillin ~~ 


Material. and Its Mans 

Fillebrown, Thomas. 269-274. Disc. 

Gold Filling. Rhein. 301. Clin 

ae nized Gold Filling. Meigs, 

Gold rilfing. Odell. 369. Clinic. 

Gold Fillings Inserted by Means of a Smooth Burn- 
5 ay the Dental Engine. Bodecker, C. F. W. 


George 8. 367. 





Cylinder Fillings. Bronson, W. A. 539-543. Disc. 
Gold Fillings. Bogue, EB. A. 548-554. Disc. 5d4- 
ar Gomes of - Btw Teeth. Truman, James. 
Mertety Sethod of Filling. Cludius, G. C. 665-668. 


Herbst Method of a me Be eeth. 683-687. 
= a ni an by Herbst Method. Bodecker, C. F. W. 


Cosmos (Dental), XXVII, 1885. 
Hespet & ——— el Filling Teeth. 28-36. 


F. -230. 
Soe Method BE Filling. Abbott, Frank. 300. Disc. 


Herbst Method of Filling Teeth. Bonwill. 371-372. 

Test of the Merits of the Herbst Method of Filling 
Teeth. 416-417. Disc. 417-418, 421-422. Clinic. 

Gold Fillin Nisley, J. C. 418- =. a 

Herbst Method of ling. Rhein L. ee 

Herbst Method of Filling. 606-61 "iio 686. 

Prize Offer for Preparation of Gold for Filling Teeth. 

Polscher, Aug. 768. 


Dental Eclectic, I, 1885. 
Cobestre Gold is the Softest Gold. Atkinson. Sept. 


ital Office & Lab., IV, 2nd Ser. 
Is Golde a Lg a LY Use in "Filling Treeth ? 
Filling Teeth With Cohesive Gold. Shumway, T. D. 
Jan. 3. 
Office & Lab., V, 2nd Ser., 1881-82. 


Dental 
Cohesion or Mechanical Force. Shumway, 
April. Comment, July. 2. 


T. D. 


Dental Office & Lab., VII, 2nd Ser., — 
Review of Manufacture. (A New Form iot of Gold for 
pales oT Chupein, Theodore F. April. 4. 
lected 
Gold’ Foil, July. 3. 
tal Office & Lab., IX, 2nd Ser., 1885. 
Watte "Crystal Gold. April. 6. 


Dental & Oral Science Magazine, I, 1878. 
Saving of Waste. Hodson, J. F. P. 133. 
Failure in Gold Stoppings. Hodson, J. F: P. 140-141. 


Facts (Dental), I, 

Some of the Causes of the > = of Gold as a Filling 
Hitestal. Jan. . Selected. 

Too Much Gold. Martin, J. A. 


April. 8. 
bane} Beating and Gold Leaf. feSine. H. 8S. July. 


Headlight (Dental), II, 188 
Pilling Teste With Cohesive Goid. Shumway, T. D. 
Non-Cohesive vs. Cohesive Gold Foil. Chupein, 
Theodore F. July. 3. Selected. 


Headlight (Dental), 
The —_ of Soft and Cohesive. Gold as Filling Ma- 
rials. Blount, A. A. 10-13. 


Illinois State Den 1883. 
Platinum and Gold Fi Piling 7 Davie J og 1 Clinic. 
Platinum and Gold Filling. Fuller, A. H. . Clinic. 


parogntens Practiti (Dental), IV, 1883. 
Gold ‘Amalgam. Smith, U. 213- 31. Selected. 
Gold Foil in rmany. Maas, Otto. 293-294. Se- 





lected. 
Robinson's Fibrous and Textile Metallic ries. =. 


Gold Filling Restoration. Evans, Wm. 

The Causes’ of the Failure of Gold as a Fillin Me 
terial. Blount, A. A. 588-591. Disc. 1. 
Prettrect. of Gold Foil. Guilford. 596- 507. Ab- 

Kearsing’s Foil. 


Restoration of Contour in Sale, With Porcelain 
Facing. Cunningham. 658-659. 


A 7 — Method aa Fin g Teeth Herbst ect e, 


The Use and By of Gold = tit 
Roussel, A. N. 29-32. . a 


For index and key to classification numbers, see pink sheets. 
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Independent Practiti (Dental), V, 1884—Con- 
tinued. 

Advantages of Gold Foil as a Filling Material. Fille- 
brown, Thomas. 206-207. ash ae 207. 

Robinson's Fibrous oo; 538-539. Ed. 

Herbst’s New Method of Filling Teeth. Miller, W. 


D. 541-543. 
The Herbst Method gf e ais Teeth. Bodecker, C. 





597 - 
A Consideration of the Comparative Merits of Watts’ 
ah Gold Apens Filling Materials. Hodson, 


Independent Practitioner (Dental), VI, 

The Standard of Work on the Natural Teeth That the 
Dentist of the Future Must Be Equal Te. es 
Filling.) Brown, E. Parmly. 66-69. Di 


93. 
Cohesive Gold. Dodge Smith. 69-71. 
The Herbst. Method of Filing Teeth. 270-272. Ed. 
Sancemag Gold Foil. "Pilling John D. 
The oe st ae of of psn. ng Teeth. Bodecker, C. 


Willams ‘Engine Gold” ,... ala 8. 
To — Dentists. (Filling With i Gold.) 551-554. 
Items of Interest (Dental), I, 1879. 
In Annealing Gold Foil. 3. 
Mode of Filling With the Gold and Platina Alloy. 8. 


Items of Interest (Dental), 11, 1880. 
Gold Scraps From Gold Fillings. 7. 
Gold Fillings. ¥%. 


Items of Interest (Dental), III, 1881. 

Repairing Broken Teeth With Go Id. 33. 

wisiens Alloy Fillings. Cressinger, N. G. 35. 
a = Filling Under Water. Smith, George. 44. Cor- 


Making Gold Cohesive. . 
Filling Teeth. (Gold.) Webb, Marshall. 67. 


Items of Interest (Beata, IV, 1882. 


Gold as a Filling. Ge Foster. 8. 

Soft and Hard Go 

Filling a Tooth. (Gold.) chb, ‘Marshall H. 34-36. 
Ammoniated Gold Foil. Black, G. V. 


Tedious Gold Fillings. Quinby, H.C. 99. Disc. 99. 


ms of Interest (Dente). x 1883. 
Gold *eiltings. Patrick, J. 
Properties of Gold Foil. Guitterd. 485-486. 
The Causes of the Failure of Gold as a Filling Ma- 
terial. Blount, A. A. 511-512. 


Items of Interest (Dental), 
A New wy of Filling Teeth 
A. 133-134. 


Tim Abstrac a 

A Gold Filling Removed From the Neck. 136. 

The Discloration of Gold Fillings. Chandler, T. H. 
191. Comment, 

Robinson’s Fibrous and aru Filling for Teeth. 
Brophy, Truman 

Passing Cae Foil Through the’ Flame. 299. 

The Force Necessary to Pack Gold Foil. 300. 

Watt's Crystal Gold. 344. Ed 

Gold Filling, for Children’s Teeth. 476. Ed. 


Items of Interest (Dental), VII, 1885. 

The Standard of Work for the Future Dentist. 
(Gold Building.) Brown, E. Parmly. 14-15. 
Wes Gre Gold. Hodson, J. F. P. 59-61. Se- 

lecte 
Discoloration of Gold Fillings. 134-1 Ra. 
Cohesive Gold. Dodge, J. Smith. 6. Selected. 
How Dentists May Make Their Foil | Cohesive. Dodge. 
J. Smith. -247. Selected. 7-248, Bad. 
Failures Where Gold is Used. Cushing. ° he 
Cohesive Gold is the Softest Gold. 314. 
The Esthetic » Coeetive Dentistry. “Gold os 
Truman, 369-374. Selec 4 
On Fillin Teeth. °*\ Gold.) Webb, 
bie of Proximal A Soe 


Ada peability vs. (Compatibility, 
onwill, W. G. 576. Selec 


Magnetic Gold.) 


* Goa)” Long- 


(re Using Gold. 
ted. , 


Jairus (Dental), I, 1880. 
Finishing Gold Fillings. 510-511. Selected. 


Jairus (Dental), 
a Art. (Gold * Fillings) Flagg, EB. M. 164-167. 


ted. 
Discussion on Operative Dentistry. (Gold Fillings. 
285-319. ns , 


(Gold Fillings.) Brewster, B. 


ee Dentistry. 
360-362. 


Non-Cohesive and Cohesive Gold. Smith, U. 
Jairus (Dental), III, 1882. 
vues Teeth With Cohesive Foil. Betty, EB. G. 106- 


Johnstons’ Dental Miscellany, III, 1876. 
Filling T Teeth. (Soft Foil.) Lord, Benj. 44-48, Disc. 
Cohesive and Non-Cohesive Gold. Harlan, A. W. 417- 

418. Abstract. 


Johnstons’ De Miscellan. 
ee of Gold. Fillings. 


Cohesion vs. Mechanical Force. 


y, IV, 1877. 
Chandler, Thomas H. 
Shumway, T. D. 201- 


Geld. e kin rary Stopping. ht, C. 241-244. 
Rep FoR. 330. Anewer, 405-158. Griticiam, Vol. 

Filling Teeth and Eregggetions of Gold for Filling. 
Taylor, L. C. 471-475. 


Johnstons’ Dental Miscellany, 

Gold, A Temporary Stopping. Weight, ries’ M. 121-125 
Criticism, 241-244. 

Gold versus Plastic Fillings. Pritchard, J. W. 365 


Ihnstons’ Dental Miscellany, VI, 
Gold. illin big Cohesive on Non- :, Gold. 


Disc. 
John poco ——— a Vil, 
Cie. Re A Contest. (re Use a the Mallet.) 


for Teeth. 331-332. 


Soft and Cohesive Foil as Fillin 
ucker, Joshua. 391- 


Filling Teeth With Soft Gold. 
Dise. 423-431. 


Johnstons’ Dental ~~ mea VIII, 1881. 

Gold Filling. 134. Clin 

Cohesive Gold Filling. 174- 175. Clini 

Non-Cohesive vs. Cohesive re Foil. “Chepein, Theo- 
dore F. 201-205. 313-314, Ed. 

Cases in Office Practice. (Gold Filling Too Near the 
i = ce Swelling.) Latimer, C. E. 209. 


ae a The Comparative Value of Various 
Methods of Gold Packing. 211- 

Contour Restoration of the Su tee Central Incisors. 
(Gold Fillings.) Brown, rs gy € -364. 

Cylinder Filling. Friedrichs. 372-375. bstract. 


minary (Reneal, 1 1880-81. 
Cohesive Gold. Allen, M. 35. 
Cohesive Gold. 461. Selected. 


minary (Dental), III, 1881-82. 
Gold” Filling. Williams, N. W. 7. Selected 


Chemistry a and Therapeutics. (Gold “ Therapeu- 
emedy for Caries.) Ford . W. 30-32. 
Gaia” Herbst. 64. 


New Instruments for Packing 
Sel 


ect 

Graveyards “Full of Gold. 87. 

What is the Matter? (re Gold as a Filling Material.) 
Flagg, J. Foster. 89. Selected. 


(Dental), VI, 1884-85. 
Williams, R. 8. 59. 


Lumi 
Electric rex ‘ . 
Selected. 


Gold. Bennett, A. G 


Michigan State Den. Assn. Trans., 1884. 
Methods rv “Materials: for Filling Teeth. (Gold.) 
Moore, E. C. 25- Dise. 29-50. 
uri Dental Jnl., VIII, 1876. 
Cylinders, >=. = "72, Corres. 


Cylinder Fillings. Greene, J. 52-56. 

Test Your Plugs. (Plea for the “Mallet and Cohesive 
Foil.) Kilbourne, E. H. 100-102. Corres. 

Gytnder Milnes ben) ding, C. W. 121-125. 

linder Fillin 130. Corres. 

Pulp _ 8 Cured a and Tooth Plugged at One Sitting. 


Cushi dt mepyovement. (For Gold Screws.) Will- 


neeman on Soft Foil. 180-184 
Cohesive and Non-Cohesive Golde Harlan, A. W. 306. 
Cylinder Fillings. Pearce, D. D. 379-383. 


uri Dental Jnl., IX. 
Use = Cohesive and  Non- Cohesive Gold Foils. 
Thompson, H. C. 17-18. 





For index and key to classification numbers, see pink sheets. 








92 D221 FILLING WITH GOLD FOIL 


Missouri Dental Jnl., IX, 1877—Continued. 
Discoloration of Gold Plugs. 154-156. 
tans versus Gold Fillings. Flagg, J. Foster. 


Gold” ween Amalgam Plugs. 548-549. 
Missouri Dental Jnl., X, 1878. 

Theories and Practice Concerning the Preservation 
of _ Permanent Teeth. Truman, J. 49- 
5. bstract. Selected. 

Building Ate Teeth With Crystal Gold. 108-109. Se- 

King. 


Dental Mallets and Condensing Instruments. 
165. Selected. 


244- 


Missouri Dental Jnl., XI, 1879. 

Fillin With Gold. Watt, Cc. R. 530-52. Corres. 

Cylinder Fillings. Huey, Robert. . 

Proper Management of Proximate Surfaces of the 
eeth. McDonald. G. B. 647. Abstract. 

Discussion on Operative Dentistry. 691-695. 


Missouri Dental Jni., XII, 
The Advocates of the New be arture Cannot Make 
First- Class Gold Fillings. lagg, J. Foster. 501- 


OS. 
The Working _prepeetion of Soft Gold Foil. Tucker, 


Joshua. 511-5 
Missouri Dental Jni., XIII, 1881. 
(Gold.) Park, Edgar. 440-443. 


Contour Fillings 
Selected. 


Missouri Dental Jnl., XIV, 
Non-Cohesive Gold Fillings. pa Method. Crav- 
ens, Junius E. 443-445. Selected. 


Missouri Dental Jnl., XV, 
Preparing Gold Foil. UR, Charles A. Dee. 412- 
413. Selected. 


_ Monthly Review of Den. Surgery, IV, 1876. 
Necessity for the Exclusion of Air as Well as Saliva 
From Large Gold Fillings and the Best Means of 
Obtaining These Results. Bate, Spence. 461- 
Abstract. Disc. : 


Monthly Review of Den. Surgery, VIII, 1879. 
On Gold Filling With Cohesive and Non-Adhesive 
Gold. Field, G. W. 197-204. Remarks, 177-178. 


Selected. 
Piugeee Fillings in Gold. Coles, Oakley. 233-234. 
us. 


i New England Jnl. Dentistry, I, 1882. 
Contour Fillings vs. The Free Separation Method for 
the veemenent Preservation of the Teeth. (Gold.) 
ran 7 
Tooth-Driller. 119. 
Cylinder Fillings. 120. Ed. 


New England Jnl. Dentistry, Il, 1883. 
Robinson's Fibrous Foil. 149. 
Electric Gold Foil. 402. 


New England Jnl. Dentistry, ob 1884. 
A Review. Gold Fillings. Clapp, D. M. 57-64. 
Bobipeca’ s Fibrous and’ Textile Metallic Filling. 222. 


A Consideration of the Relative Merits of Watts’ 
Crystal Gold 2. Dine Filling a Hodson, 
J. F. P. 385-392 aes 


Gold for Filling Teeth. ul 408-412. 
Causes of Discoloration . wild’ Fi Fillings in Teeth. 
Rollins, William Herbert. 421-425. Selected. 


New Jersey State Den. Soc. Trans., 1879. 
Strengthening Weak Teeth by the Use of Heavy Gold 

ons Screws. Mills, George A. 81-84. Dise. &4- 
State Den. Soc. Tra 


Different Preparations of t Gold Used 
Cc. 191-196. Disc. 


New 4 

A Resume of t 
for Filling Teeth. Brown, Geo. 
196-199. 


New York Soc. Trans., III, 1877. 
Post, ty (Gold Filling.) Bogue, BE. A. 


110 
runing With p, Sete Foil. Dodge, J. Smith. 166-175. 

Dine, 
—_ teeth. A Soft Foil. Webb, M. H. 176-179. 


Odon 
Case. 


New York 


Use of _Dasnnesies led Gold Foil. “a0 y. a 158-160. 
Di 10-172. 


York Odontological Soc. 
On thet Use of Cylinders for Filing Teeth With Gold. 
Bogue. 90-96. Disc. 96-97. 
New York Odontological Soc. Trans. 
Method of Filling Teeth With Gold bey Bs "ise of 
Ivory Points. Shumway, Clinic. 
Cynder Fillings. Taylor, Jas. 123- 133. Dise. 133- 


New York Odontological Soc. 
Discussion on Teeth Dissolving hee the Gold 
Filling. 13-18. 


New York Odontological Soc. Trans., 1883. 
Gold Fillings. Bogue. 


New York Odontological Soc. Trans., 1884. 
New Form of Gold. Lord, Benjamin. 13-14. Disc. 


14-16. 
Gold as a Fillin and Its Manipulation. 
Fillebrown, Thomas. 29- Dise 


Material, 


ats” wecenae of Inserting Gold Fillings. “Bodecker. 
des od Fillings. Bronson, W. A. 109-113. Disc. 


New York State Den. Soc. Trans., 1880. 
Cohesive Gold. Webb, Marshall H. 88-92. 


New York State Den. Soc. Trans. 
Comments on poere | Dentistry. 
ing.) Weld, G. 143-152. 


New York State Den. Soc. 


(Cohesive Gold Fill- 


Trans., 1882. 


Gold Restoration of Abraded Dentures. Brown, E 
Parmly. 73-79. Dise. - 
New York State 1885. 
The a maeee, of "piling Teeth. Bodecker, C 
Palmer, 8S. B. 110- 


82-97. 
Discoloration of Gold Fillings. 
12. 


News, (Dental, Knightstown, Ind.), I, 1878-79. 
Discolored Gold Fillings. Chandler, T. H. Aug. 3 


News, (Dental, Knightstown, Ind.), I 
Gold Fillings With Cohesive and Non- Cohesive 2 Gold. 
Field. 37-38. 
Gold vs. Plastic Fillings. 76. Selected. 
Mode of Filling With Gold and Platina Alloy. 101. 
Selected. 
ae ts Facts. (re Gold Fillings.) Robinson, J. 
123. Abstract. 


News, (Dental, Knightstown, Ind.), III, 1880-81. 

Proper Pe ~ ement of Proximate Surfaces of the 
‘Tee old Filling.) McDonald, Geo. B. 15- 
16. Selected. 

Mending Gold we ~ Chem, p, Heoez 6. 

Cylinder Fillings nce Selected. 

Application of the Electric ‘rine in Dental Opera- 
tions. (In the Insertion of Gold — Plastic 
Fillings.) Jenkins. 40. Trans. Selecte 

Soft Foil. Tucker, Joshua. 

Cohesive Gold. Allen, T. M. 98-99. 102. Ed. 
Criticising the Remarks of Dr. Joshua Tucker, of 
Boston, Upon The Working Properties of Soft 

Foil. 126. Ed. 
Filling Proximal Cavities of Incisors With Cohesive 
Gold. North, Gustavus. 137. 


(Dental, Knightstown, Ind.), IV, 1881-82. 
Filing Fee “Teeth — Cohesive Gold. Shumway, T. D. 
Selectec 


Non-Cohesive vs. Cobesive Gold Foil. Chupetn, Theo- 
dore F. 26-27. Selected. 
New Instruments for ‘Packing Gold. Herbst. 101. 
Selected. 
News, (Dental, Knightstown, Ind.), V, 1882-83. 
Gold vs. Amalgam Smith, U. March. 1. Selected. 
Crystal Gold. Tees. Nov. 5. Selected. 


(Dental, Knightstown, Ind.), VI, 1883-84. 
Method” r } aa Robinson's Fibrous Foil. Lyder, 


Murray, Chas. A. Aug. 4. 
ected. 
Conspicuous Gold Fillings. 18-19. Selected. 
New Dental, K pahtntows. 5 Ind. >. vil 
écumenaiels Method of illin Ady t= — 
Gala Milian) 


Cavities in Adult Louse acco 
Williams, M.W. 48-49. Selected. 


Preparing Gola Foil. 
Sel 
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III, 1882-83 


segraghie Snl., 
he venga , An 26-27. Selected. 


Discussion on Crystal Gold. 


Odontograph!- Jnl., a 883-84. 
Gold Fillings. Stoddard, P. L. 140-141. 
Gold Fillings. Ellis, Chas. “J. 144-149. 
togtaphic Jnl., 
eee go “Palmer, Ss. B. 168- 


ane of Gold- Fillings 


Odontolog. Soc. Trans., VIII, 2nd Ser., 1876. 

On the Necessity for the Exclusion of Air, as Well as 
Saliva, From Large Gold Fillings, and the Best 
Means of Obtaining These Results. Bate, C. 
Spence. 159-172. 1 plate. Dise. 173-181. 


Odontolog. Soc. Trans., XI, 2nd Ser., 1878-79 
On ae | Fil ing With Cohesive and Non- Adhesive 
Gold. Field. 122-134. Disc. 135-137. 


Odontolog. Soc. Trans., X VIL 1884-85. 
Herbst’s Method of Gold-Filling by Rotating Burn- 
ishers. Bennett, Storer. 89-1 15 illus. Disc. 


105-111. 

Spemeens Illustrating the Method of Filling Teeth 
by Means of Rotating Points. Bennett, Storer. 
130. Dise. 120-121. 

7. Bennett, Disc. 


2nd Ser., 


Storer. 151-152. 


ontolog. Soc. Trans., XVIII, 2nd Ser., 1885. 
riming by the Rotation Method. Bennett, Storer. 8- 


Odontological Soc. Penn. Trans., 1879. 
Contour Fillings, or Flush—Which and When? 
Guilford, S. H. 18-23. Dise. 23-25. 


Odontological Soc. Penn. Trans. 
The Esthetic in Operative Dentistry. (Gola Fillings.) 
Truman, James. 99-104. Disc. 104-106. 
Watt’s Crystal Gold. Tees. 138-139. Disc. 139. 
Discussion on Gold Filling. 141-142. 


Odontological Soc. Penn. Trans., 1884 
Herbst Method of Filling Teeth. Truman, James. 39- 
40. Dise. 40-45. 


Odontological Soc. Penn. Trans., 
Herbst Method of Filling Teeth. Bonwill, 
ont paaes Restored to a Fractured Tooth. Dixon. 


Ohio State Dental Soc. Trans. 


Discussion on Building Up Teeth. *{Gold Filling.) 


Ohio State Jnl. Den. Sci., I, 1881. 
Discussion on Gold Fillings. 42-43. 
Gold Fillings vs. Amalgam. Williams, N. W. 114-115. 


Corres. Abstract. 

The Merits of Soft and Cohesive Gold, as Filling Ma- 
terials. Blount, A. A. 332-335. 
Ohio State Jnl. Den i, 


Cohesive Gold Fillings. * Bintott 
Filling Teeth With Cohesive Foil.  retty, E. G. 295- 


Discussion on Filling Teeth With Gold. 345-347. 

Filling Teeth With Gold. Butler, C. R. 361-363. 
Dise. 345-347. 

Discussion on Filling Teeth With Gold. 396-399. 

— a New Method, Again. Blount, A. 


Ohio State Jnl. Den. Sci., III, 1883. 
Gold vs. Amalgam. Smith, U. 79-82. 
Preparing Gold Foil. Murray, Chas. A. 336-337. 


Ohio State Jnl. Den. Sel., 1884, 
A Now Methes of Filling Testh (Gold. ) Rehwinkel, 


us. 
The Here Method of Filling Wie < Gold. Black, G. 
66-73. 15 illus. Trans. 1 
Robinson's Fibrous and Textile Filing for Teeth. 
Brophy, Truman, 7- 
Causes of Digectocntions in Gold Fillings in Teeth. 
Rollins, Wm. H. 533-536. 


Ohio State Jnl. Den, Secl., 
Blackened and Discolored Gold Fillings. 
Dana. 4-95. Corres. 96-07. 
Causes of Failure in Dental ¢ rations. (Gold Fill- 
ings.) MelIntosh, F. H. -133. Dise. 133-137. 
Textile Foil. Betty, B. G. si6 319. 
Discussion on The Herbst Method of Filling. 464-467. 


Hayes, S. 


For index and key to classification numbers, sce pink sheets. 


Pennsylvania Jnl. Den. Sci., II, 
On the ng for the Exclusion of ‘Air, as Well 

as Saliva, From Large Gold Filling Bate, 

Spence. 211-215. Abstract. — 2 ‘\ 
Crystal Gold. Tees, Ambler. 327-332 


' Pennsylvania State Den. Soc. Trans., 1878. 
Cylinder Fillings. Huey, Robert. 118-121. 


Pennsylvania State Ben. Soc. Trans., 
Method of i eae J Upon Approximal 
(Gold Fill ongnecker, 


Pennsylvania State Den. Soc. Tran 
Characteristic Properties and Working “Quallites of 
Gold Foil. Guilford, 8. H. 45-51 32-35. 


a (Dental), I, 1880. 
pendent Practitioner. 
Gold Tilines Sixty-Four Years Old. 


Practitioner (Dental), I, 1883. 
Cohesive Gold. Head, Wm. C. 7. 


Practitioner (Dental), II, 1 
Cylinder Fillings. Bronson, W. "4 201-204. Selected. 


ractitioner (Dental), III, 1885. 
The tom of Work on the Natural Teeth to 
Which the Dentist of the Future Must be Equal. 
(re oP Fillings.) Brown, E. Parmly. -56. 


The Inadequacy of Our Resources in Operative Den- 
tistry. (Gold.) Sage, F. W. 179-185. Selected. 


Record (Dental), 1881. 
Cylinder Filling. Priedriehs, G. J. 205-207. Selected. 
Some Remarks on Adhesive Gold Filling. Pidgeon. 
W. J. 244-247. 


1879-80. 
Surfaces. 
16-119. 


(See Vol. II, 
147. 


Record (Dental), II, 
Operative Dental Sur ~%, atthe weve $f Goss 


Into Cavities.) ompson, 
2 illus. 198-209. 18 illus. oa 53 0 in us. 
Filling Proximal ve 2 =. Teeth. (Gold) Mar- 
vin, C. A. 252-253. ted. 
Ammoniated Gold Foil. Slack 253. Selected. 
Pingsie - Alloys. Bonwill, G. W. 413-415. Se- 
ected. 
Gold Fillings. Blount, A. A. 495. Selected. 
Record (Dental), III, 1883. 
Non-Cohesive Gold Fillings. Cravens, Junius E. 10- 
14. Selected. 


— | MR erg Williams, N. W. 564. Ab- 
The =. of the Failure of Gold as a Filling Ma- 
terial. Blount, A. A. 566-567. Abstract. 


Record (Dental), IV, 1884. 
A New Method of Filling Teeth. (Gold.) 
93. Abstract. 
The Use and Abuse of Gold as a Filling Material. 
Roussel, A. N. 93. Abstract. 
Robinson's Fibrous and Textile Filling for Teeth. 
Brophy, Truman W. . Abstract. 
Herbst } cthod of eeeating. Bodecker. 470. Clinic. 
Herbst’s New Method of ad Teeth. (Insertin 
Gold Fillings.) Miller, 511-514. Select 


Catinnare. 


Record (Dental), 

Causes of Dispclaabien = ‘Gold Fillings in Teeth. 
Rollins, W. Herbert. 40-41. Abstract 

The Herbst Method of Filling Teeth. edither. 43. 


»stract. 

On Herbst’s Method of Goid-Fillin by Rotating 
pers. Bennett, Storer. 72-77. Dise. T7- 

ss 

Method of Filing Teeth by Means of Rotating Points. 
Bennett, Storer. 113. Dise. 113-114. 

Merits of the Herbst wg of Burnishing Gold In- 
to Cavities. ay BY 

Perteet Experiences With ‘the ‘Herbst Method of Gold 
Filling. Bennett, Storer. 478. 


Register (Donte). XXX, 1876. 
367-368. Bad. 


A Rag File. 3 
Operative Dentistry. (Cohesive Foil, Rubber Dam, 
Burring Engine.) Thompson, H. C. 473-484. Se- 


lected 


Register (Dental), XXXI, 1877. 
Concersing the Causes of Failures in the Use “. Co- 
hesive Foil, the Mallet, “ ents. H. L. 3-@ 


Gold Foil. How, W. Storer. 








bee D221 FILLING WITE GOLD FOIL 


Register (Dental) XXXI, 1 tinued. 
Principles Involved in Filling Teeth With Gold. 
Palmer, 8. B. -242. 
Gold a Temporary Stopping. Wright, C. M. 346-350. 
Selected. 


Register (Dental), XXXIV, 
Cylinder Filling. Spencer, H. ‘B 16-318. 
Cohesive vs. Non-Cohesive Gold for Filling Teeth. 
Driscoll, . BE. -353. 
Discussion on Preparation of Gold. 453-454. 


Register (Dental), XXXV, 1881. 
Soft Foil. 82-84. Ed. 
New Instruments for the Engine by Means of Which 
—~ Fi ~~ Can Be Rapidly and a and In- 
Kempton, William D. 393. Tra 
and Cohesive Gold as Filling Ma- 


The Siesite of Soft 
493-497. 3 illus. 


terials. Blount. A. A. 


ter (Dental), XXXVI, 1882. 
Filling Tee Teeth Re FH Cohesive Foil. Betty, E. G. 170- 


Methods a Manipulations With Gold in Filling 
Teeth. Morrill, W. 376-383. 


Register (Dental), XXXVII 
Robinson's Fibrous ‘and Textile ‘Hilling. 


Corres. 
Textile Metallic Filling Material. 360-361. 
Annealing Gold. Moore, E. C. . Corres. 
Discussion on Herbst’s Method of Filling Teeth. 


302-303. 


Register (Dental), XX XIX, 1885. 
Protection of the Cervical Border. 
ing.) ee 3, Louis. 5- 
Gold 5. Selected. 
Textile Foil. Betty, E. G. 245-248. 
Discussion on the Herbst Method of Filling. 536- 
mwa 544-547. 


(Gold Foil Fill- 


(Dental, Charlotte, Mich.), I, 1884. 
The Mierbst Method of Gold Filling. th. Selected. 


St. Louis Dental Qaortenty I, 1 
Protection to Poor Gold Fillings. uly. *.. 15. 
Gold and Platinum Foils. July. 21. 
Daneee ra Using Bennnces’ Gold. July. 25. 24, 


orres. 
Hand Pressure and Soft Foil vs. Malletin gee Co- 
hesive Foil. Flagg, J. Foster. Oct. ss- 


Gold a Temporary Stopping. Wright, cM 
36. Selected. " 


Southern Dental Jnl., I, 1882-83. 
Gold ® ER, Amalgam Fillings. Morton, H. R. 343-348. 
Non- oe Gold Fillin oe ri 7 Method. Crav- 
ens, Junius E. 
Crystal Gold. ym H. B Mf00 410. 


Southern Dental Jnl., II, 
Relative Strength of Malleted’ | Hand-Pressure 
orsman, A. lected. 


Fillings. Se 
The Treatment of te = Wall. (Gold Filling.) Has- 
sel, J. F. 298-303. ected. 


Southern Dental Jnl., 1884-85. 
Dr. Capps Method of Filing Front Teeth. (Gold.) 


ected. 
Discussion - Gold Foil. 293-294. 
me ~ —* eee and Textile Metallic Filling. 303. 
ecte: 


Southern Dental Jnl., IV. 
The “Seanaard of Work on the Naterel Le that_the 


Dentist of the Future Must be E 1 to. (Gold 
Fillings.) Brown, E. Parmly. 2 ‘2. Selected. 
The Herbst Method. Rhein, M. 375. 


Discussion on Herbst Method. 378-382. 


Dental Jnl., III, 1885. 
The "Seandacd of Work on the —. — rt 
the Dentist of-the Future Must a a 
a Filling.) Brown, E. } — Ay 21 
ected. 


D221a Mallets, Pluggers, etc. 


See also D221. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 

Concerning the Causes of Failures in the Use of Co- 

pestce Pes. the Mallet, etc. Sage, H. L. 22-31. 
lected. 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
Discussion on Electro- Magnetic Mallet. 16-18. 
The Bonwill Electro-Magnetic Mallet. 135-137. Ed. 


Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Evans, W. W. 522-523. 


Archives of Dentistry, 
The Value Yr the Mallet in | a Teeth. Mors- 
man, A. 337-344. 


Plugeger. 


Archives of Dentistry, II, 
moctite Mallet and | Spring Picsoue. Brown, Parm- 


y. 366. 
Engine and Mallet. Bonwill. 366, 368. Clinic. 


British Dental —y ~ Jnal., 
Best Form of Batter . Use W With t the Electric Mal- 
let. Elliott, St. 


British Dental Asen. Jnl., 1885. 
A Method of Packing Gold by, Nearly Smooth Gems. 
ndes Pluggers. Balkwi F. H. 506-508. 12 


illu 
Two Cavities Pities. Using an Electric Mallet. Cooke- 
pow nee y Clinic. 
itish Jnl. acai Science, XIX, 1876. 
mie Fr ompecnge Mallet. 271. 1 ilius. 


sh Jnl. Dental Science, XXIV, 1881. 
Dr. a th vncdman's ns Upper Stump Forceps and Plug- 
gers. 1091-1093. 


British Jni. Dental } av XXXVI, 1883. 
The Dibble Plagger 
Non-Adhesive Gold + Grayston, W. 935. 


British Jnl. Dental Science, XXVII, 1884. 

Result of a Series of Observations Made with the 
View of Ascertaining which was the Best Form 
of Battery for Use with the Electric Mallet. El- 
seat, St. George. 931-933. 1 table. Disc. 933- 


Cincinnati Med. & Den. Jnl., I, 1885. 
Malleting. 32. 


mos (Dental) 1878. 
On by Use se of Dental Mallets and Heavy Condensers. 
King, James 8. -91. 
Whe F First Used the Mallet in Filling Teeth? 348- 


(Dental), XXII, 
Light’ Wel Weight gs my ‘Under the Dental Mallet. 
Ingersoll, Dwig 180- 
Re the Electro- ae Mallet. Comer, Frank. i. 
The seaaase- Magnetic Mallet. McDonald, George B 


352. 

The isctro- Magnetic 7 aE oe esos 
ment and Movement of its Parts, = % 
ment of the Battery. Webb, Marshall i 
504. 4 illus. 


Cosmos (Dental), XXIII, 1881. 
Filling Teeth With Gold by Means of Ivory Points. 
Shumway, T. D. 487. Clinic. 


(Dental), XXIV, 1882. 
The Mallet in Cohesive Gold Work. Morsman, A. 
616. Pneumatic Mallet in Its Attachment to the 
Dental Engine. LaRoche, Wm. T. 652-653. 


XXXVI, 1884. 


mos (Dental) 
357-360. 


Bonwill "Mechanical Mailet.” 


For index and key to classification numbers, see pink sheets. 














Cosmos (Dental), XX VII, 1885. 
Smooth Pointed Instruments for Condensing Gold. 
A tt, Frank. Dise. 300- 
Improvement in the Handle of the Hand Mallet. 318. 


Dental Office & Lab., V, 2nd Ser., 1881-82. 
Electro-Magnetic Mallet. Webb. April. 1. 


Facts (Dental), I, 1885. 
Electro-Magnetic Plugger. Brown, E. Parmly. April. 
15. Selected. 


Independent Practitioner (Dental), IV, 1883. 
Pneumatic Plugger. Rich, C. F. 431-432. 


Jairus (Dental), I, 1880. 

Impacts, and the Law that Governs Them. 
lets and Pluggers.) Robinson, W. H. 
1 table. Selected. 


Jairus (Dental), II, 
Dental Tournaments. tre Mallets and seath Filling.) 
Robinson, W. H. 492-495. 2 tables 


rus (Dental), III, 1882. 
A sa ——*- in ee a to the Use of the Pneumatic 
Plugger. 


(re Mal- 
272- 


Johnstons’ Dental Miscellany, VI, 1879. 
Oblique Points for Mallets. 278. 


mstons’ Dental Misceliany, VII 
Pluggers, P eee Considered." | w. 


Johnstons’ Dental Miscellany, VIII, 1881. 
Anti-Mallet. 394-395. Ed. 


ssouri Dental, Jni., X, 
Dental M Mallets and Genteaea Bintousscsen. King. 
165. Selected. 


Missouri Dental Jnl., XI, 1879. 
Impacts pee the Law that Governs Them. Robinson, 
W. H. 191-197. 1 table. Selected. 


Review 


Monthly of Den. Surgery, V, 1876-77. 
Pneumatic Mallet. 367. 


“Coles, Oakley. 


New York Odontological Soc. Trans., III, 1877. 


Electro-Magnetic Mallets. Bonwill, W. G. A., Webb, 
M. H., and Dexter, J. BE. 150. 
6, (Dental, Knightstown, Ind III, 1880-81. 


Rapid ‘Work. —To Test the Merits of ‘ee Favor- 
ite Mallets. (A Contest.) 38-39. Selected. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
Anti-Mallet. Shumway, T. D. 77. Selected. 
(Dental, Knightstown, Ind.), V, 1882-83. 

i and-Pressure 
orsman, A. 2. Selected. 


ews, 
Relative Strength of = ~ 
Fillings. 


D221a MALLETS, PLUGGERS, ETC. 


For index and key to classification numbers, see pink sheets. 
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Odon . Soc. Trans., IX, 2nd Ser., 1876-77. 

——— PChisels in Connection Ma Kirby's Pneu- 
matic Mallet. Coles, Oakle 68-69. 

Description of a Pesquats Mallet and Dental Eng- 
ine. Hunt. 190-191. = 

Two Forms of Electric Malle Field. 191-192. 


Odontolog. Trans., XVI, 2nd Ser., 1883-84, 
Electric Mallet. SRiliott, St. George. 279-280. 1 table. 
o enn. : ee 1879. 

aitet. Soe onwill 40. 

Odontological Soc. Penn. Trans., 1881. 
Electro-Magnetic Mallet. Webb. 98. 
Electric Mallet. Bonwill. 99. 


Ohio State Jnl. Den. Sci HEE, joes 
Discussion on Electric Mallet. Comment, Vol. 
IV, 86. Reply, 185-187. 


Odontol 
Mechanical 


nnsylvania State Den. Soc. Trans.. 1879-80. 
The "Blecteo. Magnetic Mallet. M’Donald. Geo. B. 37- 


The Electro-Magnetic Mallet—Construction, Adjust- 


ment, and Movement of Its Parts and Manage- 
ment of the Battery. Webb, Marshall H. 119-129. 
4 illus. 
(Dei 

The MBlectro- Magnetic. Naallet. Comer, Frank. 194- 
198. 1i 

The Electric Mallet—Its Construction and Action. 
Ladmore, BE. J. 481-487. 5 illus. 
Record (Dental), IV, 1884. 

Mallet. Elliott. 461-462. 


Experiments on Batteries. Elliott. 322. Disc. 322. 


Register (Dental), XXXI, 1877. 
Concerning the Causes of Failures in the Use of 
Cohesive Foil, the Mallet, ete. Sage, H. L. 53-62. 


Register (Dental), XXXII, 1878. 
Automatic Plugger. Templeton, J. G. 431-432. Cor- 
res. 


Register (Dental), XXXIII, 1879. 
— ort the Law That Governs Them. Robin- 
W.H. 147-154. Correction, 221. 


(Dental, Charlotte, Mich.). I, 1884. 
Single 8 Stroke Electric Mallet. Morrison. J. B. 16. 


Southern Dental Jnl., II, 1883-84. 
Relative Stren th of Malleted and Hand-Pressure 
Fillings. orsman, A. 34-35. Selected. 


rn Dental Jnl., III, 1884-85. 
The —— "of the Mallet in Plugging Teeth. Mors- 
man, A. 373-380. Selected. 


Southern Dental Jnl., IV, 


Mechanical Mallet and hon" *Sonwill. 255. 











D222 Filling with Amalgam. 


See also D22. 


Advertiser (Dental), VII, 1876. 
The Use of Pestles and Mortars for Mixing Small 
Quantities of Amalgam. etc. Fletcher, Thos. 
eat | —Its Use and Abuse. Fletcher. Thomas. 113- 


Advertiser (Dental), X, 1879. 


sae ee Departure. (Amalgam.) Fletcher, Thomas. 


Mixing Amalgam. Fletcher, Thomas. 8-9. 
Ameigems in Children’s Teeth. Chase. Henry S. 49- 


vertiser (Dental), XI, 1880. 


Plastic’ Fillings. (Amalgams.) Chase, Henry 5S. 
58. Selected. 
Washing Amalgams. Fletcher, Thos. 102-103. 


Some Experiments With Alloys of Paladium for 
Amalgams. Fletcher, Thos. 111. Selected. 


Advertiser (Dental), XII, 1881. 
Pathology and Therapeutics. (From a Conservative 
i aad Departure” Standpoint.) Howard, F. E. 


1-7 
A Criticism on the New spqoentare. Fletcher, Thos. 
8 Corres. Reply, 122-123. 


Advertiser (Dental), XIII, 1882. 

Dr. Talbet and His Experiments 
Amalgams, Roaches, Etc. ayr, 
Selected. 


Advertiser (Dental), XIV, 
oe —_— Exposed Nerve. 


With Mercury, 
Chas. 49-54. 


10. Se- 
by Swallowing Large Amalgam Filling. 


1883. 
(Amalgam.) 


ecte 
Death Caused 
13. Selecte 


Advertiser (Dental), XVI, 1885. 

The Utilization of Waste Scraps of Old Amalgams 
and By-Products of Dental Practice. Mayr, 
Chas. 43-44. Selected. 

Re = ams. Fletcher, Thos. 85-87. Corres. Se- 


The ‘Poisonous Effects of Amalgam Fillings. Fletch- 
Thos. 89-90. Corres. Selected. 
Bonwill’s Method of Filling With Amalgam. Bon- 
will. 129-130. Selected. 


American Dental Assen. Trans., 1880. 
Oral Electricity and the New Departure. Patrick, 
John J. R. 57-70. Dise. 70-99. 


American Dentist, (Elgin, Il.), I, 1883. 
Save Your Waste Amalgam. April. 5. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 

The Use of Pestles and Mortars. 38-39. Selected. 

Report of Committee on Plastic Filling. (re Amal- 
gams and Gold.) Cutler, 8S. P. 337-343. 

The Amalgam Question. Hodgkin. 433-438. 


American Jnl., Den. Sci., XI, 3rd Ser., 1877-78. 
The Anan Fever. 281-282. lected. 
Plastic Filling, and the Basal Principles of the New 
ve aay Flagg, J. Foster. 556-562. (Cont. in 
0 


n Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
Plastic e Filling and the Basal Principles of the New 
Departure. (Cont. from Vol. XI.) Flagg, J. 
Foster. 1-18. 87-89, Ed. 
New Departure. (re Amalgam Fillings.) Donald- 
son, 
sncige > for Tooth Filling. 418-421. Selected. 424- 


American Jnl., Den. Sci., XIV, 3rd Ser., 1880-81 
Washing Amalgams. Fletcher, Thos. 182. Selected. 
Pathology and Therapeutics—From a Conservative 

New Departure Standpoint. Howard, F. EB. 460- 

469. Selected. 


American Jnl. Den. Sci.. XV, 3rd Ser., 1881-82. 
Oral Electricity and the New Departure. Patrick, 


John J. R. 193-210. Selected. 
he Newest of Our Creeds. (N: 7. Departure.) 
Hodgkin. 348-360. Criticism, 521-5; 522. Ed. 
The  <ageeatey and Physiological Action of Mercury 
Used in Amalga 


am Fill 25. Talbot, BE. 8. 433- 
445. Comment, -526. Selected. 


477-475. 
ected. 
Oxygenation of Amalgam. Mills, G. A. 480. 


American Jnl. Den. Sci., XVI, ~ o. +» 1882-83. 
The ey Question. ay in, J. B. 140-141. 
No ae on from Amalgam Filling. Chase, Henry 


Ss. 

An iy ~- Amalgams. 526-527. Selected. 

A Conclusion Not Warranted by Facts. (Death 
Conses by a Swallowed Amalgam Filling.) 574- 


575. Selected. 
Filling Ov = Exposed Nerve. 575-576. 


The Use of Platinum in Amalgam Alloys. 


(Amalgam.) 


n Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
Amal ——¥ Fillin 83-85. Selected. 
‘se and Abuse of Amalgam. Thompson, A. H. 
* 113. 121. Selected. 


American Jni. Den. Sci., XVIII, 3rd Ser., 1884-85. 
Amalgam Notes. Bogue. 381-382. Selected. 
The = in Amalgam Fillings. Caboll, G. C. 393- 


Selected. 
Hand Mortar = Mixing Amalgam. Genese, D. 423- 


American Jnl. Den. Sci., XIX, 3rd Ser., 1885. 
Some 2 See on Amalgam Fillings. “Tomes, C. 
130. Dise. 130-132. Selected. 

The » + Effects of Amalgam Fillings. Fletch- 

er, Thomas. 185-186. Selected. 
7 Saou Question. Hardman, J. 360-366. Se- 
ected. 


American Medical Assn. Trans... XXXIII, 1882. 
Injurious Effects of ay my Used in Dentistry. 
Talbot, Eugene 8 


Archives of Dentistry, I, 1884. 
New Dental Amalgam. Best, E. H. 37. Selected. 
Experimental Tests of Some of the Best Known Am- 
algams. Elliott, St. George. 70-71. Dise. 71-72. 


Selecte 
Amalgams. “Patrick. 314. Disc. 314-316. 
Amalgam Note. Bogue. 571-572. Selected. 
rchives of Dentistry, II, 1885. 
The ‘Tae Effects of yt F—- Fillings. 


Fletch- 

er, Thomas. 371-372. Selected. 
Brief (Dental), I, 1881-82. 

That Amalgam Again. Ford, W. W. April. 5-9. Se- 

ecte 

The Use of LS a in Amalgam Alloys. April 
19. Selected 

Another Departure. (re Alloys.) April. 25-26, Ed. 


ron and Reliable a 1 to Test an Alloy or Amal- 


Pp 
Dental Chemistry and or (re Amalgams.) 


For w. - ected. 
Amalgam Filling. Kingsley. Dee. 4-5. Dise. 5. 
Alloys a1 and Amalgams. Dec. 6-7. Ed. 
British Dental Assn. Jnil., I, 1880. 
Palladium Amalgam. 270. 
Mercurial Amalgams. Cunningham, M. G. 474-475. 
British Dental Assen. Jni., II, 1881. 
Dise. 271- 


Cutting Up Amalgam. King, Roff. 271. 


British Dental Assn. Jni., III, 1882. 


The Physiological Action of "Amalgam Fillings. Tal- 
bot, E. 8S. 88-89. Abstract 

Incisor Amalgam. Chase, .. 

= —— 1 From Amalgam Fillings. 559-560. Ab- 
8 

Preparing Amalgams. Cunningham. 566. 
British Dental Assn. Jnl., 1V, 1 

Amal -— of Cadmium. Fletcher. icues, 90-91. 

stract. 
A New Phase of the Amalgam Question. Keith, Mel- 


ville. 152. Abstract. 
A New eae sas Ptegpente. 
Fillin 56-157. 
Dr. Davi dager’ Amalgam Alloy. 256. 
The Uso ond and 7 of Amalgam. Thompson, A. How- 
ar 


(Fatality of an Amalgam 


For index and key to classification numbers, see pink sheets. 




















British Dental Assn. Jnl., IV, 1883—Continued. 
Contour Amalgam Fillings. Cunningham, George. 
485. Dise. 485-487. 


British Dental Assn. Jnl., 1834. 


Experimental Tests of ae of the Best Known 
Amalgams Now in the Market. Elliott. St. 
George. 87-88. Disc. 88-89. 

On Contour Amalgam Stoppings. Cunningham, 
George. 142-148. 

Amalgams. Hallam, F. H. 254-255. Corre: 

Davis cee Gold Amalgam Powder. Tod, BK. M. 
7 orres. 


Jamieson’s Eclipse Amalgam. 746-747. 
British Dental Assn. Jnl. VI, 
Re Amalgams. 190. Corres. Criticism. 252-253. 
Dr. poor 8 puaeee ¢ of Amalgam Filling. Ewbank, 
‘orr 
Fillings. 414-415. Disc. 


Amalgam ‘Pomes, Chas. 


415-418. 


British Jnl. Dental Science, XIX, 1876. 
The Wet Packing Test. Fletcher. Thomas. 8-9. 
How to Improve the Colour of Old ‘Amalgam Plugs. 
Fletcher, Thomas. 412. 


British Jnl. Dental Science, XX, 1877. 


To Users of Amalgams. Fletcher, Thomas. 404. 
A New Sponge Amalgam. 
Slayton’'s reg Amalgam. Fletcher, Thomas and 
Dunn, 752-754. 
British Jnl. Dental Science, X XI, 
Amal — <a and Their Defects. * Bridgman, 
2-37. Comment, 89-91. Dise. 172-174. 
Reply iva: 176. 221-226. Criticism. 279-281. 
Reply, 327-332. Answer, — 
“108-109. 


Discussion on Metallic stopmnes . 
The New Departure. 318 Selecte 
oe ey Mercurial Amalgams as Teeth Fillings. 


British Jnl. Dental Science, XXII, 
A Method of Testing Amalgam and Other” Fillings by 
cs Pressure. Brownlie, J. R. 24-30. 5 


Te Se Departure. Fletcher, Thomas. 69-71. Se- 
Discussion on New Departure. 87-94. 

A New Departure. Matthew, Charles. 345-346. 
Mercury for Dental Purposes. 

Criticisms and Reflections on Dentistry. (re New 


Ribolla, Luigi. 571-577. 


Departure.) 
Bensted, C. S. 504. Cor- 


ous = Amalgam Fillings. 


Sew “Princi »les in Dental Pathology. A Review of 
the So-Called New Departure. Barrett, ww. SG 
611-619. Selected. 


British Jnl. Dental Science, XXIII, 1880. 
Some Experiments With Alloys of Palladium for 
Amalgams. Fletcher, Thomas. 364 
see Differential Balance for Amalgams. 659. 
us. 


British Jnl. Dental Science, XXIV, 1881. 
Dental Pathology and Therapeutics: From a Con- 
servative “New Departure” Standpoint. Howard, 
F. E. 124-132. Selected. 
Justice to Amalgam. Noyes, E. 136-138. Selected. 
Scientific Accuracy. (A Criticism of Dr. Patrick’s 
Remarks on Amalgam.) 138-139. Ed. 
The Causes of Contraction in Ageeinemne. Siedentap, 
Fletcher, 


Selected. 881, Corre 
The Use of Platinum in Amalgam ‘Alloys. 
Thomas. 858-859. 
Copper Amalgams. Fletcher, Thos. 1112-1113. Cor- 
res 
British Jnl. Dental Science, XXV, 1882. 
The Eclipse Platinum Amalgam. 
The New Departure Fillings. 309- 
310. 356-357. Corres. 
The pint and Phy siological Action of Mercury 
as Used in Yow illings. Talbot, E. 8. 
-489, 546-551. Dise. 551-554. 
Eclipse Platinum Amalgam. Jamieson, J. 867. 
Amalgams. Gregory, EP. 
Sulphuric Acid in Amalgams. 1000. Selected. 
New Amalgam Filling. 1148-114 


British Jnl. Dental Science, ahs 1883. 
Amalgams. 630-631. Corres. 
The Use and Abuse of Avie. Thompson, Alton 
Howard. 679-681. ected. 
Dr. David Taylor’s Amalgam. 763. 


Hardie, James. 
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On Contour Amalgam Fillings. Cunningham, G. 925. 
Abstract. Dise. 925-926. 


Amalgams. Chandler. 1072-1073. 
Some of the Properties of Amalgam—Shrinkage. 
Brownlie. 1167. Abstract. 
A Method of Testing Amalgam and Other Fillings by 
yi": ressure. Brownlie. 1168-1169. 
stract 


British Jnl. Dental Science, XXVII, 1884. 
A New Dental Amalgam. West. 29. Abstract. 
i mm eS Amalgam Fillings. Scott, U. 


The Result of Comparative Experimental Test of 
Some of the pemesers Amalgams in General Use. 
Elliott, St. George. 278-279. Disc. 379-381. 


British Jnl. Dental Science, XXVIII 
The ly ws Effects of Amalgam Fillings. 2 gs ‘Talbot, 
E.S. 513-517. Selected. Comment, 
Qualities of the Different Amalgams. Sorineaela, w. 
816. Corres. 
The Employment of Palladium and Amalgams in 


Dentistry. 924. 
Bonwill’s Method Not the Best. (re Amalgam Fill- 
963-964. Sel 


ings.) Genese. ected. 
Amalgams. England, Walter J. 1122-1128. 
Amalgam Solvents. Miller, W. D. 1137-1138. Se- 


lected. 


California 8S. Dental Assn. Trans., 188 
The Plain. Record of the New Departure. _——" J. 
Foster. 182-186. 


Canada Jnl. Dental Science, IV, 1877-78-79. 
To Ba og ff. Amalgams. Fletcher, Thos. 31-32. 
ep 
A Pie & Amalgam. Hyndman, A. W. 69-71. 
New Departure. Flagg, J. Foster. 79-83, 102-103. 


Corres. 
The New Departure. Wells, C. H. 98-99. 


Connecticut Valley Den. 8 Trans.. 


oc. 
The New Departure. Shepard, L. D. 215- a Dise. 
144-147. 


Cosmos (Dental), XVIII, 
To Amalgamites. Doremus, 477. 
—_—— one Quick Setting Gold Amalgam. Bogue, 


Amalgam Crown. Francis, C. - 518-519. 

Amalgam Filling. Bogue, E. 524. Dise. 524-527. 

An Additional Testimony on the Amalgam Question. 
Hirschfield, H. Tiburtius. 591-595. Disc. 595. 

Amalgam. 672. 


Cosmos (Dental), XIX, 1877. 
Mixing Amalgam. Rich, John B. = 
Amalgam Carrier. Elliott, W. St. G. 
snip. ee, Frank H. 615- aie “Reply, Vol. 


How Amalgams Are Made. 


616. 
New a cations in Amalgam Instruments. Elliott, 
w . G. 646-647. 


Cosmos (Dental), XX, 1878. 

U pper “3 Roots Built Up With Amalgam. Guil- 

The New Departure.—Amalgam. Francis, Charles E. 
(The Two Creeds Compared.) 

Amalgam. Roussel, A. mA an” 

The New Departure. 

Amalgam and the Late ory B. corneas, 351-352. 

The New Departure. Palmer, 8. B. 426-4 

The anne — Theory of the ey , Sana 

war 
The New I Departure. Shepard, L. D. 499-506. Disc. 


Mixing ‘Amal am. Faught, L. Ashley. 519. 
Correction o ac he New Departure. Chase, 


The New Departure. 
174-175. Ed. 


enry S. ‘ 
Why Do Filling Sail? The Electro-Chemical The- 
ory of the “New Departure” vs. Defective Manip- 


ulation and Defective Structure. Trueman, 
. 501-604, 657-665. 


Re an Amalgam Filling. Speck, Thomas J. 632. 
ee for Tooth Filling. Van Denburgh, D. 


Cosmos (Dental), X XI, 1879. 

The New Departure as Viewed in Its Relation to 
1 as a Filling Material. Weld, George W. 

The New Departure. 33-38. 

The Ideal | ‘ond the New Departure. Thomp- 
son, A. 69-74. 
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Cosmos (Dental), XXI, 1879—Continued. 
The New Departure,—What . Believes and What It 


Contenss- Chase, Henry S. : 
Reply to Cc. Barrett's “Review of the New De- 


parture. wi Plagg, J. Foster. 201-205, 258, 315- 


1. 
Oral a Ay PO aad New Departure.) Chase, 


Henry 

Re Hardenia Amalgam a Second Time. Kirk, Ed- 

New Principles in Dental Pathology. A Review # 
the So-Called New Departure. Barrett, W. 


Ama 1ms. Essig, Charles J. 335-344. Disc. 344- 
The True Inwardness of the New Departure. Flagg, 


. (The New Departure.) 
Flagg, J. Foster. 423-427. 

The Situation. (The New Departure.) Faught, L. 
Ashley. 553- 


556. 
Some Notes on the New Departure. Cutler, 8. P. 
580-585. 


576-580. Disc. 
The Accepted Creed.—Proper Practice. (ee P 


Departure.) Webb, Marshall H. 623- ise. 


Eclecticism in Dental Practice. oe New Departure.) 
Redman, J. Henry. 676-677. 


Cosmos (Dental), XXII, 1880. 
Alloys and pi 3 Chemically Considered. Howe, 
5° Morgan. 187-194. Disc. 194-200. Correction, 


280, 367. 
Re Amalgams. Clowes, J. W. 357-358. Disc. 358- 
Hew, Amalgam That Has Become Hard Can Be Used 
Test, for ‘Cadmium in Amalgam Alloys. Howe, J. M. 


-4 
Food for Thought. The New Departure. Flagg, J. 
Foster. -533. 


Cosmos (Dental), XXIII, 188 
Somptitng About Metal Fillings Niles, Edward 8. 


Re Amalgam Formulae. —_ 

Re Expansion of Amalgam ot W. E. 168. 

Amalgam: Its Defects and the Progress Made in 
Improving It. 266-270. 

Gold Point spetremest as an Amalgam Carrier. 


Richmond, C. 

Another Fact About Amalgams. Chase, Henry S. 

The Plain Record of the “New Departure.” Flagg, 
J. Foster. 411-415. 


Cosmos (Dental), XXIV, 1882 
The Ameigem Question. Flagg, "J. Foster. 237-242, 
364-370, 429-435. 


313-318 
Plastic Gold pK, an™. W. G. A. 422-426. 
‘Acid Taste. 502. 


Dise. Vol. XXV 
Amalgam Filling AL, 
ith Amalgam. Hale, Edw. 


meee Filling Teeth 
On Amalgam for Stopping Teeth. Gregory, E. 559- 


mos (Dental), XXV, 1883. 
The Ce se > and a of Amalgam. Thompson. Alton 


Howard. 
A New Dental Amalgam. Best, A. H. 639-645. Re- 


marks, Vol. XXVI, 124-126. 


Cosmos (Dental), XX VI, 1884. 
To Polish Amalgam Fillings 382. 

The Spheroidal Weadeney’ ¢ of Amalgam. 
Smith. 393-397. Dise. 397-405. 
Oral Electricity and the New Departure. 

gam.) Patrick. 499-500. Disc. 500-501. 
Amalgam. 533-539. 
Amalgam Practice. Arrington, B. F. 574-575. 
Cosmos (Dental). XX VII, 1885. 
Copper Amalgam. 476-478. 
Dental Office & Lab., V, 2nd Ser., 1881-82. 
Discussion on Sullivan's Copper Amalgam. Jan. 1-2. 
Amalgam. July. 4. 


Dental Offire & Lab., VI, 2nd Ser., 1882-83. 
Amalgam Alloy. April. 5. 


Dodge, J. 
(Amal- 


Dental Office & Lab., VII, 2nd Ser., 1883-84. 
Gold and Platina Alloy. Juiy. 3. 

Dental Office & Lab., IX, 2nd Ser., 1885 
Amalgam. Watkins. 8.C.G. April. 7. 
About Amalgam. July. 5-6. 


& Oral Sci 
Plastic. Filling. and the he Ba 
Departure. Flagg, J, Foster. 3-19. 
Pindas ia Large Amalgam Stoppings. Hodson, J. F. P. 


The New “Departure Burrus, A. P. 152. 
Amal Pm. Fillers or Pluggers. Elliott, St. George. 


New "Principles in Dental Pathology: A Review of 
ea So-Called New Departure. Barrett, W. C. 


Thoughes” Upon the Electrical Aspects of the New 
pepastare. Dexter, James . 278-275. Disc. 


I, 1878. 
Principles of the New 


Facts (Dental), 
Amalgam Fillings. April. 10. Corres. 
Mercury. Fleming, April. 10-11. 
Component Parts of an Peal gam. Fletcher, Thom- 


as. Oct. 
That Mercurial “Poisoning. Fletcher, Thomas. Oct. 


Headlight (Dental), II, 1 
New Departure. Robertson, S. "6. Oct. 3. 


ht (Dental), VI, 1885. 
poe ——p - h-~ Miller, WwW. D. 


Herald of Dentistry, L SSS. 
Ham-Cured Amalgam. 10. 
Dr. giusts, 4s Last Effort. ‘on the New 


x ~ Review 
Test Tubes for Amalgams. Sept. 9. 


Herald of Dentistry, II, 1882-83. 
An Idea on Amalgams. April. 4-5. 


Herald of Dentistry, III, 1883-84. 
The Amalgam Fraud. July. 8. 


Illinois State Dental Soc. Trans. 
The Chemistry and Physiological Ketlon “of Mercury 
oo Used in Aneleam Fillings. Talbot, E. 8S. 112- 
b ise. 


Independent Practitioner (Dental), II, 1881. 
Death From an Amalgam Plug. 199. Selected. 


Independent Practiti 

The <aeiey and Physiological “Ac pohy ot Mercy 
as Used Amalgam Fillings. Talbot, Bt. 
240. Selected. 


Independent Practitioner (Dental). 
Sages Cysee of Death. (re an Peaaeh filing.) 
Gold vs. Amalgam. Smith, U. 213-215. Selected. 
Composition of Different Amalgams. 541. Selected. 
Amalgams. Elliott. 656-657. 


Independent Practitioner (Dental), V, 1 
In Union, Strength. (New Departure.) 
The '‘Sphe siaai Tend f Amal Dodge, J 
Oana wageees of malgam. odge, J. 
Sm 315-317. Dise. 317-318. nt ” 
pa, Watkins, 8. C. G. 552-557. 


Independent Practitioner (Dental), VI, 


136. Selected. 


Departure. 


884. 
Dodge, 


2 tables. 


Amalgams. Elliott, W. St. rge. 62-65. 
Straining at a Gnat. (The Poisonous Effects of 
Amalgam Fillings.) Francis, Charles E. 238- 


243. Criticism, 393, 44 puowss. 447-448. 
Amalagam. Wingate. John D. 
Amalgam Solvents. Miller, W. pe 527-528, 


Iowa State Den. Soc. Tran 

Discussion on Is It Admissible to Make an Amalgam 
Filling by the Side of a Gold One, Especially 
Near or Under the Gums? 45-46. 


Items of Interest (Dental), I, 
Gueme « of Failure of Amalgam Pilines. 2. 
ma ‘ 
Addition of Gold and Platina to Amalgam. 4. 
Mode of Filling With the Gold-Ané rue Allo 4. 
Gold-and-Platina Alloy Fillings, Plated With Gola. 4. 
Mode of Filling With the Gold and Platina Alloy.23. 


- ae ie ie yo aes att H 

- e ercury in malgam n Injurious? 
Fletcher, Thos. 12-13. - - ’ 

Death from an Amalgam Piug. 13. 

One Way to Mix Amalgam. 8, 

Finishing Alloy Fillings. Ros H D. B. 29. 

Mixing Amalgams. ag be oe EB. P. 35. 

The New Departure. Vers, H. L. 44. 


~ 
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Interest (Dental -~ IV, 1882. 


The ‘tse Use’ of Platinum 1 in A gam Alloys. Fletcher, 
os. 7. 
Sasimeaites. Mills, G. A. 8. Selected. 
—— Ls os After All. } ow ll Fillings.) 
owes, J 


How Some Ainalgams are are Pe 58. 
Mercury in Amalgams. 163-1 


Items of Interest (Dental), V, 1 
A Mercurial Moment. (re Amalgam. s Beers, W. Geo. 
10-11. Selected. 
The New Departure. Patrick, J. R. 38-40 
on Amalgam. Driscoll, W. E. 73. Selec 
No a ee From Amalgam Fillings. 
enry S. 
Death From Amal gam Filling. 124. Selected. 
The Composition of Different Amalgams. 477. Ed. 


” Chase, 


Items of Interest (Dental), VI, 1884. 
A Case—Amalgam. 132. Selec ted. 
T- 173. Selected. 


Amalgam. ee. Thomas. 

Amalgam. Wilso N. 

Amalgam. Watkins, S. C. G. 556-557. Selected. 
Items of Interest (Dental), VII, 

Mixing Amalgam. Miller, William, B oe 9-21. 

Amalgam. Taggart, W. & 36. 


Amalgam. Taggart, W. 61. 
Straining at a Gnat (The a Bitosts of Amal- 


gam. Fillings. ) rancis, Chas. 298-302. Se- 
The Atmosphere of the Leshtes- + ae (re Amal- 
m Fillings. Taylor, C. Corres. 398- 


Amalgam : Bert in the Crown of a Vital Molar 
Causing 8 Copgetet Inflammation. Peirce, 


Saami ee | ee - and Merits of Amalgam. 419- 
Does Amalgam Produce Inflammation of the Teeth? 
Dr. Bonwill's Mode of Filling Teeth. (Amalgam.) 


Mercurial Poisoning. Fletcher, Thomas. 495. 
Mercury in Amalgam Fillings. Bogue. 578. 


Jairus (Dental), I, 
The Po Sp -Glass = Eye Witness. 


ame. Piterior Uses of Amalgam. Hardman, J. 213- 


Robinson, 


Jairus (Dental), III, 1882. 
eet ae Poisoning From Amalgam Fillings. 129-130. 


Jairus (Dental), IV, 1883 
ne Effects of Mercury as Used in Dentistry. 
Talbot. 13-14. Abstract. 


Johnstons’ Dental Miscellany, III, 1876. 
Amalgam and Arsenic in Europe. Wright Cc. M. 7-10. 
Ameen Mercury—lIts Use and Abuse. Castle, A. C. 


Johnstons’ Dental Discellany, IV, 187 
Notes on an Old Amalgam and Luts “Stoppings. 
Rowney, Thomas. -238. 
Amalgam Fillings. Land, C. H. 314-315. 
Gold-Silver-Tin amore. Chase, Henry §8. 
Plastic vs. Gold Fillings. Weiss, ge 477. 


Johnstons’ Dental Miscellan 
ng am Stopeiags and Ther Detects. 
omas. 150. Selected. 
The Now Departure. 159-160. 
oa pes lastic Fillings. 


Fletcher, 


Pritchard, J. W. 365- 


Johnstons’ Dental Miscellany, VI, 187 
—— on Plastic Fillings versus dela’ F'llings. 


Johnstons’ Dental Miscellany, VII, 
Eclectic Practice in Dentistry. (re 5 FP Bepantece) 
Palmer, Stewart -19 
Discussion on Testing Amalgams. 225-228. 
Discussion on The Composition of Amalgams. _ 298- 


Oral Blectricity and the New prpertars: Patrick, 
John J. R. 392-304. Abstract 


Johnstons’ Dental Miscellany, VIII, 1881. 
New Departure. Flagg, J. < ter. 35-36. 
New Departure. Howard F. BE. 75. b 
Oral Blectricity ane the New a rceeaaes Patrick, 

John J. R. 156-157. Abstract 
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Laminesy (Dental), I, 1879-80. 
Amalgam Fillings. F agg, J. Foster. 


Luminary (ented, TS II, 1880-81. 
Some Ulterior Uses of —- at Hardman, J. 3. 
Pushing Out of Fillings. ected. 


(Beate), aaa, ai 
ae Drisco 7. Selected. 


Amalgam. —, Ww. rE 

The New Degen Galied. Coyle, John H. 36. 

Letter From Dr. . 2 the “New Departure.”) 
Coyle, John H. 


7. Selected. 


That Amalgam Again. Ford, Ww. W. 68. 
(Dental), V, 1883-84. 
The ‘Use nd Abuse of ~~ Thompson, Alton 
Howard. 30-31. Selec 
Finishing Appr proximal _-~ Fillings. Scott, U. 
lected. 


Luminar: Pum, vs 1884-85. 
Fillin Around the argin of Amalgam Fillings 
th Gold. Perry. 3. Selected. 
Amalgam. Taggart. 59. 


Luminary (Dental), VII, 
The Amalgam Question. aliese, J. 57-58. 


Missouri Dental Jnl., VIII, 1876. 
™ Question. 7-11. Corres. Reply, 72- 


res. 

The Amalgam Question. Bogue, EB. A. 45-49. Corres. 
Criticism, 130-133. Corres. Reply, 212-215. Cor- 
res. 

Amalgam. (Criticism.) 99-100. Corres. 

tee oe uch Jreanenee—= oo Many Journals. 


Amalgam Portes. 176-177. 6 illus. Ed. 
Poison Amalgam. 221. Corres. 

Washing Amalgam. Ferdmen, J. 242-243. 
Alloys—Amalgams. 

Washing and Squeezing , aR 386-387. 


lected. 


142. 142- 


Missouri Dental Jnl., IX, 1877. 
Ivory Cylinder Moulds. 27. Ed. 
Something About Amalgams. Garber, S. 213-215. 
To Users of Amalgams. Fletcher, Thomas. 253. 
— Alloys. Chase, Henry 8S. 265-267. 

An Open Letter. (Gold ‘Alloy Needed.) 278. 
Dental Alloys. 
Gold versus Amalgam Plugs. 548-549. 


Missouri Dental Jnl. 1878. 


Amalgam Restoration. ion” Selected. 

Gold versus Apelgem. 117. 118, Ed. Reply, 236- 

The New Departure. Francis, Charles B. 152-154. 
Selected. 

New Departure. 216-218. Selected. 

Percentage of Mercury in Amalgam. 418- 


How to Obtain Uniform Success With } + 420. 
Missouri Dental Jnl., XIL 
ro (Amalgamating ys boyy 


= Chase, Henry S8. 
Oral Electricity and the New Departure. Patrick. 
512-514. Abstract. Dise. 514-5 565-571. 
Mercurial Amalgams. Cunningham, “M. G. 524-525. 
Selected. 


Missouri Dental Jni., XIII, 188 

AsveaSs to a Paper on Oral Blectricity and the 
New ; De parture. Patrick, John J. R. 97-103. 
ep 

Success a a Amalgam. Palmer, 8S. B. 137. 


lec 

My om eg in Regard to the Contraction of Amal- 
gam Fillings iedentap, G. 507-508. 

The Use of Platinum in Amalgam Alloys. 
Thomas. 512-513. Selected. 


Selected. 
Fletcher, 


Missouri! Dental Jni.. XIV, 
The Rm a4 and ae Action of Mescusy 


8s Used in Amelen® Fill ngs Talbot, BE. S 
40. Dise. 60-64. 
Sulphuric ‘Acid in , 4, Tie0. 130. Selected. 
Amalgams. 131-133. Selecte 

Salivation From Amalgam * Fillings. Brown, R. 


Wood. 
a From Amalgam Fillings. Chase, Henry 


The New Departure. 467-469. 
Evaporation of Mercury From Amalgam Fillings. 
Muhihausler. 510-511. Trans. 
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Missouri Dental Jnl., XV, 1 
Injurious Effects of Mercury as ce thet in Dentistry. 
Ts Fillings.) Talbot, Eugene 8. March. 


The se and Abuse of Amalgam. Thompson, A. H. 
May. 57-63. Dise. June. 130- 131. 


Missouri! State Den. Assn. Trans., 1881. 
New Departure. Reed, J. W. 82-85. 


Missouri State Den. Assn. Trans., 1882. 
Mercury and Its Effects. (re Amalgam Fillings.) 
Conrad, Wm. N. 108-112. 


Review of Den. Surgery, IV, 1876. 


Monthl 
The Tube Packin Test for Amalgam. Fletcher. 364- 
365. Dise. 365-366. 
Monthly Review of Den. Surgery, V, —— 
Amalgams. Rollins, William H. 5-6. 


Remarks Upon Davis's Malleable and Quick. -Setting 
Gold rw.’ we Hogue, T. Wilson. 162. 
Notes on an Old Amalgam and Amalgam Stopes 
Rowney, Thomas. 412-415. Criticism, 


Monthly Review of Den. Surgery, VI, 1877. 
To | of Amalgams. Fletcher, Thomas. 83. Se- 


Land, C. H. 233-234. Selected. 
Hogue, T. Wilson. 359. 
363-364. 


ted. 
Amalgam Fillings. 
Davis's Gold Amalgam. 
A New Metallic Stopping. Slayton. 


Monthly Review of Den. Surgery, VII, 1878. 

Davis's Amalgams. 4. 

Discussion on Dr. Slayton’s Metallic Stopping. 75-76. 

Analysis of Slayton’s Amalgam. Foster. 

Some Experience With Dental Amalgams. Chase, 
Henry 8S. 307-310. Selected. 


Monthly Review of Den. Surgery, VIII, 1879. 
Amalgams in Children’s Teeth, Chase, Henry S. 267- 
268. Selected. 


National Dental Assn. Trans., 1879. 


A Fyre on the New Departure. Thompson, 


New England Jnl. Dentistry, I, 1882. 


Interviews. (re Amalgam Fillings.) Searle. 


Talbot. 


Our 


53-56. 

The Effect of Mercury in Amalgam Fillings. 
73-77. Dise. 77-78. lected. 

A Formula for Amalgams. 123. 

Creed of the New Departure and Summation of Prin- 
ciples Relating to Filling Teeth. Webb, Mar- 
shall H. 241-244. 

Injurious Effects of Mercury as Used in Dentistry. 
Talbot, E. 8. -_ Abstract. 

Amalgams. Niles, BE. 8. 336. 

The New Departure. 410- 411. 


New England Jnl. Dentistry, II, 1883 
Sulphuric Acid in Amalgams. 125. Selected. 
Amalgams. 366-367. 


New England Jnl. Dentistry, ITI, 1884. 
Amalgam Note. Bogue. 475-476. 


w Jersey State Den. Soc. Trans., 
The U ise of Amalgam. Watkins, S. C. G. 


1884. 
88-92. Disc. 


New York Odontological Soc. Trans., II, 1876. 
Amalgam Fillings. Bogue, E. A. 29-30. 
ra With Ringe tg Amalgam. Bogue, BE. A. 53. 
linic. Dise. 53-55. 
An Additional Testimony on the Amalgam Question. 
Birschfeld, H. Tiburtius. 63-67. 
Methods of Mixing Amalgam. Rich, Jno. B. 107-110. 


New York Odontological Soc. Trans., III, 1877. 
New pametgetions in Amalgam Instruments. Elliott, 
W. St. George. 110-111. 


New York Odontological Soc. Trans., V. 1879. 
Some Notes on the New Departure. Cutler, 8. P. 
149-152. Dise. 152-157. 


New York Odontological Soc. Trans., VI, 1880. 
Discussion on Dental Amalgams. 38-44. 
Discussion on Wood's Metal. 49-51. 


Trans., 1881. 
-74. Dise. 74-77. 


New York Odontological Soc. 
Amalgam. Kingsley. 
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New York Odontological Soc. 
Acute Mania Attributed to an Amal 
vie, William. 70-71. 1 illus. 


New York Odontological Soc. Trans., 1884. 
The Spheroidal Tendency of Amalgam. Dodge, J. 
Smith. 70-75. 6 illus. Dise. 75-82, 103-109 


New York State Den. Soc. Trans., 1885. 
Effects of Amalgam guage Upon the” System. Bo- 
gue, E. A. 117-119. 


News, (Dental, Reighentowe. Ind.), I, 1878-79. 
Amalgam for Tooth Filling. Jan. .. Selected 


gem *fulting. eS 
76. 


Amalgam for Tooth a _—_. 3. Selected. 

The Peerless Amalgams are 5. 

Amalgam. North, Gustavus. ‘pri. 2. Selected. 
Lane, C. H. A 


ja Fillings. ug 
The New Departure. Palmer, 8. B. Sept. 3. Nov. 5. 


Percentage of Mercury. Sept. 3. Selected. 


News (Dental xe 7 Ind.), II, 1879-80. 
Amalgam Fillings. ase, J . Foster. 13. Selected. 
The New Departure ba he Ideal Filling. Mitchell, 

W. 13-14. Selected. 


a — 1 on The New Dental Departure. 17. Se- 
ecte 
Amalgam. Anderson, C. L. 25 


Discussion oa New Departure. 39. Abstract. 
The New Departure. arker, J. 
Discussion on The New Departure. 88-89. Abstract. 


New Departure. Oviatt, S. M. 110. Corres. 
News, (Dental, wg ind.). III, Pe 
Some Ulterior Uses of Amalgam ardman, » & 


Corres. 

The Use of Mercury and Its Preparations in Opera- 
tive Dentistry. Ottofy, Louis. 2-3. rres. 
Oral Electricity. Patrick, John J a Selected. 

Amalgam With Mercury. 99. Selected. 
Loosening of Amalgam Fillings. 101. Selected. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
Finishing Alte Fillings. Benet, D. B. 16. Selected. 
Amalga Driscoll, 29. Selected. 


Metallic e-Cap Filling. Spence, Stewart J. 109-110. 


News, (Dental, Knightstown, Ind.), V, 1882-83. 
Gold vs. Amalgam. Smith, U. March. 1. Selected. 
Are e--~. wAue 8 In ——, - Pes Health? 


P ep 
Amalgams. Niles, 5. Nov. y: os 
No Salivation , Amalgam Fillings’ “Shase. Dec. 
Selected. 


ews, (Dental, Knightstown, Ind.), VI, 1883-84. 
Finishing 4 Approximal Amalgam Fillings. Beott, w. 


(melon Fillings.) 
Selected. 
May. a: Selected. 


Selecte 
Sept. 4. 


Robinson, J. A. Ma 
Sulphuric Acid in Amalgams. 
Amalgam Fillings. June. 
Hydrargyrum. Shelton, M. E. 


4 
Practical Hints for pentiots, 
y s 


Odontographic Jnl., 1880-81. 
sams Fortis (Oral Blectricity and the New Depart- 
e.) 82-83. Selected. 
Mixing Amalgam in Sulphuric Acid. Cunningham. 
91-92. Selected. 


Odontographic Jnli., III, 1882-83 

Oral Electricity and “The New Departure. - 
Henry 8. -H1. 

The Injurious Effects of Mercur 
tistry. Talbot, Eugene S8. - 

No Salivation From Amalgam Fillings. 
Selected. 


Chase, 
as Used in Den- 
Chase. 86. 


Odontographic Jnl., IV, 
Amalgam Filling Settlowes 30: Selected. 
rection, 61. 


Cor- 


Odontolog. Soc. Trans., VIII, 2nd Ser., 1 
The Tube- Packing i mod ‘tor oAmalgams. Hletcher, 
Thomas 90-92. 


Odonto Soc. Trans., X, 2nd Ser., 1877-78. 
mays’ 8 4 Metallic Stonping. Dunn. 26-28. 
orres. 


163. 


Odontolog. Soc. Trans., XIII, 2nd Ser., 1880-81. 
vee & of ae a When Broperiy Used. Parkinson, 


Iificeati h. 


8, see pink sheets. 














D222 FILLING WITH AMALGAM s 101 


tolog. Soc. Trans., XVI, 2nd Ser., 1883-84. 
Com aie Experimental Tests of Some of the 
Numerous Amalgams in General Use. — St. 
George. 161-164. 2 tables. Disc. 164-1 


Odontolog. Soc. Trans., XVII, 2nd Ser., 1884-85. 
Boba yieas of Amalgam Fillings. Tomes, Charles. 
245. Disc. 245-250. 


Odontological Soc. Penn. Trans., 1879. 
Amalgams. ssig, Charles J. 5-15. Dise. 15-17. 
Quick and Relia ‘le Means of Making Seanritaiive 

Analyses of Amalgams. Essig. 37-38. 


Odontological Soc. Penn. Trans., 1881. 
we x ‘opper Amalgams. Darby. 136. Disc. 


Ohio State Dental Soc. Trans., 1879. 
Discussion on New Departure. 90-92. 


Ohio State Jnl. Den. Sci., 
The Amalgam Question Once’ — *y71- 178. Ed. 


Ohio State Jnl. Den. Sci., Il, 1882. 

The Chemistry and Phy siological Action of Mercury 
As Used in Amalgam Fillings. Talbot, E. 8. 1- 
12. B14, 500-501, Ed. 

Oxidation. (Amalgam Fillings.) 89-90. Ed. 

— (Dentists Who Use Amalgam.) 286-288. 


From the West. (Amalgam Fillings.) Keith, Mel- 
ville. 312-315. 

The Amalgam Question Further. Pease. Wm. A. 
406-413. 433-434, 494-498, Ed. 

A New Phase of the Amalgam Question. Keith, Mel- 
ville C. 413-418, 454-458, 500. Ed. 573-580. 


Ohio State Jnl. Den. Sci., 

The Amalgam Question yrt wh ~y “Moral Aspect. 
Robinson, J. A. -34. 

Having Eyes Yet See Not. (re Use of Amalgam.) 
Cornelius, J. W. 82-83. 

An Idea on Amalgams. Caulk, L. D. 83-84. 

The Amalgam Question. ¥Y8-99, 100-101. Ed. 

mes , a Question Again. Fletcher. Thomas, 

25 - 
eee on Plastic Fillings and Their Availability. 


Hints. (In Finishing Approximal Amalgam Fill- 
ings.) Scott, W. M. 557. 


Ohio State Jnl. Den. Sci., IV, 1884. 

Extreme Eclecticism. (re New Departure and The 
Esthetic Party.) 90-93. Ed. 

A Gor e ¢, False Pretenses. (Amalgam Fillings.) 


Ohio State Jnl. Den. Sci., V, 
The Poisonous Effects of <nalyam Fil Fillings. Talbot, 
123-127. Disc. 29. 
The Poisonous Effects of Amalgam Fillings. Fletch- 
er, Thomas. 370-371. Correction. 478. 
Information Wanted. (Pain Caused by Electricity in 
Filling Teeth.) Stevens, A. J. 5383. Corres. 
Amalgam and Its Use. Duncan, 8. F. 565-567. 


Pennsylvania State Den. Soc. Trans... 1878. 

Why Do Fillings Fail? The Electro- Chemical The- 
ory of the “New Departure” vs. Defective Ma- 
geputetice and Defective Structure. Trueman, W. 


Pennsylvania State Den. Soc. Trans., 1879-80. 
Old ee New Dental Amalgam. King, James S. 86- 


Pennsylvania State Den. Soc. Trans., 
Excessive Susceptibility to Mercurial Influence. (re 
Amalgam Fillings.) Peirce. 21-22. Dise. 22-23. 


Practitioner (Dental), I, 1880. (See Vol. II, Inde- 
pendent Practitioner.) 

Mercurial Amalgams. Cunningham, M. G. 552-5383. 
Selected. 


Practitioner (Dental), I, 1883. 
Amalgam Fillings. 75-76. 


spooeee Dental), II, 1882. 

Amal 18-19. 

The Use > et Amalgam in Contour Filling. Cunning- 
ham. 428-429. 

An Amalgam for Stopping Teeth. Gregory, BE. 474. 


Cor 
Copper “Amelgae. Humby, W. R. 529-531. 


Record (Dental), II. 
Meceucy in Dentistry. jaualigam Fillings.) Glass- 
ton, Chas. W. 


The ‘the and Abuse of Amalgam. Thompson, Alton 
Howard. 297-303. Selected. 
On Conteer Amalgam Stoppings. Cunningham, Geo. 
7-459, 529-530. 


A Case -kunalineen, 503-504. Selec 
Amalgams as a Material for Filling Teeth. Smith, 
G. W. 5638-5 Abstract. 


Record (Dental), IV, 
A ol Be eesieabe. a est, A. H. 85-86. Ab- 


str 
Experiments With Amalgams. Elliott, St. George. 
a Elliott. 464-467. 2 tables. Disc. 467- 
Amalgam. Watkins, 8. C. G. 519-521. Abstract. 


Record (Dental), 
Mixing Amalgam. vier" W. B. 178-179. Abstract. 
Some Experiments on Amalgam Fillings. Tomes, C. 
S. 316-319. Dise. 318-320. 


Register (Dental), XXX, 1876 
Ameigam Fillings. Scott, J. C. 119- 121. 


Register (Dental), XX XI, 1877. 
Amalgam. 358-360. Ed. 


Register (Dental), XX XIII, seme. 
Amalgam. North, Gustavus. - 
Tae Bow E Dapestase, and The Ideal ‘Filling. Mitchell, 


Discussion on The New Dental Departure. 212-216. 

Discussion on New Departure. 300- 

The aan and the Old, and the New Departure by an 
d One. Robinson, J. A. 493-506. 


Register (Dental), XXXIV, 1880. 
Oral Electricity and the New Departure. Patrick, 
ohn J.R. 403-405. Criticism, 405. 


Register (Dental), XXXV, 1881. 
Oral Electricity and the New Departure. Patrick, 
John J. R. 315-330. 


Register (Dental), XXXVI, 1882. 
A New Phase of the Amalgam Question. Keith, Mel- 
ville C. 500-505. Selected. 


ister (Dental), XXXVII, 1883. 
Case of Deafness Probably Caused by Amalgam Fil- 
lings. Purfield, H. 133-134. Selected. 
A Case—Amalgam. 510-511. Ed. 
Amalgam as a Material for Filling Teeth. Smith, G. 
W. 533-540. 


Register (Dental), XX XVIII, 
Discoloration of Dentine in Teeth *riiled With Amal- 
gam. Fowne. 210-211. 


Review, (Dental, Charlotte, —), I, 1884, 
The Approximal Shield for Biscusp ds and Molars. 
(Amalgam.) Gates, W. H. 17. Selected. 


St. Louis Dental Quarterly, I, 1877-78. 
Discussion on New Deperture Creed—Amalgam. Jan. 
New Departure. Flagg, J. Foster. July. 2-7. 1, Ed. 
— aaa With Dental Amalgams. July. 7- 


Southern Dental Jnl., I, 1882-83. 

ueteem Question. Kennedy. 129. 

The jurious Effects of Mercury as Used in Den- 
tistry. Talbot, Eugene 8S. 

Gold and Amalgam llings. Morton, H. R. 343- 
348. Abstract. 


Southern Dental Jnl., II, 1883-84, 
a of an Amalgam. Ford, W. W. 


Southern Dental Jnl., III, 1884-85. 
Another Reversed Opinion of an Amalgam, Founded 
Upon Experience. Allen, E. M. 115. Corres. 
Amolpome. Patrick. 238. 


Bonwill's Me Method. 7 Pilling " With: Amalgam. 307, Cri- 
ticism. 317-318 
— from 1847 to 1885. Allen. E. M. 358-360. 
Amal Chisholm, G. 448- 
Theories Sof Amalgam. Jonnstone, Theo. 454-456. 


For index and key to classification numbers, see pink sheets. 
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See also D22. 


Advertiser (Dental), VIII, 1877. 
Plastic Fillings. Anderson, S L. 


Ad ser (Dental), IX, 1878. 

Plastic” Filling as a Power in Dentistry. Flagg, J. 
Foster. 146-153. Selected. 

Fletcher's Dental Porcelain. 156. 

1879. 


Advertiser (Dental) 
Fletcher's Dental oot 7-8. 
White Fillings. 51-52. Selected. 
Plastic Filling Materials. 57. Ed. 


Advertiser (Dental), XI, 


101-104. 


A Coatrinatter te. Lo vt ~ of Cements. Rol- 
Plastic Fillings. Chase, Henry S. Pe Selected. 


Fletcher's Dental Porcelain. 162-163 


Advertiser (Dental), XIV, 1883. 
Fletcher's Porcelain Cement. 128-129. 


Advertiser (Dental), XVI, 1885. 
Oxy-Phosphate. Betty, E. G. 125-126. Selected. 


American Jnl. Den. , XI, 3rd Ser., 1877-78. 

Plastic Fillings. Py A C. 'L. 221-236. Selected. 

Plastic Filling, and the Basal Principles of the New 
ve ny Flagg, J. Foster. 556-562. (Cont. in 
Tol. . 


Ame n Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
Plastic Filing, and the Basal Principles ‘of the New 
apentase (Cont. from XI,) Flagg, J. Fos- 
87-89. Ed. 
Plastic Filling as a Power in Dentistry. Flagg, J. 
Foster. 347-357. Selected. 


American Jnl. Den. Sci., XV. 3rd Ser., 1881-8 
A Few W ords About the Plastic Materials. 
G. A. 23-26. Selected 
Plastic Fillings. Clowes, J. W. 93-94. Selected. 
Discussion on Plastic Fillings. 282-284. 


American Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 

Filling Permanent Teeth of Children. (Oxy phos- 
mate Fillings.) Marshall, C. M. 469-471. Se- 
ected. 


American Jnl. Den Sci., XIX, 3rd Ser., 1885. 
Diseard Oxyphosphates. Landrum. C. A. 142-143. 


Selected. 
Betty, E. G. 336. Selected. 


Oxy-phosphate. 
Archives of Dentistry, II, 
Oxy-Phosphates. Landum, c x 376-377. Selected. 


2. 
Mills, 


Brief (Dental), I, 1881-82. 
Covering Phosphate Filling With Gold. Mathews, L. 
April. 19. Corers. 


British Dental Assen. Jnl. If. 1881. 


Notes on Two Cases in Practice, a Suggestion Re- 
garding Oxy-Chlorides. Brownlie. Rankine. 


ritish Dental Asen. Jnl., IV, 
Solubility of Various Cements in Liaulds. 


ee 


Galbreath. 


Ash's New Phosphate Cement. 
Smale a iasegcen Odontalite. 


tish Dental Asen. oth . 1884, 

Method ef Filling and Restoring the Contour of 
Broken or Carious Teeth, by ipeceting, 8 Piece 
of Mineral Tooth, or a Piece of Enamel Cut From 
a Natural Tooth, Accurately Fitted, and Fixed 
am White Cement. Woodhouse, ‘R. 161- 


British Dental Asen. Jni., VI. 
Mr. E. J. Ladmore’s Instruments } ay Plastic Filling. 


433-434. 

Substitute for the Ordinary Slab on Which Oyx- 
R hosphate Stoppings are Mixed. Pedley, George. 
19. Corres. 

Plastic Filling Materials. Waite. 624-625. 

tal Science, XIX, 1876. 


British Jnl., 
Plastie Fillings. aett 113. 





with Cements. 


Permanence of Oxychlorides. Fletcher, Thomas. 243- 
244. 
Oxychloride of Zinc. Dixon, F. M. 433-436, 460-464, 
-556. Selected. 
Ash’s New Circular Gold Pellets and Rock Cement. 
550-560. 
British Jnl., Dental Science. XX, 1877. 
Plastic versus Gold Fillings. 678-053. 
British Jnl. Dental Science, XXI, 1878. 
To Mix Osteo With One Hand. 
ae of bs ve New White Cement. 
sie Fillings for Carious Teeth. Flagg, J. Foster 
New Mineral wiltes. 133-134 
hosphate of Zinc—The New Filling. 336. 


Fletcher's Patent Porcelain Cement. 425- 
How to Test a New Cement. Fletcher. Thomas. 


Fletch- 


47T- 
478. 
Mayees pelt Foil and Fileti’s Cement. Ribolla, L 
A New White Filling. Fletcher, Thomas. 639-640. 
British Jnl. Dental Science, XXII, 1879. 
White Fillings. 64-66. 
Silicate of Lime and Alumina. Fletcher. 74. 
Tree See Fletcher, Thomas. 153. Ed. 
Gold Caps for Plastic Fillings. Best, H. 645-646. 


Report of the Committee to Inauire fats the Com- 
osition and Properties of Various Patent Fill- 
ngs. 


British Jnl. Dental Science, XXIV. 


we Fillings. Brownlie, G. 1196- 


Rankine. 


British Jnl. Dental Science. xxv. 1882. 
Fossiline. (A White Filling.) 444-44 
Ash and Sons’ Phosphoric Rock Gocne in Glass 


Tubes. 1003. 
Phosphoric Acids, Zinc Phosphates, and the New 
etal Actinium. Niles. 1086-1090. Selected. 
Ossilite. Robertson, 1205. 


Caulk’s Hydraulic Pebbles. 1205. 


British Jnl. Dental Science, XX VI, 1883. 
A New Phosphate Cement. 662-663. 
Odontalite. 871. 


British Jnl. Dental Science, XXVII, 
On the Restoration of Badly Deca ed Teeth With 

Plastic Fillings. Dennis, J. Morley. 492-495. 
The, Manipulation of Oxy-Phosphate. 555-556. Se- 


ected. 

Oxyphosphate of Zinc. Taygart. 1068. 
British Jni., Dental Science. XXVIII 

Practical Experience in the onan of Oxy-Phi a 
Cements. Miller, W. D. 

Oxy-Phosphate. Betty, E. a To a1 Solectea. 

A Useful Substitute for the Ordinary Slab on Which 
Oxy-Phosphate and Other Stoppings are Mixed. 
Pedley, George. 970. Corres. 


Soc. Trans., 1884-85. 


California 8. Odontolog.. 
Van Orden, L. 


Gutta-Percha and Other Plastics. 
164-169. Dise. 169-175. 


Canada Jnl. Dental Science, IV. 1877 
Dewees on Some Experiments in Plastic 7 ulings. 


Connecticut Valley Den. Soc. Trans., 1877. 
Plastic Fillings. Anderson, C. L. 67-71. 


Cosmos (Dental), XVIII, 1876. 
Oxychloride of Zinc. Dixon, F. M. 
Oxychloride of Zinc Essig, C. J. 


Cosmos (Dental), XIX, 
Ong gnecice of Zine. (So ‘called. ) 


295-302. 
669-670. 


Flagg, J. Foster. 


Oxychloride. McLain, A. F. 329, 330. 
Oxychloride. Driscoll, W. EB. 330. 
Oxychloride. Lee, F. H. 330. 
Oxychloride. Palmer. B. D. 330. 


For index and key to classification numbers, see pink sheets. 
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Cosmos (Dental), XX, 
Talcing Fillings of Uuvebloride of Zinc. 180. 
Probable ‘eoapeigi of Cement for “Filling Teeth. 


180- 
—— Loge Ae % as a Power in Dentistry. Flagg, J. 
Foster. 474-482 


Cosmos (Dental), XXI, 1879. 

Protecting Oxychloride Fillings. 176. 

A Contribution to the Knowledge of Cements. Rol- 
lins, William Herbert. 574-575. Dise. 575-576. 

Filling Motes of Oxide of Zinc and Glacial Phos- 
phoric Acid. Peirce, C. 696. Disc. 

wee? Insoluable Cement. Trueman, W. H. * 696. 

se. 4 


osmos ——-, = 

Plastic Filling. | he Different’ Plastic Materials.) 

Plage oster. 64-70. 

Materials for eo’ Teeth. srggetate of Zinc. 
Peirce, C. N. 76-77. Disc. 77-83. 

New Cement for Fillin Teeth. 332. 

The Effect of Burnishing Oxychloride Fillings With 
Hot Tale. 391-392. 


os (Dental), XXIV, 1882. 
Phos} phorie Acids, Zine Phosphates, and the New 
mn Actinium. Niles, E. S. 245-249. Disc. 249- 


osmos (Dental), XXV, 1 
The, Phosphates and Oxides. #8 les. E. S. 316-319. 
us. 


tal Office & Lab., VII, 2nd Ser., 


Dental 
Manipulating Phosphate of Zine. Fraliey, % 4 July. 
6. Corres. 


Dental Office & Lab., VIII, 2nd ers, 1884-85. 
Plastic Filling. Vawter, M. B. Ap 
The Manipulation of Oxy- Phosphate. April. 5. 


Herald of Dentistry, I, 1881-8 
Remarks on Plastic Fillings. Rick, J.B. Sept. 8-9. 


Herald of Dentistry, -. 1883-84. 
Insoluble Cements. Oct. 10-11. 


e144 TY. tal) 





Independent Pr ( 

Experiments With Various Plastic Tiling Materials. 
Spoerl, H. 417. ected. 

Determining the Solubility of Various Cements in 
Liquids. Galbraith. 603. 

Oxy-Phosphate Cement. 623. 


ys Practitioner (Dental), V, 1884. 
About Plastic Stoppings. 435-436. 


Independent Practitioner (Dental), VI, 1885. 
Practical Experience in the Use of Oxy-Phosphate 
Cements. Miller, W. 59-62. 
Plastic Fillings. Wingate, John D. 305-306. 


na State Dental Assn. Trans., 1882. 
Plate ee eae Se and Temporary. wil- 
son, W. N. 57-61. 


of Interest (Dental), I, 1879. 
Plastic} Fillings. 10. 

Phosphate of Zinc, or Artificial Dentin. 14. 
The Phosphate of Zinc in Tints. 23. 


f Interest (Dental), II, 1880. 
Plastic F Fillings. 2. 
Our Slow Setting Oxy-Phosphate. 11. 


Items of Interest (Dental), III, ane 
New Cement for Filling Teeth. 6. Selec 
How to Put ina i lastic Filling. ie 
On Pla tie Filings * Clow Sel 
n Plastic w, owes, J. W. 18. ected. 
Filling With Oxy- Phosphate. Williams, J. B. 42 
Cements i h 4H 
e Ox osphate an ow to Use It. C " 
J. Ww. 60. ©Geeres. " sa seme 


Items of Interest (Dental) 
To Protect an Oxy- x Am + Filling F From Moisture. 
P hen ra ~ t Liquid Coffi 
reservation o emen ulds. . WwW > 
te RF a offin alter H 


of Interest (Dental), V, 1 
ous! ‘Phosphate of Zinc. Betty, B. S 314-316. Se- 


The Phosphate of Zinc. 530. 


Items of Interest (Dental), VI, 1884. 
Plastic Filling. Vawter, 
Euegeeete “3 td bs on. : Taylor, & R. 86. 
'o Protec 2 0 ne osD 
rt i ulation of Oxy Phosphat hate. ri ifd146 ot 
t ntegra xy-Phos 
— Oxyphosphate. Fletcher, yo Hinges. Co Cor- 


Protecting Phosphate of Zinc. Taft. 495. Selected. 


Items of Interest tal), VII, 1885. 
The, Manner in Which Che Oxy-Phosphates are Used. 
ft, 


-453. 
Use Oxyphosphates. Chisholm, o 490. Selected. 
Oxy-Phosphate. Betty, EB. G. 
Oxy-Phosphate Filling. Taft, J e * 538-539. 
To Use Oxyphosphate. Black, C. J. 583. 


airus (Dental), III, 1882. 
Oxy- *Chioride of Zine Cement. 36. Selected. 





Tahneat ’ DP tal 


Miscellany. 1879. 
Chemical Examination of Dental Cemsnts. 466-469. 


Luminary (Dental), III, 1881-82. 
A Fs Words About the Plastic Materials. Mills, G. 





Luminary (Dental), V, 1883-84. 
Treating Teeth. (Cement Filling.) 2. 


Missouri Dental Jnl., IX, 7. 
Plastic versus Gold Fillings. Free. J. Foster. 244- 
249. Corres. 


souri Dental Jnl., X, 1878. 
Plastic Fillings as a Power in Dentistry. Flagg, J. 
Foste -441. Abstract. 
Discussion on Felt Foil. 651-654. Selected. 


ourl Dental Jnl., XII, 1880. 
Plastic "Fillings. Chase, Henry 8. 38-40. 


Missouri Dental Jnl., XIII, 1881. 
Plastics and Plastic Fillings. Truman, James. 270- 
272. Selected. 


Missouri Dental Jnl. XIV. 
Note on the Preservation of Qe Liauids. Coffin, 
Walter H. 24. Selected. 


Monthly Review of Den. Surgery, VII, 1878. 
A New Plastic Stopping. 102. 


Monthly Review of Den. Surgery, VIII, 1879. 
Report of the Committee on Plastic Fillings. 587- 


New England Jnl. Dentistry, I, 1 
aie ay and . es em of Phosphate Fill- 
ings. Niles, E. 8. 


New York Odontological Soc. Trans., II, 187 
re — Introducing Plastic Fillings. Fran- 
cis 


New York Odontological Soc. Trans., V, 1879. 
A Contributien to the Knowledge of Cements. Rol- 
lins, William. 146-147. Disc. 147-149. 
On oe gm Cements. Peirce. C. N. 197-200. Disc. 


New York Odontological Soc. Trans., 1882. 
Phosphoric Acids, Zinc Phosphates, and the New 
5 sal Actinium. Niles, Edward S. 6-9. Disc. 


ews (Dentai, Knightstown, zod.), I. 1878-79 
Plastic ‘pilling as ower in Dentistry. Flagg,J. 
Fos ov 6. Comment, Dec. 
Virtue of Oxy-Chioride ! Zine in the Saving of Teeth. 


Fry Selected. 
Virtue Of Oxy- Chloride of Zinc in the Saving of Teeth. 
Fish ~~ April. 5. Selec 
x 


Protectin chloride Fillings. Apr il. 6. 
Oxychloride of Zine. Biddle. April. 6. Abstract. 


News, (Dental, Knightstown, Ind. 1879-80. 
Discussion, on Plastic Fillings. bonenter? and Per- 


29. 
Gold a *Piastic Fillings. 76. Selected. 


News, (Dental, Knightstown, Ind.), II jgee-si. 
ai ~~ of Plastic Fillings. Osmun, J. A. . Se- 


Plastic Fillings. North, Gustavus. 26. 


For index and key to classification numbers, see pink sheets. 
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News, (Dental, Knightstown, Ind.), III, 1880-81— 
Continued. 

Application of the Electric Light in peste Spore 
tions. (In the Insertion of Gold and P stic 
Fillings.) Jenkins. 40. Trans. Selected. 

Phosphate of Zinc Under Pressure. Requa, J. 7. 
Selected. 

Oxy-Phosphate as a Permanent Filling. 113. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
A Few Words About the Plastic Materials. Mills, G. 
A. 13-14. Selected. 


News, (Dental, Knightstown, Ind.), V, 1882-83. 
Oxy-Phosphate of Zinc. Betty, E. G. April. 3, 6 
Selected. 


News, (Dental, Knightstown, Ind.), VI, 1883-84. 
Plastic Fillings—Permanent and Temporary. Wil- 
son. W. Nov. 1. Ss oe - 
Plastic Filling. Vawter, B. Ja 4. Selected. 
ee ee on Plastic Filtinge and Their Availability. 
Selected. 
White ‘Tuning. 40. 


ews (Dental, Knightstown, Ind.), VII, 1884-85. 
The iamiputation of Oxy-Phosphate. 19-20. Select- 


For. , =e Oxyphosphate Fillings. Fletcher, 
Thomas. 107. Selected. 


Odontographic Jnl., I, 1880-81. 
Pheqgnete of Zine Under Pressure. Requa, J. 46- 


Odeontolog. Soc. Trans., XI, 2nd Ser., 1878-79. 
Fletcher's White Filling. 


Odontolog. Soc. Trans., XII, 2nd Ser., 1879-80. 
Report of Sub-Committee on Plastic a 20-26. 


Odontological Soc. Penn. Trans., 1 
Plastic Gold Alloys. Bonwill, W. e "i 142-146. 
Dise. 147-150. 


Ohio State De 

Discussion on Plastic Fi Fillings 4 ‘Their Availability. 
129-141. 
Ohio State Jnl. Den. Sci., TIL 

mx on Plastic Fillings and Their Availability. 


32-1: 


Ohie State Jnl. Den. Sci... I 1884. 
Cement Fillings. Kells, C. tdmande 457 -459. 


Ohio State Jnl. De 
Oxy-Phosphate. (Filing) metty. I E. G. 325-326. 


Record (Dental), I, 
A Suggestion Re enter _ = -Chlorides. Brownlie, 
ankine. 5-276. 


Record (Dental), III, 
On Plastic Stoppings. Cobo. J. S. 201-205. 


Record (Dental), IV, 
The Manipulation of Oxy- Phosphate. 189. Abstract. 


Record (Dental), V, 1885. 
Practical Experience in the Use of Oxy Phosphate 
Cements. Miller, W. D. 109-112. Selected. 


Register (Dental), XX XI, 1877. 
Plastic Dentistry. Chase, H. 8. 294-296. 
Semporesy or Plastic Fillings. Chappell, Milton H. 


Register (Dental), XXXII, 18 
Portland Cement a Material for Filling. Witte. 219- 
220. Trans. 


Register (Dental), XXXVI, 1882. 
Fossiline. 309. Ed. 


Register (Dental), XXXVIII, 1884. 
White Fillings. 143. Selected. 


Register (Dental), XXXIX, 1885 
Oxyphosphate of Zine. Taygart. 147. Selected. 
Se Betty, E. G. 341-342. Dise. 358- 


St. Louis Dental Quarterly, I, 1877-78. 
Cements for Fillin Jan. 81. Ed. 

A New “Putty.’ uly 

Varnish for Cements. July. 32. 


Southern Dental Jnl., III, 1884-85. 
Oxy ee of Zinc. - Taggart’s Method of 
*reparing. 395. Selected 


Southern Dental Jnl., IV, 1885. 
Discard Oxyphosphate. Landrum, C. A. 238-239. 


Texas Dental Jnl., III, 1885. 
Use Oxyphosphates. Chisholm, G. 64. Selected. 


For index and key to classification numbers, see pink sheets. 
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D224 Filling with Gutta-Percha. 


See also D22. 


American Jnl. Den. Sci., . 3rd Ser., 1881-82. 
Durability of Gutta- Percha Fillings. 471. Ed. 


Brief (Dental), I, 1881-82. 
Gutta-Percha. April. 15. Selected. 


tish Dental Assn. Jnl., I, 
Gutta. Toes Fillings. iebae ~ “G. 260. 


British Jnl. Dental —"e XXII, 1879. 


New Gutta-Percha Fillin 
Gold Caps for Gutta- Percha Fillings. Jones, Walter 


rge Gordon. 


British Jnl. Dental Science. XXIII, 1880. 
Gutta-Percha Fillings. Harding, G. H. 495. 


British Jnl. Dental Science, XXIV, 1881. 
Mr. oe New Gutta-Percha Filline. 778, 840- 


British Jnl. Dental Science, X XVII, 1884. 
Gutta- aa Stopping. Francis, Chas. E. 85. Se- 


lect 
Uses of Gutta-Percha. Bonville. 171-172. Selected. 
Gutta-Percha. Kempton, W. D. 265-266. Selected. 
Substitute for Gutta Percha. 841. Ed. 


California 8S. Odontolog. Soc. Trans., 1884 
Gutta-Percha and Other Plastics. Van Orden, L. 
164-169. Disc. 169-175. 


Caulk’s Dental Annual, 
Some « the Uses of Gutta- | Bonwill. W. G. 


28-30. 
Gutia. Percha Stopping. Francis, Chas. E. Jan. 34- 
35. Selected. 


Connecticut Valley Dental Soc. Trans., 1879. 
Discussion on Leakage of Gutta-Percha. 199-200. 


osmos (Dental), XX, 1878. 
Derabiity of a Gutta-Percha Filling. Ward, S. L. 


osmos (Dental), XXI, 1879. 
Water: 7 Gutta-Percha ‘Fillings. Williams, Jacob 


Gutta-Percha. Oliver. 693. 
Method of Inserting Gutta-Percha Fillings. Holmes, 
A. M. 703-704. 


Cosmos (Dental), XXII, 1880. 
Gutta-Percha. Flagg. 64-70. 


osmos (Dental), XXVI, 1884. 
Gutta _perena. Payne, E. T. 212-217. Dise. 217- 


Dental & Oral Science Magazine, I, - 
Hill's Stopping. Hodson, J. F. P. 
Metallic Caps for Gutta-Percha Fillings. Line, J. 
Edward. 146-147. 2 illus. 


Headlight (Dental), II, 1881. 
Gutta- S a. Anderson, C. L. Jan. 4. Selected. 


Herald of Dentistry, I, 1881-82. 
Gutta Percha. Jan. 10. 


Herald of Dentistry, II, 1882-83. 
Bomerming | New in Gutta Percha. Kingsley, Norman 
uly. 9. Corres. 


Independent Practitioner (Dental), IV, 1883. 
Gutta-Percha Stopping. Francis, Chas. BE. 649-650. 


Items of Interest (Dental), II, 1880. 
Vulcanizable Gutta-Percha. 4. 
Gutta Percha for Tooth-Filling. 15. 


Items of Interest (Dental), VI, 1884. 
Gutta-Percha Fillings. 44. 
Gutta-Percha, as a Filling. 249. 


Jairus (Dental), V, 1 
Gutta-Percha. Kempton, Wy. D. 8-9. 


Johnstons’ Dental Miscellany, vi, 1879. 
Dee on Gold Caps for Gutta-Percha Fillings. 
189-192. 


Johnstons’ Dental Miscellany, VII, 1. 
Discussion on Gutta Percha Stopp ping. 299-301. 
ar Gutta-Percha Fillings. arding, G. H. 


minary (Dental), II, 1880-81. 
Value vot a Good Article. (Gutta- -Percha.) Anderson, 


c.L. 55. Selected 


Missouri Dental Jnl., IX, 1877 
ou oe as a Permanent (?) Filling Material. 


Corres. 


Missouri Dental Jnl., XI, 1879. 
Gold Caps for Gutta- Percha Fillings. Jones, Walter 
George Gordon. 564-565. Selected. 


Missouri Dental Jnl. XIV, 1882. 
Gutta-Percha Instruments. 234. 


Missouri Dental Jnl., XV, 1 
Gutta-Percha Stopping. sb ~y Charles E. Dec. 
407-409. Selected. 


Monthly Review of Den. Surgery, VIII, 1879. 
a on Gold Caps on Gutta-Percha Fillings. 


New England Jnl. pentistey. I, 1882. 


Gutta-Percha. 59. Selected. 
Gutta- eee | Filling Material for Temporary Fill- 


ings 


New York Odontological Soc. Trans... II, 1876. 
Gold “ee for Gutta Percha Fillings. Bogue, E. A. 


New York Odontological Soc. Trans., V, 1879. 
one for Heating Gutta-Percha. Oliver. 165- 


New York Odontological Soc. Trans., 1881. 
Gutta-Percha. Abbott. 77. Dise. 77. 


New York Odontological Soc. 
Gutta-Percha. Payne, E. T. 6-21 we 21-22 


(Dental Knightstown, Ind.), II, 1879-80. 
Non- Miecaiie Fillings. (Gutta Percha.) Anderson, 


Discussion on Gold Caps for Gutta-Percha Fillings. 
26. Abstract. 


Odon' — gg J Jnil., III, 1882-83. 
Gutta Pere 27. Selected. 


Odontolog. Soc. Trans., XI, 2nd Ser., 1878-79. 
Decwae on Geld Caps for Gutta-Percha Fillings. 


Odon Trans., XII, 2nd Ser., 1879-80. 
Gutta —-y; Fillings. Harding, G. H. 313. 


Odontological Soc. Penn. Trans., 1879. 
New Preparation of Gutta Percha for Fillings. 39. 


Practitioner (Dental), I, 
Cute owes Stopping. yon Chas. BE. 18. Se- 


St. Louls Dental Quarterly, I, 1877- 
ute: we as a Permanent Filling Material. 
age. J. Foster. Jan. 63-66. 
Caulk's utta Percha for Fillings. Jan. 81-82. Ed. 
Filling Front Teeth. (Gutta Percha.) July. 23. 


For index and key to classification numbers, see pink sheets. 
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D225 Filling with Tin. 


See also D22., 
American Jnl. Den. Sci., IX, 3rd Ser., 1876. ws, (Dental, Knightstown, Ind.), II, 1879-80. 
vanes = Teeth With Tin. "deaidos H. L. 562-566. Adulterated Tin Foil. 121. Selected. 
Odontographic Jnl., I, 1880-81. 
American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. Another Bugaboo. (Tin Foil.) 33-34. 
Tin Foil. 331. Ed. 
Odontological Soc. Penn. Trans., 1880. 
American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. Tin Foil as a a for Permanent Fillings. Dix- 
———~ 9 on Tin Foil as a Filling. 460-464. Se- on. 44. Dise. 44-45. 
ected. 
Odontological Soc. Penn. Trans.. 1882. 
British Jnl. Dental Science, XX, 1877. Discussion on The Prophylactic 2 of Tin. 
The Use of Tin Foil by Junior Practitioners. Carter, 183-187. 


Albert. 475-476. 
Ohio State Den. Soc. 
os (Dental), XVIII, 6. Discussion on Tin Foil as 2 "Tiling. r 88- 42. 
Tin- on re a Filling Material "Sederich, A. J. 454- 
459. Ohio State Jnl. 


Den. 1883. 
Discussion on Tinfoil as a Filling, 579-581. 
Cosmos (Dental), XIX, 1877. 
Tin-Foil as a Stopping. Lord, B. 136. Ohio State Jnl. Den. Sci., 1884. 
Therapeutic Properties of Tin "471-472. Ed. 


Cosmos (Dental), XII, 
Tin = as a Material for manent Fillings. Dix- Ohio State Jnl. . Sel., 
251. Dise. 251-252. Misunderstood. (Tin oe a Pillage *Material.) 247-248. 
Tin ‘Foil for Fillings. 427. Ed. 
os (Dental), XXV, 1 Register (Dental), XXX, 1876. 
The Prophylactic Properties a Tin. 252-256. Filling Teeth With Tin. Ambler. H. L. 9-12. 
Headlight (Dental), VI, Register (Dental), XXXI, 1877 
Some of the Uses of Tin. Sisenen. R. R. 105-107. Use of Tin Foil by Junior Practitioners. 447-448. Ed. 
Independent Practitioner (Dental), Register (Dental), X XXIII, 1879. 
Some Instruments Specially Adapted y the a A New Form of Tin. 48-49. Ed. 
lation of Fibrous Tin. Butler. C. R. 665. 


Register (Dental), XXXVII, 1883. 


Missouri Dental Jni., XII, 
Discussion on Tin Foil.” 230- ng paee "Selected. Discussion on Tin Foil as a Filling. 602-604. 
New York Odontological Soc. Trans. "3 M1. 1876. St. Louis Dental Quarterly, I, 1877-78. 
Value of Tin-Foil as a Stopping. Lord, 110. Tin as a Filling. Oct. 8-9. Ed. 
ews, (Dental, Knightstown, Ind.), I, 1878-79. Southern Dental Jnl., 1884-85. 
Felt Foil: Dee. 2. Discussion on Tin Foil es a ‘pulling. 74-78. 
D23 Inlays. 


General articles on porcelain. 
Porcelain ovens, etc., see D31. For articles on Gold Inlays, see D231; Porcelain Inlays, D232. 


Cosmos (Dental), XXIV, 1882. Ohio State Jnl. Den. Sci., 
A Method of Restoring Broken Crowns With Pieces Mending Broken Blocks As ‘wall yy ‘Natural Teeth. 
of © ee Teeth. Rambo. 8. D. 221-223. 10 Blount, A. A. 232-233. Corres. 


D231 Gold Inlays. General Articles on Casting. 


See also D23. 
pom articles on Cast Dentures, see D323. For casting in Crown and Bridge Work, see D33, D331, 
osemos (Dental), XVIII, 1876. Cosmos (Dental), XXIV, 1882. 
Method of yilliag p Fads Desazes Teeth. Gold Over- Bing, Caps. tS Gold Caps on Gutta-Percha 
lay. Bing, B ase se) 25 


osmos (Dental), XIX, 1877. 
Gold Plate Inlays. Essig, Chas. J. 314-317. 3 illus. 


For index and key to classification numbers, see pink sheets. 
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D232 Porcelain Inlays. 


General Articles on Porcelain, see D23. Porcelain Dentures, see D324. Porcelain in Crown and 


Bridge Work, see D33, D331, D332. 


of Dentistry, Il, 


Archives 
_—— Fillings. Rollins, William Herbert. 9-16. 3 


ritish Dental Assn. Jnil., V, 1884. 
Method of Filling and Restoring the Contour of 
Broken or Carious ‘Teeth, by Inserting a Piece of 
Mineral Tooth, or a Piece of Enamel Cut from a 
Natural Tooth, Accurately Fitted, and Fixed 
with White Cement. Woodhouse. R. H. 161-162. 


British Jnl. Dental Stee, BES. 1882. 


White’s Porcelain Stoppe 
Pieces of Porcelain for ” Filling Cavities of Decay. 


Webb, Marshall H. Selected. 


Dental Science, XXVIII, 1885. 
Rollins, William Herbert. 419-422, 


Robert. 


British Jnl. 
Enamel Fillings. 
. Selected. 528-530. Cor 
Enamel and Porcelain Fillings. “‘Marstea, 
635-643. 


Dental), XIX, 1877. 
nlay. Francis, C. E. 349-350. 
Bogue, E. A. and Hawes, A. C. 


Cosmos 
A Porcelain 
Porcelain Inlays. 
351. 


Cosmos (Dental), XX, 
Description of the Qpanslion “ae Attaching an Arti- 


ficial Tip to the Broken Crown of an joctose Con- 
taining a wy > shee Perry, § 43-47. 1 
illus. Dise. 


Cosmos (Dental), XXII, 
Broken Central Incisors. , 


Cosmos (Dental), XXIV, 1882. 
Pieces of Porcelain for Filling Cavities of Decay. 


Webb, Marshall H. 242-244. 1 illus. 


299-303. 


Herald of Dentistry, I, 1881-82. 
To Whom Does the Credit Belong? 
ings.) Cannon, J. G. April. 


Independent Practitioner (Dental), V, 1884. 
Porcelain _Facings for Carious Teeth. Moore, E. C. 


(Porcelain Points in Tooth Res- 
557-558. 


(Porcelain Fill- 
1-2. July. 1-2. 


A Case in Practice. 





toration.) Eccleston, C. H. 

Johnst ’ Dental Miscellany, VII, 1880. 
Porcelain Plug in a Cavity. Greene, F. H. 247. 

Corres. Comment, 328. Corres. 

News, (Dental, Knightstown, Ind.), III, 1880-81. 
Porcelain Plug in a Cavit ty. Greene, F. H. 26-27. 

Selected. 


D24 Pulp Treatment. 


General Articles on Pulp Treatment, including articles on the Treatment of Dead Pulp. 


See also Capping Pulps, D241; 


Destruction and Removal of Pulps, D242; Root Filling, D243. 


For articles on Diseases of Pulp, see D63; Electricity in Pulp Treatment, Cataphoresis, etc., see 


615.84. 
Advertiser (Dental), XIII, 
Treatment of Exposed Pulps. 

lected. 


Advertiser (Dental), XV, 1884. 
Resection of the Dental Pulp. Blount, A. A. 30. 


ected. 
The Drill or Vent Hole. 59-60. Selected. 


Alabama State Den. Asen. Trans. 
i x of Exposed Pulps. MetWillisms, W. R. 


1882. 


Cravens. 102. Se- 


American Dental Asen., Trans. 
The Possibilities in the Treatment ¥ Pulpless Teeth. 
Rawls, A. O. 60-64. Disc. -93. 


American Dental Convention Trans., 1877. 
ey ty ay ** Meee of Dentinal Pulps. McLain, 


American Dentist, (Elgin, T1.), I, 1883. 

Covering for Exposed Tooth Pulps. April. 3. Se- 
ected. 

ees Exposed Pulps. April. 4. Selected. 


merican Jnl. Den. Sci., IX, 3rd Ser., 1876. 
The ADental Pulp, _.. Pathology and Treatment. 
Willmott, J. B. 395-408. Disc. 390-391. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Lacto-Phosphate of Lime: Pathology and Treatment 
of Exposed Dental Pulps. Cravens, Junius 


274-278. 
cd the Dental Pulp. Clark, Lane. 422-423. 
lected. 


ican Jnl. Den. Sci., XI, 3rd Ser., ‘7-78. 
Is the 'E Destal Pulp Essential to the lategrity of the 
Tooth-Structure? 335. 
American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
Extracts from a Prize Essay on the Conservative 
Fetment of the Pulp. Fundenberg, Walter H. 


How to Make Nerve-Bristles. Chupein, Theodore F. 
327-328. d. 


Selecte 


America nl. Den. 3rd Ser., 1880-81. 
Treatment of Teeth With fh bead | Pulps and Alveolar 
Abscess. Koch, C.R.E. 171-176. Selected 


American Jnl, Den. Sci., 


XV, 3rd Ser., 1881-82. 
pe of the Dental Pulp. 366 


Bouton, A. G. - 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 

Pulp Treatment. Hodgkin, J. B. 234-235. 

The Use of lodiform in the Dental Practice. (re 
Pulp treatment.) 377-378. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 

On Certain Conditions of Dead Teeth. Tomes, C. 8. 
219-224, 280-282. Selected. 

On the Conservative Treatment of Exposed Pulp. 
White, T. Charters. ected. 

On Se secant of Pulpless “Teeth. 276-278. Se- 


The Conservative Treatment of the Pulp. Palmer, 
James G. 433-437. Disc. 437-443. Selected. 


American Jnl. Den. Sci., XIX, 3rd Ser., 1885. 
Pulpless Teeth. Wilson. 253- 260. Selected. 
Dead Teeth ~4 - Jaws. Brophy, Truman W. 260- 


Selec 
Pul less Teeth. Ives, Chas. F. 354-359. Disc. 359- 


ican Medical Assan. Jni.. I 
On Assuring. Healthy Dentine Over a. omen 
Pulps illiams, "seseb L L. 33-34. Dise. 34. 


Archives of Dentistry, I, 1884 
Be sed Pulp. Ingersoll, "LC 
atom of Treatment for Exposed Pulps. 


Pulplese Teeth. Sexton, Samuel. 572-574. Ed. 


285-286. Selected. 
Best, 


For index and key to classification numbers, see pink sheets. 
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Archives of Dentistry, I, 
Retention of Dead Teeth in thes Jaws. 
132. Dise. 133-134. 


Bogue. 131- 


British Dental Assen. Jni., II, 1881. 

The Use and Abuse of Some of the Medicaments Em- 
ployed in the Local Treatment of Diseased Den- 
tal Pulp and Alveolar Abscess. Matheson, L. 
196-205. Disc. - 


f the Dentine. (Filling.) 


Treatment of Disease +s 
Moore, W. V. 393-396. 


British Dental Assen. Jnl., III, 1882. 
Cases of Dead Teeth Treated by an Antiseptic Pro- 
goss. Arsenious Acid. Coleman, Alfred. 508-512. 
ise. 512. 


British Dental Assn. Jnl... IV, 
On ee pepetment of Pulpless Teeth Balkwill, F. H. 


British Dental Assen. Jnil., V, 1884. 
Iodoform in Dental Surgery. (Treatment of Pulpless 
Teeth.) Bodecker, C. F. W. 499-507. 1 table. 


British Dental Assen. Jni., VI. 
‘Feeqeqpent of Pulpless Teeth. Bitlet, William. 343- 


A Method of Treating Dead Teeth. Hern, W. 664-666. 


British Jnl. Dental Science. XIX, 1876. 

The 1, —, of the Dental Pulp When Exposed 
by Disease and of Dead and Discharging Teeth. 
Coleman, Alfred. 33-35. Abstract. Disc. 35-38. 
Criticism, 115-116. Reply, 125-127. 

Discussion on The Conservative Treatment of the 
ret Pulp When Exposed versus Devitalization. 


British Jnl. Dental Science, XX, 1877. 
Exposed Pulp. Williams, E. L. 128-134. 


British Jnl. Dental Science. XXI, 1878. 

The Restoration, Preservation. and Retention of 
Badly Decayed Teeth and Moderately Firm 
Stumps. Merson, James. 332-335. 


British Jnl. Dental Science, XXII, 1879. 

Review of the Conservative Treatment. of the Dental 
Pulp. Jack. Louis. 663-667. 703-708. 

Causes of the Failures which Occurred in Feeating 
wy eae Tomes, Charles 8S. 725-726. Disc. 


British Jnl. Dental Science, XXIII, 1880. 
Sensation and Imagination. (re Pulp Treatment.) 
Beavis. George. 925. 
The Treatment of Carious Teeth Having Disordered 
Pulps. Matthews, A. Alexander. 1119-1125. 


British Jnl. Dental Science. XXIV. 1881. 
Treatment of Teeth With Dead Pulps and Alveolar 
Abscess. Koch, C. R. E. 118-122. Selected. 


British Jnl. Dental Science, XXV, 1882. 

Treatment of Teeth With Dead or Dying Pulps Also 
Treatment of Alveolar Abscess. Townsend, 
H. 131-135. Selected. 

Cases of Dead Teeth Treated by b. Antiseptic Pro- 
cess. Coleman, Alfred. 1035-1037. 


British Jnl. Dental Science, XX VI, 1883. 
Treatment of Pulpless Teeth. Balkwill, F. H. 827- 
828. Abstract. 
On the Conservative Treatment of Exposed Dental 
Pulp. Campbell. 1166. Abstract. 


British Jnl. Dental Science, XX VII, 1884. 
Pulpless Teeth and Their Treatment With Perman- 
ganate of Potash and Camphor. 51. Selected. 

Treatment of Dead Pulps. Ingersoll. 173. 

Reon ~~] of the Dental Pulp. Blount, A. A. 319. Se- 
ec#led 

The Conservative Treatment of the Pulp. 
James G. 415-416. Selecte 

Saving Pulps. Crandell. 581. 

Exposed Pulps. Patterson. J. D. 930. Selected. 

Care and ‘we - -- . Exposed Pulps. Lucky, B. F. 

ectec 


268 
The ods aatmant of Sh Teeth. England, Wal 
ty g & glan alter J. 


Palmer, 


sh Jni. Dental Science, XXVIII, 1885. 


The Retention of Dead Teeth in the Jaws. 550-561. 





D24 PULP TREATMENT 


Exposed Dental Pulps and Their Treatment. Dun- 
ean, S. F. 721-726, 811-814. Selected. 

Treatment of Pulpless Teeth. Knight, H. A. 1004- 
1015. Selected. 

Dead Teeth in the Jaws. Brophy, Truman W. 1052- 
1054. lected. 


California S. Dental Assn. Trans., 1878. 
Therapeutical Treatment of the Dental Pulp. 
Lain, A. F. 108-115. Dise. 115-121. 


mos (Dental), XVIII, 1876. 
The wr Treatment of the Dental pute and 


Mc- 


i ta Bate, C. Spence. 187-193. Disc. 
The Dental Nerve Pulp in Life and Death. 215-217. 
On the Treatment of the Dental Pulp When Ex — 

ee 


oz — and of Dead and Discharging 
Discussion. on Dead Pulps. 587-591. 


os (Dental), XIX. 1877 

Salicyite ‘Acid in Dentistry. (Pulp Treatment.) 222- 
euutite 331. 
Creasote. McLain, A. F. 331-332. 
The Conservation of Pulpless Teeth. Thompson, A. 
H. 407-416. 
Salicylic Acid as a Dental Medicament. (Root Canal 

Dressing.) Flagg. J. Foster. 447. 
Is the Dental Pulp Essential to the Integrity of the 


pou Structure? (Pulp Treatment.) Ingersoll, 
L. C. 527-529. Dise. 529-533. 
oe. tT of Dental — Brackett. 635-637. Cor- 


rection, Vol. XX, 120. 


Cosmos (Dental), — a. 
Bacteria in Teeth. Roge G..0. 
‘Tregtment of Tooth W th. Dead sy ~ wm Henry 


240, 293. 

Certain Defects in Dentine; There Relation to Ex- 
posure of the Pulp and Peridental Inflammation. 
Line, J. Edw. 324-329. 3 illus. 

On a Method of Treating Sensitive Dentine and Ex- 
posed Pulps. Thompson, A. H. 359-366. 


Cosmos (Dental), XXI, 1879. 

Re Case of Sensitiveness to Thermal Changes. Dris- 
coll, W. E. 55. 

Case of Pulp Congestion. 55-56. 

Case of J % Dead Pulp. Stockton, C. S. 271. 

Treatment of Pulps. 394-401. 

Treatment of Exposed Nerves in Deciduous Teeth. 
Garber, S. Arthur. 471-472. 

Excision of the Exposed Pulp and the Reproduction 
FR Tissue. Pflueger, H. E. 698-699. Disc. 


Disc. 


Cosmos (Dental), XXII, 1880. 
Dtaqgestes on Case of Py wt in Pulp Treatment, 


Resu peg in Death of Gardner. - 
Protective Lining of ae Ww sits. Bronson, Ww. -. 
34-39. Dise. 39-4 
Nerve Broaches. 119- 20. 
Fracture of Incisors, Exposing the Pulps. 675-676. 
mos (Dental), XXIII, 1881. 
A Method of Filling Single-Root Teeth. (To Leave 


Vent Hole When Pulp is Involved.) 52-58 

Method of Leaving Vent Through a Fiiling. _ 
ton, William D. 168. 

Re = se of Dead Pulp. , Ottofy, Louis. 613. Correc- 
tion, 

The Treatment of Pulpless Teeth and Manner of 
pany | Roots. Williams, N. W. 635-636. Disc. 


Pulp ‘Treatment and Root Filling. Wright, C. M. 


637-638. 

A New and Original Method of Treating Exposed 
Pulps. (Tube Through Filling to Pulp Chamber 
for terete of Dressings.) 664 Remarks, 
Vol. XXIV, 55. 


Cosmos (Dental), XXIV, 1882. 
Pulp Treatment. Cryer, M. iH, 18-22. Clinic. 

cism, 123-126. Reply, 318-322. 
The Treatment of the tntal Pulp. 145-150. 


Criti- 


The Minute Anatomy, Physiolo y Pathology and 
Zaeggocutios of vy! prenatal pegecner ©. 
W 292-299. 2 illus. 337-345, 5 illus. 393: 
ioe, “440-457, Dise. $35-440. 489-494. 
Pulp Treatment. 447, 556-557. 
Pulp Treatment. Driscoll, W. EB. 503, 616. Teeth 
eeth. 


The Possibilities in Treatment of Pulpless 
Rawls, A. O. 511-515. Dise. 519- 

Arsenic in aavieg Pulps. Dexter, James E. 652-656. 
Dise. 656- Correction, Vol. XXV, 100. 


. For index and key to classification numbers, see pink sheets. 

















D24 PULP TREATMENT 109 


Cosmos (Dental), XXV —_,. 
Saving vs. Destroying Pulp 8. 
ees ay Foil for Lining Tarities. Peirce, C. 


Pulpitis. 83-86. 

Treatment of the Dental Pulp. 141-144. 

Mineral Wool—Is There Use for It in Dentistry? 
Darby, Frank B. 167. 

Pulp Treatment. 194- =. 

Toothache—lIodoform. 27! 

a for the Hallet of Pulpitis. Flagg, J. 


Fos 444. 

A Radical, "Simple and Successful Treatment of Teeth 
Associated With Putrid —_ Without a Fis- 
ge ae Mills, G. 612-613. Remarks, 

ol. 
Capsicum Bags. Fouike, Wm. C. 678-680. 


osmos (Dental), XXVI, 1884. 
Sodium Carbonate as a Medicament in Dentistry. 
irk, E. C. 189- 
Cosmoline in Its Relations to Dental Therapeutics. 
Harrower, A. B. 
Peroxide of Hydrogen and Iodoform. (In Pulp 
Eepriapent.) Atkinson, W. H. 493-496. Disc. 


Pulp Treatment. 613-617. 


Cosmos (Dental), XX VII, 
Inflamed and Sensitive Teeth. a John T. 16- 


Dise. 22-26. 
Effect of Pulpless Teeth When Left in the Jaws. 82- 


On Assuring Mespthy Dentine Over Endangered 

ulps 

The Effects of Pulpless Teeth Remaining in the Jaws. 
Harlan, A. W. 257-265. 

Effects of *Pulpless Teeth Remaining in the Jaws. 


289-298. 

Menthvl Crystals in Pulp Treatment. Flagg, J. Fos- 
ter. 318. 

The Painless Operation. (Pulp Treatment.) Robin- 
son, J. A. 601. 

Pulpless Teeth. Knight. 631. Disc. 631. 
Dental Eclectic, I, 1885. 

ee as Teeth. Ives, Charles F. Nov. 7-10. Select- 
ed. 


Dental Office & Lab., VI, 2nd Ser., 1882-83. 
Treating Exposed Pulps. April. 5. Selected. 


Dental Office & Lab., VII, 2nd Ser., 1883-84. 
On the Conservative Treatment of Exposed Pulp. 
White, T. Charters. July. 5-6. Selected. 


Dental Office & Lab. VIII, 2nd Ser., 1884-85. 
About Pulps. Brophy. Jan. 4. Selected. 
Pulpless Teeth. April. ? a 
Exposed Pulps. July. 4. Selected 


] 
= 

eS 
z 
ry 
a 


Dental Office & Lab., IX, 2nd Ser., 1885. 

When Does Inflammation Indicate Extraction? 
Wood, John B. April. 1-2. Disc. 

Iodoform. (Pulp Treatment.) Scheller, ‘Alexander. 
April. 4. Trans. Selected. 


Dental & Oral Science Magazine, I, 1878. 

Pulp Treatment. Fitch, C. P. 111. 

Preparation of Pulp Cavities. Hodson, J. F. P. 134. 

—7 Pulp Treatment. Hodson, J. F. P. 134- 
137. Dise. 148-144. 

Pulp Treatment. Hawes, A. C. 184. 


Headlight. (Dental), 
Dead Teeth. So Called. ; ew H. B. April. 1-3. 


Headlight (Dental), V, 1884. 
Treatment of Pulnless Teeth Preparatory to Filling. 
Morgan, W. H. 46-49. 


Herald of Dentistry, I, 1881-82. 
The Use of Iodoform in'the Dental Practice. (In 
Pulp Treatment.) Witzinger, M. April. 10. 


Herald of Dentistry, III, 1883-84, 

Does the Retention of Dead Teeth in the Jaws Exert 
an Unfavorable Influence on Health? Sexton, 
Samuel. April. 10-11. Corres. 11-14. Corres. 


Illinois State Dental Soc. Trans., 1876. 
The Treatment of Teeth Containing Dead Pulps. 
Smith, Joshua. 98-106. Disc. 106-107. 


Illinois State Dental Soc. Trans., 1877. 
The Tooth ae and Its Treatment. Swain, E. D. 
66-76. 


The Treatment of Exposed Pulps. Brophy, T. W. 
76-86. Dise. 86-99. 


Illinois State Dental Soc. 
Treatment of Teeth he gt bead a Ply : and Alveolar 
Abscess. Koch, C. R. E. ise. 44-52. 


Illinois State Dental Soc. Trans. 
Treatment of Teeth with Dead or Dying Pulps; Als 
Treatment of Alveolar Abscess ownsend, 
H. 28-41. Dise. 41-47. 


Illinois State Dental Soc. Trans., 1884. 
Exposed Dental Pulp and Their Treatment. Duncan, 
S. F. 33-41. Dise. 41-48 


Illinois State Dental Soc. Trans. 
Errors in Loam oe" Not Alweve ‘leabreatageeus. 
Patrick, 64-69. Disc. 69-74. 


Independent Practitioner (Dental), III, 1882. 

A New and Original Method of Treating. Exposed 
ps. Ditcham, William Victor 7. Select~ 
ed. 


Independent Practitioner (Dental), IV, 1883. 
A Com of ae © Teeth—Their Treatment. Ross, 


ted. 
Antiseptic Pa of Diseases of the Dental Pulp. 
Rosenthal. 585-588. Disc. 606-609. 


Independent Practitioner (Dental), V 
On Paips. Ww Healthy Dentine Sep nndaagered 
— Yilliams, Jacob L. 310-311. Dise. 311- 


neal Teeth in the Jaws. 702-706. Ed. 


Independent Practitioner (Dental), VI, 1885. 
Retention of Dead Teeth in the Jaws. Bogue, E. A. 
204-205. Abstract 
Pulgagye peste. A Charles F. 429-432. Disc. 


About Exposed Dental Pulps. 560. 


' Iowa State Dental Soc. Trans., 1 
Pulpless Teeth. Wilson, I. P. Sie “Dise. 92-118. 


Items of Interest (Dental), II, 1880. 

Saving Exposed Nerves. 13. 

Treatment of Teeth With Dead Pulps and Alveolar 
Abscess. Koch, C. R. BE. 16. 


Items of Interest (Dental), IV, 1882. 
Treating Exposed Pulps. 2. 


Items of Interest (Dental), V, 1883. 

Save the Pulps. 66. E 

Treatment of Exposed Tooth- -Pulps. 103-105. Ed. 

The Action of edicamerts on the Dental Pulp. 
Buckingham. 224-225. Selected. 

Discussion on Treating Pulpless Teeth. 263 

meee” 1 of Success in Curing Pulps of Teeth. 284. 


od 
Treatment of the Dental Pulp. Trueman, Wm. H. 
301-303. Selected. 
ies ~ Treatment of Exposed Pulps. Jack, 
-305. Selected. 


Carbolie “Acid a Local Irritant. 310. 


Items of Interest (Dental), VI, 1884. 
Treatment of Exposed Pulps. Henry, Geo. 28-31. 
Diagnosis. (Pulp Treatment.) Ingersoll, L. C. 53- 


Exposed “Us Abuiract. of Diagnosis. Ingersoll, 


eosian ‘pulps. Mills. Geo. 170. 
Saving Pulps. Crandell. 185. 
Exposed Pulp. gneeroen. L. C. 222-23 Abstract. 
paving Pulps. 4 283. 283, Ed. 

Treat ae and Filling Roots. Johnson, C. N. 606- 


Items of Interest (Dental), VII, 1885. 
Saving Pulps. Watt, Geo. 12. 
Pulpless Teeth. Ives, Charles F. 529-530. Selected. 


Jairus (Dental), I, 1880. 

Therapeutical Treatment of the Dental Pulp. Me- 
Lain, A. F. 60-72. Dise. 72-77. 

Death of the Dental Pulp Provoked by External 
wa Abscess; Pulp Treatment. Dop, G. 
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Jairus (Dental), Ul, 1882. 

Pathology and Treatment of the Dental a Chap- 
pelle, M. H. 180-190. Disc. 161-164, 

Eucalyptus Oil. 290. Ed. 


Johnstons’ Dental Miscellan mm. * ees 
Dead Teeth. Webb, Marshall 
Treatment of Exposed Pulps. Eliott oy. S. 409-415. 
Treatment of the Dental Pulp. Clark, Lane. 438-439. 


Selected. 
on Di of the Dental Pulp, Their 
" Sequences and Treatment. 461-464 





Johnstons’ Dental Miscellany, IV, 1877. 
Discussion on Casatalgn, Its Prevention and Treat- 


ment. 179-1 
Conservation of “the Dental Pulp. Drew, F. F. 415- 
417. 


Johnstons’ Dental ewe ge OM 1878. 
Discussion on Incidents of Office Practice. (Pulp 
Treatment.) 32-33. 
Discaasee on Treatment of Exposed Pulps. 272-278, 
” 


Johnstons’ Dental Miscellany, VI, 1879. 
Discussion on The Treatment of Exposed Pulps. 132- 


Discussion on Treatment of Exposed Pulps and 
Alveolar Abscess. 355-36 
Discussion on Odontologia and Diagnosis. 478-480. 


Johnstons’ Dental Miscellany, VIII, 1881. 
Rhizodontry. Vanderpant, Lawrence. 210. 


Luminary (Dental), III, 1881-82 
Treatment of the Dental Pulp. Bouton, A. G. 58-59. 


Luminary (Dental), V, 1883-84. 
Pulpless Teeth and Treatment. North 
Treatment of Pulpless Teeth. Rich. a * elected. 


Luminary (Dental), VI, 1884-85. 
Depleting Dental -- Duncan, 8. F. 58. Selected. 
More About Pulps rophy. 58. Selected. 
Exposed Pulps. Ingersoll. 58. Selected. 


Michigan State Den. Assn. Trans., 1881. 
Teeqyeees, = Sects. (Pulp Treatment.) Clawson, F. 


Michigan State Den. Assn. Trans., 1 
Exposed Pulps. Rawley, C. R. 79-83. = 84-94. 


Michigan State Den. Asen. Trans., 1 
Discussion on Treatment of Diseased Teeth, Gums 
and Pulp. 165-175. 


Missouri Dental Jal., VIII, 1876. 
Discussion on Exposed Pul Ips. 401-403. 


Missouri! Dental Jnl., X, 1878. 
Discussion on Treatment of Exposed Pulps. 167-171. 
A Method of Treating Senative Doatine and Exposed 


Pulps. Thompson, A. H 402. Selected. 
The peates Pulp. (Treatment.) Pease, Wm. A. *708- 
711. Selected. 


Missouri Dental Jnl... XI, 1879. 

Review of the Conservative ‘Treatment of the Dental 
ree. Jack, Louis. 369-379. Disc. 379-389. Se- 
lect 


Missouri! Dental Jal., XII, 
The Sensitiveness of Pespiete” Teeth. Line, J. Ed- 
ward. 1-6. 
a wy | Treatment of the Dental Pulp. Mc- 
272-285. 


Treatment of Teeth yg Dead Pulps gat Alveolar 
Abscess. Koch, C. R. 337-341. Dise. 341-349. 
Dental Jnl., XIII 


Missouri 
The Preservation of the Vitality 0 of the Dental Pul 
vs. Devitalization. Harper, John G. 82.80. 


Dise. 99-91. 
Cases Practice. Pulp Treatment. Keith, H. H. 412- 


Missouri! Dental Jnl., 
Discussion on The Denial Pup i Its Pathology and 
maar 112-118. 


ri Dental Jnl., XV, 1883. 
Exposed F Pulp and Treatment. Rowley, C. BR. July. 
Selected. 


a, ‘of Diseases of the Dental Pulp. White. 
Samuel A. Oct. 323-328. Selected. 


Monthly Review of Den. wry he IV, 1876. 

Pepsine Paste. Merson, Jas. 

The Conservative Treatment of Dental Pulp waes 
Exposed versus Devitalization. Henry, George 
451-434. Remarks, 455-459. 


Mont Review of Den. Surgery, V, 1876-77. 
— ental Surgery. (Pulp Treatment.) Bar- 
rett, Ashley. 12-15. 
Treatment of the Dental Pul Clark, Lane. 113-114. 
Ou Treatment and Extraction of the Tooth-Pulp. 
Walker, Joseph. 357-359, 462-464. Selected. 


Monthly Review of Den. Surgery, VII, 
Physiology and Treatment of Denta Pulp. Watling, 
J. A. 166-168. Selected. 


New England Jnl. Dentistry, I, 1882. 
Pulpless Teeth. Rawls, A. O. 25. Abstract. 
Treatment of Teeth With Dead or Dying Pulps. 87. 


Ed. 
The Treatment of the Dental Pulp. 120-121. Bd. 
Value of the Dental Pulp at Different Periods of the 
Life. 184-185. 
Pulpless Teeth. Rawls, A. O. 291-292. 
A Class of pay less Teeth. Their Treatment. Ross, 


. mm. 


New England Jnl. Dentistry, HU, 

Some Scientific Problems of Dental aoa. (Pulp 
Treatment.) Tomes, C. 8. 65-74. 

Is a Dead Tooth Dead? 321-322. Ed. 


w England Jnl. Dentistry, III, 1884. 
The Weill or Vent Hole. 110. Ed. 

On Eugenol and Sanitas Oil. Harland. 343-344. 

A | er of Treatment for Exposed Pulps. Best, A. 


Pulpless Teeth. 476-478. Ed. 


New Jersey State Den. Soc. Trans., 1 
The ee ve Treatment of the Pap Ditnse, J. 


Dise. 
New Jersey State Den. Pa. wee 1884. 
Pulpless Teeth. Baldwin, C. 69-71. 


New York Odontological Soc. Trans., Il, 1876. 
Discussion on Pulp Treatment. 26-27. 
Lacto-Phosphate of Lime: Pathology and Treat- 

ment of Exposed Dental ioe and Sensitive 


} omen Cravens, Junius 30-36. Disc. 36- 
Pulp Treatment. Raymond, BE. H. 43-44, 45. Com- 
ment, 45. 


New York Odontological Soc. 
The Minute Anatomy, Physiolo = Painology, anf 
eet of ae Dental wp. er, C 
40-55. 7 illus. 64-82. Dise. 55-60, 82-86. 


New York Odontological Soc. 
Effect of Pulpless Teeth When Sx in = “Jaws. 
Kingsley, N. W. 134-136. Disc. 136-147. 


New York Odontological Soc. Trans 
The Effects of Pulpless Teeth Nemaining” My the 
Jaws. Harlan, W. 25-33. 35-49 


New York State Den. Soc. Tran 
The Use of Creosote in Treating Simple. _ of 
aw ae Pul 8. pee it Sue Practice? Barrett, 


New York State Den. Soc. Trans., 1885. 
Pulpless Teeth. Ives, Chas. F. 72-76. Dise. 76-77. 


News, (Dental, a ~ int.)J ae = 
Treatment of Webb. i ‘arvie, W 1 
Dead Teeth. Webb Marshall H. Dec. 3 
Prodecies of sary © eee for the Protection 


Pulps. Waters n. 2. Abstract. 
Treatment of Exposed Pulse. i H. H. Feb. 


News (Rental, Eatehtsous, Ind.), mm Des. 


Bxposed ae mer. ec 
The Effect f oxyehioride of Zine Upon Dentine. 
Howard, | E. 27. 


Discussion on Foul Exposures. 

Retovin Tepeezsens & n the hosts of Teeth. Spen- 
Treatment of the Pulp. Atkinson. 62. Selec 
‘Srestmont of Dead iD. Tomes, C. Phat tna 
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News, (Dental, Ratemeroun, J Ind.), III, 1880-81. 
Discussion on Treatment and Management of Ex- 
posed Tooth Pulps. 5. Selected 


. (Dental, Knightstown, Ind.), IV, 1881-82. 
Treatment = the Denta Pulp. Bouton, A A. G. 99-100. 


ecte 
A New and Original Method of Treating Exposed 
Pulps. Ditcham, William Victor. 109. Selected. 


News, (Dental, Knightstown, Ind.), V, 1882-83. 
Treatment of Exposed Pulps. mponess, | M.H. 4. 
Exposed Pulps. Cravens. 

A Class of Pulpless Teeth aad Their Treatment. 

Ross, A. M. Jan. 1. Selected. 

Pulp Treatment. Hodgkin, J. B. Feb. 2. , Selected. 
Pulp Amputations. Ottofy. Louis. March 2. 


News, (Knightstown, Ind.), VI, 1883-84. 
Exposed Pulp and Treatment. Rowley, Cc. R. June. 


2. Selected. 

On the Treatment of Pulpless Teeth. Noel, L. G. 
pt. Selected. 
A a prpetiont Caservedons on the Treatment of 
Pulp tee Ree “G E. Oct. 1. Selected. 

Dental Perlostitis —T e Grindstone Cure. Requa, 

Jos. Dec. 1, 4. Selected. 

News, (ate tstown, Ene. >), VII, 1884-85. 

randell. Selected. 


Saving Pulps. 
Th rill or Vent Hole. 3, Selected. 
Treatment of Diseased Pulps. Taft. 31-32. Select- 


ed. 
Coe Soda for Cleansing Putrid Teeth. 42. 


t 
Cosmoline in the Zreatment of Pulpless Teeth. Har- 

rower, A.B. 55-56. 
Theo of Pulpiess Teeth and Roots. Paine, J. 


1 
=“ Pulp. Johnstone, Theo. 87-92. Se- 


remy Pulps. } ng pee Selected. 
ad Tooth. geon, W. J. 131. Selected. 


Odontographic Jnl., -84. 
Pulp Treatment. Ellis, Chas. 3 144-149. 


Odontolog. Soc. Trans., VIII, 2nd Ser., 1876 
The pomservenee Treatment of the Dental Pulp “When 
Exposed versus Devitalization. Henry, George. 
121- 142. 2 illus. Dise. 143-153. 
Antiseptic Dental aot gesy- pin bee Bar- 
rett, Ashley. 238 -252 


Odontolog. Soc. Trans., IX, 2nd Ser., 1876-77. 
On Treatment and Extraction of the Tooth- Pulp. 
Walker, Joseph. 55-60. Disc. 61-66. 


Odontolog. Soc. Trans., XII, 2nd Ser., 1879-80. 
On Certain Conditions of Dead Teeth. Tomes, C. 8. 
-14. ise 


Odontolog. Soc. Trans., XVIII, 2nd Ser., 1885. 
A se ¢ FS ey of Dead Teeth. Hern, wil- 


am. -27. se. 28-30. 
Nerve Drills. Elliott, St. apy "ey 


Ohio State Jnl. Den. Sci., 
Discussion on Pathology i ‘Treatment of Exposed 


Pulps. 97-99. 
Treatment of Teeth With Dead or Dying Pulps; 5 Ales. 
ee of Alveolar Abscess. ownsend, H. 


Ohio State Jnl. Den. Sci., 

Discussion on The Dental Bulp. a8 - 242. 

Carbolic Acid and Creosote. Their Chemistry and 
Therapeutical Application to the Practice of Den- 
tistry. King, James 8. Regge Corres. 


Ohio State Jnl. Den. Sci., 
Fhogeies.. utp ret ¢- Wm. A. 


Discussion. on The Value of Pulpless Teeth and Roots 
396-400. 


Pennsylvania Jnl. Den. Sci., III, 1876. 

The Dental Pulp: Its Pathology’ and Treatment. 
Willmott, J. 66- Abstract. Disc 

Operative Dentistry. (Pulp Treatment.) Webb, 
eaians H. 81-94. 


‘ennsylvania State Den. Soc. Trans., 
Rovio —¥~ 4 the Conservative Treatment ‘Of the the Dental 
wii Bon Louis. 48-58 Disc. 56-68. 


Dental), 


carbolte Acid in P uipitis with E Exposure. Kirk, Bd- 


Tests for Creosote and Treatment of Exposed Pulps. 
Longnecker, H. C. &4- 
On Ge Pap ement of Pulpless Teeth. Noel, L. G. 


rd (Dental), I 
po Poisoning. ‘(Subsequent to Pulp Treat- 
ment.) Hardi ~ aX 
Exceptional Case of Pulp Treatment. Dwinelle. 212- 
3. isc. 218-214. 
= sae = Dead Teeth With Arsenious Acid. 
‘olem 
A Plea Against Pulp Extermination. Rose, Fred- 
eric. 434-440. 475, Ed. 
Theqapoues of the Dental Pulp. Bodecker, C. F. 
W. 440-447. Abstract. 475. Ed. 


Record (Dental), III, 
The Treatment of pulpless Teeth. Balkwill, F. H. 
421. Abstract. 


The a of Iodoform Costing on ous , ED of 
Phenol. Bodecker. 515. 
Antiseptic — of Diseased "Pulp. Rosenthal. 
506. A bstract. 


Record (Dental), IV, 1884. 

A Dead Tooth. Pi keon, W. J. 5382. 

Sensitiveness of the “a Underwood, Arthur. 545- 
546. Disc. 546-548. 


Record (Dental), V, 
Discussion on Value - = Teeth and Roots. 
42- Abstract. 


ster (Dental), XXX, 187 
Salicylic. xcid. (For Pal less Teeth.) 191-192. Ed. 
Dea i ulp Treatment.) Driscoll, 


ousmnant of the Dental Pulp. Clark, Lane. 529-530. 


Register (Dental), XXXI, 18 
Treatment of Exposed Pulps. Eddleman, F.C. 291- 


Pul less Teeth and Alveolar Abscess. Carter, S. C. 


Register (Dental), XXXII, 1878. 

Surgical Operations on the Pulp and the Best Means 
of Mateoctivg “att B28 Dive and 15 eerenenting. 
Edwar G 332-336. 

The Dental Pulp. Pease, Wm. "489-498, 


Register (Dental), XX XIII, 1879. 

The Destruction of the Dental Pulp, and the Treat- 
ment of Some of the Diseases Growing Out of It. 
Pease, Wm. 21-34. 

Review of the Conservative Treatment of the Dental 
Pulp. Jack, Louis. 409-420. Selected. 


Register (Dental), XXXIV, 1880. 
Discussion on Treatment and gnneenement of Ex- 
posed Tooth Pulps. 172-176. 


Register (Dental), XXXV 

Discussion on Pathology and , of Exposed 
Pulps. 152-153. 

Treatment of Pulpless Teeth and Manner of Filling 
Roots. Williams, N. W. 487- 

ae ne of Pulpless Teeth. Wright, Cc. M. 491- 


Register (Dental), XXXVI, 1882. 

The Dental oe Patholo and tae. 
Cha = M. H. 154-165. Dise. 1 

Ex Pulps.—Treatment and Filling. “WWilson, J. 


P. 323- 

Discussion on Dr. A. O. Rawls’ and Dr. Harlan’s 
Paper on Pulpless Teeth. 431-436. Correction, 
514-515. Reply, 617-618. 


Register (Dental), XXXVII, 1 
A New Departure. (Pulp Trntment.) Pease, Wm. 


A. i1- 
On Sostate Conditions of Dead Teeth. Tomes, C. S. 
Exposed Pulp and Treatment. Rowley, C. R. 219- 


Etiology and Pathology of Dental Caries and Treat- 
ment of Pulps. Porre, J. R. 255- 

On Oe Rg oe Treatment of Exposed Pulp. 
Whi Charte 282-285. Selected. 

A Few Practical Observations on the Treatment of 
the Pulp. Harding, W. E. 412-415. Selected. 
The Conservative Trea nt of the Dental Pulp When 

Exposed versus Devitalization. Henry, George. 
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Register (Dental), XX XVIII, 1884. 
On ue a of Pulpless Teeth. Balkwill, Y. 


2. 

New Remedies. (Treatment of Teeth from Which the 
Puips Had Been More or Less Perfectly Remov- 
ed.) Pease, Wm. A. 2 

Discussion on The Value of Pulpless Teeth and 
Roots. -542. 


Review, (Dental, Charlotte, Mich.), I, 1884. 
Treatment of Exposed Pulps. 18-19. Selected. 


Southern Dental Jnl., I, 1882-83 
Treatment of Diseases A the Dental Pulp. 
Treatment.) White, Samuel A -490. 


(Pulp 


D241 
See also D24. 


Advertiser (Dental), VIII, 1877. 
Pulp Capping. Barrett W. C. 1-3. 


Advertiser (Dental), IX, 1878. 
Pulp Capping Again. Barrett, W. C. 1-4. 


Advertiser (Dental), XIV, 
lodoform as Capping for Mouth. “pulp. Hagelberg. 


122. Selected. 


American Dental Assen. Trans. 1879. 
The Natural Dentine for Capping Exposed Teeth 
Pulps. Stellwagen, Thomas C. 110-112. 


Corres. 


Corres. 


can Dental Convention Trans.. 


Ameri 1877. 
Therapeutical Treatment of Dentinal Pulve. McLain, 
A. F. 43-38. 


American Dentist, (Elgin, Tl), I, 
Carbolic Acid. Capping Nerves and Filling Teeth in 
Sections. Robinson, J. A. April. 5. 


nm Jnl. Den. Sci., IX, 3rd Ser., 1876. 
Morgan. 374. ed 

osed Pulps. Peabody, 

Select 


America 
Oxychloride. 
a. + of Ex 

467-470. 


lected. 
(Capping.) 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Treatment of Exposed Pulps. Chittenden, C. C. 110- 


115. 
Pulp Capping. Barrett, W. C. 552-555. Selected. 


ican Jnl. Den. XI, 3rd Ser., 1877-78. 
Pulp “Capping Again. Barrett, W. C. 464-468.  Se- 
ect 


Sei., XIII, 3rd Ser., 1879-80. 
the Dental Pulp. 


1-20. 
(Capping.) Rice, 


American Jnl. Den. 
The Conservative Treatment of 

(Capping.) Grady, Richard. 
Treatment of the Dental Pulp. 

Arthur M. 49-56, 97-102. 


merican Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 
The ARateral Dentine for Capping irpeess Teeth 
Pulps. Stellwagen, Thomas C. 82-83. ected. 
A Long Practiced and Successful Method of yo ®t 
ae san 6, With Cases in Practice. Jobson, 
Pulp Capping. Winder, R. B. 379. 
XVI, 3rd Ser., 1882-83. 


can Jnl. Den. Sel., 
(Cap- 


Ameri 
Treatment of Diseases of the Dental Pulp. 
ping.) White, Samuel A. 557- Selected. 
Oxy; P Seaphote of Zine. (As a Capping.) Betty, EB. 
568. Selected. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
Exposed Pulp and Treatment. (Capping.) Rowley, 
175-178. Selected. 
Simplified Treatment of Diseases of the Dental Pulp 
»y the Use of lodoform., yo mS and Terchlor- 
ide of Phenol. Bodecker, C. F. - 


lected. 


1884-85. 


American Jnl. Den. Sei., XVIII, 3rd Ser., Dee 


Pulp « as my and Treatment of Pulp Canals. 
. 400-412. Selected. 
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Southern Dental Jnl., 1884-85. 

Treating Putrid Pulps. ee. Theo. 309-315. 
Southern Dental Jnl., IV, 

The oaggemen’ of Exposed *Duips. 
362. Dise. 362-365. 


Martin, W. T. 


Texas Dental Jnl., I, 1 
Treatment of Diseases vot the Dental Pulp. White, 


Samuel A. 1-3. Select 


Texas Dental Jnl., III, 1885. 
Treatment of Pulpless Teeth—Restoration of Color. 
Noel, L. G. 3. Selected. ; 


Capping Pulps. 


Archives of Dentistry, I, 1884. 
Discussion on Dr. 8. F. Duncan’s Paper on_ Exposed 
panies Pulps and Their Treatment. (Capping.) 


203-211. 

A yee of Treatment for Exposed Pulps. Best, A. 
1. 529-539. 
British Dental Assn. Jnl., III, 1882. 

Dr. Bodecker on Nerve-Capping. 596-597. Ed. 


British Dental Assen. Jnl., IV, 
On the Conservative Treatment a. Exposed Pulp. 


(Capping.) White, T. Charters. 164-166. 
The Treatment of Exposed Pulp. Mordaunt. 301-304. 
Abstract. 


British Jnl. Dental Science. XXIV, 
A New Method of Capping and Puiting Pal Pulp and 
Nerve Canals. Gar Arthur 2-333. Se- 


lected. 
es Exposed Pulps. Webb, M. A. 583-585. Se- 
ected. 


British Jnl. Dental Science, XXV, 1882. 
The Use of Iodoform in Dental Practice. (re Cap- 
ping Pulps.) Scheff, Julius. 252-253. Selected. 


British Jnl. Dental Science, XXV 
Iodoform as Capping for Tooth Pulp. 
141. Selec 


1883. 
Hagelberg. 


British Jni. Dental Science, XX VII, 1884. 
For Capping. Bodecker. 419. Selected. 


British Jnl. Dental Science, XXVIII, 1885. 
Gutta-Percha for Cappl —— 899-900. ~ 
Gutta-Percha for Capping Exposed Pulps, and as 

Non-Conductor th nder Metallic Fillings. Jacob. 

Henry Long. 1110-1111. Corres. 


California 8S. Dental Assn. Trans.. 
Therapeutical Treatment of the Deatal Sulp. Me- 


Lain, A. F. 103-115. Dise. 115-121. 
Exposed Nerves. (Capping.) Brewer, F. A. 122-126. 
Dise. 126-134. 


Canada Jnl. Dental Science, IV, 1877-78-79. 
Can Pulps of Teeth Be Saved? Elwell, Foster. 7-8. 


Caulk’s Dental Annual, 
Pulp Capping. Jefferis, C. its Jan. 33. 


Cosmos (Dental), ing y 1876. 

Exposed Pulps. (Capping.) 35-37. 

Capping Dental Pulps ougiass, Isaac. 54-55. 

Chloride of Zine for oe Pulps. Garretson, Jas. 
E. 92-93. Diae 

A New Use for Celluloid Pulp Capping. Harris, 
Frank L. 167. 


Capping Exposed Pulps. 167. 

The Conservative Treatment of the Dental Pulp. 
(Capping.) 383-384. 

Lacto-Phosphate of Lime; Pathology and Treatment 
of Exposed Dental Pulps and Sensitive Dentine. 
Cravens, Junius E. 463-469. Dise. -476. 

Dise ‘ussion on Preservation of the Pulp. (Capping.) 

653 - 657. 


by) 
Capping Pulps. King, J. 8S. 652-653. Disc. 


Cosmos (Dental), XIX, 1877 


Case of Exposed Pulp. (Capping.) Atkinson, W. H. 


For index and key to clessification numbers, see pink sheets. 
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Cosmos (Dental), XXI, 1879. 
Discussion op Gutta- Percha Pulp Cageine. 35-36. 
Cases of Pulp ng — Mills and Odell. 161. 
Capping Exposed stor 231. 
The Natural Denson. or Gapping the Pulps of Teeth. 
Stellwagen, T. H 


Cosmos (Dental), XXII, 1880. 
Capping Exposed Pulps. Drew, F. F. 223. 


mos (Dental), XXIII, 
Gutta Perche and Tin for for Capping Pulps. LaRoche, 
W. T. 431. Disc. 


Cosmos (Dental), XXIV, 
Reet ne and Nerve Sooke. ” Kollock, Jennie C. 


Cosmos (Dental), XXV, 1883. 
Iodoform as an Application to the Dental Pulp. 161. 
Gutta Percha for Capping Pulps. 167-1 
Conservative Treatment of Exposed Pulps. Wallin, 
Frederick A. L. 235-240. 


Dental Office & Lab., I, 2nd Ser., 1878. 
Nerve Capping. Royall H. J. Jan. 3-4. 


Dental Office & Lab., VI, 2nd Ser., 1882-83. 
Iodoform for Capping Pulp. Hagelburg. Oct. 4. 
Trans. Selecte 


Dental Office & Lab., IX, 2nd Ser., 1885. 
Nerve Caps. Best, A. H. April. 6. Selected. 


Headlight (Dental), III, 

A New and Original Method cj Treating Exposed 
Pulps. (Capping.) Ditcham, William ctor. 
19-20. Selected. 


Independent Practitioner (Dental), IV, 
Simplites Treatment of Diseases of the Dental “Pulp 
the Use of Iodoform, Cartilage and Terchlor- 
ide of Phenol. (Capping Pulps.) Bodecker, C. 
F. W. 369-371. 


Independent Practitioner (Dental), V, 1 
Discussion on Exposed Dental Pulps p-- * Their 
Treatment. 375-3 
The Care and Treatment of Exposed Pulps. Luckey. 
430-433. Abstract. Disc. 458-461. 
Exposed Pulps. (Capping.) Patterson, J. D. 487- 


Independent Practitioner (Dental), VI, 1885. 
A Meena’ s Capping Exposed Pulps. Ramsdell, W. 
Capping Exposed Pulps. Vanderpant, Lawrence. 
1 
Preserving Tooth Pulps. (Capping:) 221. 
Gutta Percha Copies = Moore, Thomas T. 449. 
Pulp Capping. 611. Ed. 


Indiana State Dental Asen.. Trans.. 1883. 
she, Paes of Exposed Nerves. (Capping.) 6- 


lowa State Dental Soc. Trans., 
Superfiuous Dentistry. (Pulp ee. Hardman. 
71-77. Dise. 77-80. 


Items of Interest (Dental), I, 1879. 
Saving Teeth in Which the Nerves are Exposed. 12. 


Items of Interest (Dental), II, 1880. 
Method of Capping Exposed Nerves. 2. 
Growth of New Dentine Cver Exposed Nerves. 4. 


Items of Interest (Dental), V, 1 

Oxy-Phosphate of Zinc. _ ahs Betty, EB. G. 
119-121. Selected. 

Capping of Exposed Nerve-Pulps. Farrar, J. N. 255- 
257. Selected. 

Capping Exposed Nerves. Dunlap, W. D. 303. 

Saving Pulps. (Capping.) Hunter, F. A. 352. 


Items of Interest (Dental), VII, 
rae capping and Treatment of Pune Canals. Bee- 
206-297. Selected. 
For Capping Pulps. 326. 
A Truth Exaggerated Becomes a Falsehood. (Gutta- 
es | ae a Capping for Exposed Pulps.) 597- 
508. Ed. 


Jairus (Dental), I, 1880, 
Two Cases of Nerve Capping. 46. 


Jairus (Dental), II, 1882. 
lodoform as a ee _ the Dental Pulp. Hagel- 


Dd. Tra 
A New ’ ‘Material for x Capping I Exposed Pulps. Mann- 
hardt, F. 252-254 


airus (Dental), IV, 1883. 
— Pulps. Porre, R.J. 79. Abstract. Disc. 79. 


Johnstons’ Dental Miscellany, VI, 1879. 

The Effect of ae of Zine Upon Dentine. 
Howard, F. 205-207. 

The Natural Dentine fo for a A ag Fulpe’ * of Teeth. 


Stellwagen, stract. 
Oxy-Phosphate. Allen, War H. Dise. 466-467. 


Johnstons’ Dental Miscellany, VIII, 1881. 
Capping Exposed Pulps. Webb, M. A. 172-173 


State Den. Assn. Trans., 1 
Exposed Pulps. Edwards. wn 51. Dise. 





Kentuc 
Treatment o 
51-56. 


Luminary (Dental), I, 1879-80. 

The Treatment and rappine of Exposed Nerves. 
Hilzheim, A. H. 31 

Painless Treatment of Defective Teeth. 45. Selected. 

Positive, Efficatious and Certain Method for Capping 
Nerves and Redeeming Teeth That are Thereby 
Rendered Critical. Royall, H. J. 51. 


Luminary (Dental), Il, 1880-81. 
A Long Practiced and Successful Method of Capping 
xpeces ope. With Cases in Practice. Jobson, 


Luminary (Dental), III, 1881-82. 
Capping Nerves. Royall, =. J. 37. 
A Case of Nerve Capping Selected. 

Nerve Capping vs. Prifatination. Mason, J. M. 87. 


Luminary (Dental), V, 1883-84. 
Treating Teeth. (Nerve Capping.) 2. 


Michigan State Den. Assn. Trans.. 1877. 
Report of the Committee on cen Y Pa 4 
preatenent (Capping.) Watling, 
se. 


Michigan State Den. Assn. Trane.. 
Discussion on Treatment of Gieemes Teeth, Gums 
and Pulp. 165-175. 


Missouri Dental Jnl., VIII, 1876. 
Success and Failures in’ Capping Exposed Pulps. 
Barker, W. H. 21-23, 453-454. 


Missouri Dental on. 5 IX, 1877. 

Pulp Capping. Barre Cc. 65-68. Cor 

Some Thoughts on ~ RAR be, Capping vo of Dental 
Pulp. Smith, John 8S. 508-i 

Pulp Capping. Wasson, L. C. 543-547. 


Missouri Dental Jnl. XI, 1879. 
Capping of Exposed Nerve Pulps. Farrar, J. N. 3-9. 
us. 


Capping pupene Pulps. Robinson, A. C. 9-10. 
Review of t Conservative Treatment of the Dental 
Pulp. Jack, Louis. 369-379. Disc. -389. Se- 


lected. 
capping or Destroying; Which? Mullett, E.R. 611- 


Missouri Dental Jnl., XV, 1883. 
Some Thoughts on Capping Exposed Pulp. Hewitt, 
B. May. 52-55. 
Sodeinems as a Capping for Tooth Pulp. Sept. 279. 
Selected. 


onthly Review of Den. Surgery, V, 1876-77. 
Dental apenas. Driscoll, W. BE. 261-269. Se- 
ected 


National Dental Assn. Trans., 1879. 
Nerve Exposure, Its Drgsnees and Treatment. (Cap- 
ping.) Chisholm, E. 8S. 59-62. 


New England Jnl. Dentistry, II, 
Carbolic Acid. Capping Nerves ong Filling Teeth in 
Sections. Robinson, J. A. 90-9 


New Jersey State Den. Soc. Trans. 
Conservative Dentistry. (Canpiag O® ae 
Teeth.) Osmun, J A. 45-49. Dise. 49-5 


eee 


For index and key to classification numbers, see pink sheets. 
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New York Odontological Soc. Trans., II, 1876. 
Case of Bapeced Pulp. (Capping.) Atkinson, W. H. 
106- ° 


New York State Den. Soc. Trans 
Treatment of Exposed Pulps. aan) Elliott, EB. 
8. 39-45. Dise. 45-52. 


(Dental Knightstown, Ind.), I, 1878-79. 

Capping Exposed Pulps. Salmon, I. A. "Au ug. Ne 

Capping Exposed Pulps. Wise, H. A. Sept. 

Treatment of the Dental Pulp. M’'Lane, 
2. Selected. 

Capping Eupepee Pulps. Robinson, A. C. March. 


Nows 


Oe Jan. 


News, (Dental, Knightstown, Ind.), Il, 1879-80. 
Capping Pul pe. North, Gustavus. 112. 
Positive, Efficient and Certain Method for Capping 

Nerves. Royall, H. J. 122. Selected. 

News, (Dental, Knightstown, 3 ), III, 1880-81. 
Capping Pulps of Teeth. 29. Selecte 


ong Practiced and Successful Method of Capping 
pee Pulps, With Cases in Practice. Jobson, 
M.S. 85-86. Selected. 


News, (Dental, 1881-82. 


Knightstown, Ind.), IV 
Capping Nerves. Royall, H. J. 50. Selected. 
ase of Nerve Capping. 101. Selected. 

ews, (Dental, Knightstown, Ind.), V, 1882-83. 
Dr. Mbbetts Method of Treating and Capping Ex- 
posed Pulps. Abbott. March. 5. Selected. 


News, (Dental, Knightstown, Ind.), VI, 1883-84. 
Treating Teeth. (Capping Nerves.) June. 3, 4. 
ecte 


d. 
Capping Ex Exposed Nerves. Dunlap, W. D. July. 3. 
Jodoform as Ca Capping for Tooth Pulp. Hagelberg. Aug. 


News, (Dental, Knightstown, P meh VII, 1884-85. 


Capping Pulps. Robinson. 31. ected. 

— ps. (Capping.) Crouse, J. N. 39-40. 

Exposed _ (Capping.) Crouse, J. N. 62-64. 
Selected. 

More abot Pulps. (Capping.) Brophy. 106. Se- 
ected. 

Treatment of Teeth of Young Persons. (Capping.) 
= ing. 106-107. lected. » 

ee- 


Pul apping and Treatment of Pulp-Canals. 
ton aia 145-148. Selected. 


Odontological Jnl., V, 1 
Pulp oepes & ase treatinent a *Pulp- Canals. Bee- 


© State Jnl. Den. Sci., I, 1881. 
_ Nerves. 111-113. Corres. 


Ohio State Jnl. Den. Sci., 
AP a Phosphate of Zinc. Betty, G. 119-122. 
pave a Capping Expo: yates Smith, G. W. 
2. sc. 
Phosphate of Zine” 


Ohio State Jnl. Den., Sci., 
Capping Pulps. Robinson, J. = 1360-281, 


North, Gustavus. 474. 
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Pennsylvania Jnl. Den. Sci., III, 

The Conservative Treatment of the Dental pulp When 
Exposed versus Devitalization. Henry, George. 
176-181. Abstract. Disc. 181-185. 

Oxy-Chloride of Zinc. Eastlacke. Wm. C. 387-389. 


Pennsylvania State Den. Soc. Trans., 1 
Review of the Conservative Treatment of the Dental 
Pulp. Jack, Louis. 48-58. Disc. 58-68. 


Practitioner (Dental), II, 
Having a Nerve Capped. 224- 6 * Selected. 


Practitioner (Dental), III, 
Treatment and ty of Devitalized Teeth. 


ad 
capping, Root Filling.) Vanderslice, H. M. 51- 


Record (Dental) 
A New and Original Tirethod of Treating Expo 


Pulps. (Capping.) Ditcham, William = 
197-198. - 
Record (Dental), V, 1885. 
Capping versus Extraction of Pulp. Walker. 504. 
Abstract. 


Register (Dental), XX XI, 1877 
Exposed Pups, and How Nature Cures Them. Sim, 


Physiology and Treatment of Dental Pulp. Watling, 
J.A. 5SOT-511. 


Register (Dental), XXXII, 1878. 


Therapeutical Treatment of ntal Pulps. M’Lain, 
A. F. 376-385, 405-409. Selected. 
Register (Dental), XXXV, 1881. 

The Covering of Exposed Pulps. Witzel, A. 1-8. 


Trans. 


Register (Dental), XXXVII, 1883. 
Discussion on Capping Pulps. 172-180. 


Register (Dental), XX XIX, 


On Assuring Healthy Deutine _ Endangered 
aan. illiams, Jacob L. 75-78. Dise. 78-79. 
ected. 


St. Louls Dental Quarterly, I, 1877-7 
Portion of a Paper on the Tooth Pulp. 
Swain, E. D. Oct. 29-30. 


* Capping.) 


Southern Dental Jnl., Il, 1883-84. 
Dr. Abbott's Method of ‘Treating and Capping Ex- 
Oxy'Phosphate of Zine’ (Fer Palp Cappl ) Bett 
xy-Phosphate o ne or Pulp Cappin > 
E. G. 67-70. Selected. — ” 
Capping Exposed Nerves. Dunlap, W. D. 197. 


Southern Dental Jnl., III, 1884-85. 
Paschki’s Iodoform Paste—For Capping Nerves. 165. 


Southern Dental Jnl., IV, 1 
Discussion on Capping Pulps. #00 -20 
Use Oxyphos —_ (For Genes “Chisholm, G. 


302- 
How Exposed Pulps Were Treated Forty Years Ago. 
Sergins-) Harris, Chapin A. 383-387. Selected. 


For index and key te classification numbers, see pink sheets. 
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Pulp Nodules. Arsenic. 


See also D24. 


Pressure Anesthesia. 


Mummification. 


Articles on Electricity in pulp treatment, see 615.84; on local anesthesia, 615.7816. 


American Dental Assn. Trans., 1883. 
Action of Arsenious Acid Upon “Dentinal and Pulp 
— Bodecker, C. F. W. 55-60. Disc. 60- 


American Dental Assen. Trans. 
The Painless Operation. (Devitalisation.) Robin- 
son, J. A. 77-79. Disc. 79-104. 2 illus. 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
The Safety Pocket. (Applying Arsenic.) 47-48. Se- 


lected. 
Arsenious Acid in Dentistry. Hardman, J. 385-395. 
Selected. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
The Effects of Arsenic Upon the Pulp. Ottofy, Louis. 


Terrible Cause of Arsenical Poison. 329-330. Ed. 

Dr. Waters’ Statement Regarding His Treatment of 
Mr. George Arthur Gardner. -468. 

Extirpation of the Dental Pulp, and Root-Filling. 
Ingersoll, L. C. 481-493. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Treatment of the Teeth With Dead or Dying Pulps; 
Also by * of Alveolar Abscess. Townsend, 


49 
A Class of Pulpless Teeth, Their Treatment. Ross, 
A. M. 400-413. Selected. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
On the Density of Enamel as an Element in Deter- 
mining the Proper Time to Devitalize the Tooth- 
Pulp. Line, J. Edw. 170-175. Selected. 
A Few Practical Observations on the Treatment of 
the Pulp. Harding, W. E. 272-275. Selected. 


American Jnl. Den. Sci., XIX, 3rd Ser., 1885. 
The Reckless Sacrifice of Tooth Substance in a. 
yegned Teeth. Morrison, W. N. 180-182. Disc. 


British Dental Assn. Jnl., 
Notes on Arsenical Wool With: nite. Browne- 
Mason, J. T. 514-515. 


British Dental Assen. Jnil., II, 1881. 

The Use and Abuse of Some of the Medicaments Em- 
ployed in the Local Treatment of Diseased Den- 
tal Pulp and Alveolar Abscess. Matheson, L. 
196-205. Disc. 283- 

Results of Some Experiments on the Action of Certain 
Agents used for the Devitalization of the Tooth 

ty Arkovy. 504-506. 

Severe Pain in a Lower Molar Caused by oe hg 
Nerve-Killing Paste. Harding, W. EB. 638-639. 


British Dental Assn. 
The Treatment of Teeth with Dead" or or Dying Pale 
and of Alveolar pene. Townsend, 
187. 232-236. Abstract 
On me Use and Abuse of Arsenic. Beavis, Geo. 645. 
orres. 


British Dental Assn. Jnl., IV, 1883. 

On Some Scientific Problems of Dental Surgery. 
(Devitalization.) Tomes, C. 7- 

On the Use = Abuse of Arsenic. Fripp, John Trude, 


48. Cor 

The Treatment of Exposed Pulp. Mordaunt. 301- 
304. Abstract. 

A Few Practical Observations on the Treatment of 
oe Pulp. Harding, W. EB. 318-321. Dise. 215- 


British Dental Assn. Jnl., VI, 
Tete and gy 2 of the } +; = in Teeth. 
Stirling, John 101. Abstract. Dise. 154-160. 
Mixture o Equal Parts of the Hydrochlorate of Co- 
caine and Arsenious Acid for Devitalizing Tooth 
Pulps. Quinby, H. C. 413. 


British Jnl. Dental Science, XXIII, 1880. 
What Was the Cause of the peat of George A. Gard- 
ner? (Arsenic?) 172-176. 


Desge of f, Ssscate in Dentistry. Stevenson, N. 444- 


Dental Therapeutics.—A Caution. 511-512. Corres. 
The Value of Arsenious Acid te tee Teeotment | ¥ 
Dental Caries. Combe, A. 515-518, 565-572, 


624, 673- 716-721. 
The Treatment of Carious Teeth Having Dipeesered 
Pulps. Matthews, A. Alexander. 1119-1125. 


British Jnl. Dental Science, XXIV 

An Account of Some Experiments on vine  Devitaliza- 
tion of the Tooth-Pulp. Arkovy, Joseph. 798, 
909-913. Abstract. 

On a Mode of Obtunding the Pain Caused by Es- 
— During the a on of the Tooth- 

we. Cox-Morre, Edward W. 920. 
A shear ulp Digester. 1083-1084. Selected. 
oes —— Sensibility to Arsenic. ‘Harding, w. 


British Jnl. Dental Science, XXV, 
A a -™ At ainst Pulp a ion. Frederic. 
1075-1079. Selected 


British Jnl. Dental Science, XX VI, 
The hy ay of Diseased and Sascael Fieve Pul 8 
- B, he Use of Arsenic. Paterson. 413. 
Papaine the oo Digester. Sparrock, 8. Ww. 


-564. lec 
Rowney’s Azotine, as a Nerve Devitalizer. 777. Cor- 
res. 


ritish Jnl. Dental Science, XXVII, 1884. 
Action of Arsenious Acid Upon Dentinal and Pulp 
mm —— Dotesher, ro -_" 633-638. 

e Treatment o ea ee England, Wal 
991-995, 1038-1042. 7 ee 


British Jni. Dental Science, XX VII 
Anaesthesia Before Applying Arsenic. Selected. 
Treatment and Fillin the Nerve Canals in Teeth. 
Stirling, John. -108. Dise. 254-260. 


California 8S. D —sy- gy — 
Therapeutical Treatment of the Dental Sup. Mc- 
Lain, A. F. 103-115. Dise. 115-121. 


California 8S. Dental Assn. Trans. 
Discussion on Removing Devitalized Pups. * 50-55. 


Califérnia 8S. Dental Assen. -84-85. 
The Tendency of Arsenic as "ipplied * Dental Tis- 

sue to Develop Pericementitis, and Its oe 

Alveolar Abscess. Brewer, Frank A. 132-1 


California 8. Odontolog. Soc. Trans., 1884-85. 
Devitalized Teeth. Blood, J. N. 226-228. 





Canada J Science, IV, 1877-78-79. 
Removal of the” Pulp y- Extirpation. Jasper. 74-75. 


me ty ~ — Ne 2 
reatment o ea. ulps. emoval. ll, 
cs: 


Connecticut Valley Den. Soc. Trans., 1876. 
Discussion on Treatment "ot Exposed Pulps in De- 
eciduous Teeth. 113-114. 


mos (Dental), XVIII, 1876. 
Devitalination Warner, J. i. 
Cosqente A Acid for Destroying Pulps. Allan, George 


os (Dental), XIX, 1877. 
Pulp ‘Devitalization, Maxwell, H. 559-560. 
The er Pocket. pS In In Applying » 4, Clowes, 


648-652. 
Cosmos (Dental), XX, 
Discussion on Pul y RI (Case of Arsenical 


Poisoning.) 64. 
Note on Morphia. (After Pulp Destruction.) 407. 


Dental), xr, 1879. 
For Tenderness After Pulp Removal. Drew, F. F. 
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Cosmos (Dental), XXIII, 1881. 
Experiments on the Action of Agents Used for the 
Devitalization of the Dental Pulp. Arkovy. 553. 
Action of Arsenic Upon Pulps. Truman, J. 646-647 
Disc. 647-650. 


Cosmos (Dental), XXIV, 1882. 
Poisoning by Arsenical Paste. 273. 
lodoform in Dentistry. (For Devitalization.) 610. 


Cosmos (Dental), XXV, 
Removin ed , §. Driving a a Wooden Plug Into 
8, 7-448. 


Th wrt A 4 - id Upon a and 

e Action 0 rsen x, c 

Pulp Tissue. Bodecker, C. F. W. 505-510. Disc. 
510-517. 


573. 
Iodoform in Dentistry. Tzyman, James. 


lodoform. Peirce, C. N. 
Arsenic. Friedrichs, Geo. J. * 578-580. 
lodoform in Dentistry. Havrower, A. B. 616. 


Cosmos (Dental), XXVI, 


1884, 
Arsenious Acid in Pulp Treatment. Wilcox, A. A. 
576. 


Dental Office & Lab., III, 2nd Ser., 1879-80. 
Foulke, 


The Use of Arsenic in Dental Surgery. 
George S. Jan. 2. (Cont. in Vol. IV, April. 2. 
July. 3. Oct. 2.) 


Dental Office & Lab., V, 2nd Ser., 1881-82. 


The Application of Arsenic in Dental Practice. 
hneider, Fr. April. 2-4. Trans. Selected. 
Nerve Paste. Oct. 3. 
Dental Office & Lab., VI, 2nd Ser., 1882-83. 
Application of lodoform in Dental Practice. (De- 
een.) Tanzer, V. L. Oct. 6. Trans. Se- 
lected. 


Dental Office & Lab., VIII, 2nd Ser., 1884-85. 
Discussion on Devitalizing of the Pulps ue Deciduous 
Teeth. July. 2-3. 


Dental Office & Lab., IX, 2nd Ser., 1885. 
Oleate of Arsenious Acid. July. 6. 


Headlight (Dental), V, 1884. 
Antidote to Arsenic. McCaw, James B. 111. Se- 


lected. 


Herald of Dentistry, III, 1883-84. 
Hot Air as an Agent in the ‘Treatment of Devitalized 
Teeth. Jan. 7-9. 


Illinois State Dental Soc. Trans. 1879. 
Extirpation of the Dental Pulp, and Root- Filling. 
Ingersoll, L. C. 49-59. Dise. 509-65. 


Independent Practitioner (Dental), II, 1881. 
rae of Tooth-Pulp. 201. Selected. 


egentens Practitioner (Dental), IV, 1883. 

On the Jensity of Enamel as an Element in Deter- 
mining the reper 3 tae > <A , eee the Tooth- 
Pulp. Line, J 

Treatment of Devitalized ‘Teeth Palmer. James G. 
354-358. Dise. 359-368. 4 illus. Correction, 431. 

Histological Investigations Upon the Action of Ar- 
senious Acids on the Nerve Fibres of the Pul 


ont i Dentinal Tissues. Bodecker. C. F 

( 

Resection of the Dental Pulp. Blount, A. A. 616. 
Corres. 


Independent Practitioner (Dental), V, 
The C are and Treatment of Exposed Pups. 
B 430-433. Abstract. Dise. 458-461. 


Independent Practitioner (Dental), VI, 
The Ri Removal of Living Pulps. Merritt, G. 


A Case in S Practice. (What Shall Be Done With De- 

vitalized Teeth.) 209-210. Ed. 
Too Openlng” | Reckless Sacrifice of Tooth Material in 
ng Pood Teeth. Morrison, W. N. 307-308. 


Devitalntag Pulps. 664-668. Ed. 


Indiana State Dental Assn. Trans.. 
The Treatment of Exposed Nerves. (re Pulp Devital- 
ization.) 6-14. 


Iowa State Den. 
Arsenious Acid in Dentistry. 


Iowa State Dental Soc. Trans.. 
The Arsenical Treatment of Tooth Pulp. 
152-162. Dise. 162-1 


sen 


Sec. Trans.. 1878. 
ee. J. 6-11. 


Morsman, 
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Items of Interest (Dental), III, 1881. 
Arsenic in Dentistry. Mills, Geo. A. 11 
Arsenic. Driscoll, . 18. 


Items of Interest (Dental), V, 1883. 

Sensation and Imagination. (re Pulp Removal.) 
Beavis, George. 118. Selected. 

Arsenic for the sane of 
(Criticism.) 153-1 Ed. 

Killing the Nerve of = Aching Tooth. 420. 


Items of Interest (Dental), VII, 1885. 

Arsenic. Taggart, W. H. 69. Selected. 

The Discriminating Operator. (Treatment of Dead 
Teeth.) Taft. 328. Selecte 

Extirpation of the Dental Pu ip. Best, A. H. 350-352. 

Is one Acid Combined With fine Injurious? 


Treatment of ponposes Pulps. Knight, H. A. 540-541. 
Cocaine. (Pulp Removal.) Barrett, W. C. 581. 


Exposed Nerves. 


Jairus (Dental), I, 

Death of a a BA ‘Citizen, George A. Gardner, 
Poisoned by Arsenic, ies by a Dentist to Kill 
the Nerve in a Tooth. 


Jairus (Dental), Ill, 
Extirpation of the Pulp. Tithe. H. 


Johnstons’ Dental Miscellany, III, 1876. 
Discussion on The Treatment of Exposed Pulps in 
Deciduous Teeth. 348-351. 


158-159. Trans. 


Johnstons’ Dental Miscellany, IV, 1 
Treatment and Extraction of the Tooth- *Pulp. Walk- 
er, Joseph. 73-79. 


Johnstons’ Dental Miscellany, VI, 1879. 

The Death of Mr. aan (Arsenical Poisoning.) 
Castle, A. C. 367-374. Comment. -391. 

The pee of George A. Gardiner. Marvin, C. A. 391- 


Assn. Trans.. 


Kentucky State Den. 
Edwards. 


Treatmert ¢. , Raperss Pulps. 
Dise. 51-56. 


47-51. 


Luminary (Dental), I, 1879-80. 
—— Acid in Dentistry. Hardeman, J. 46. Se- 
ectec 


Luminary (Dental), Ill, 1881-82. 
Nerve Capping vs. Devitalization. Mason, J. M. 87. 


Luminary (Dental), IV, 1882-83. 
Killing the Nerves of Permanent Teeth (Molars) for 
on With Arsenic. 37. Corres. Comment, 


X, 1878. 


Missouri Dental Jnl., 
Devitalizing Pulps of 


Discussion on Arsenic for 
Teeth. 50-54. 


Missouri Dental Jnl., XI, 1879. 
The Dentist’s Story. Waters, George Franklin. 520- 
Ed. 664. Ed. 


523. Comment, 543-544. 


Missouri Dental Jnl., XII, 1880. 

Extirpation of the Dental Pulp. and Root Filling. 
Ingersoll, L. C. 21-31. Dise. 31-36. 

Danger of Arsenic in Dentistry. Stevenson, N. 238- 
239. Selected. 


Missouri Dental Jnl., XIII, 1881. 

Results of Some Experiments on the Action of Certain 
Agents Used for the Devitalization of the Tooth 
Pulp. Arkovy. 454-456. 


Missouri Dental Jnl., XIV, 1882. 

Treatment of Teeth With Dead or Dying Pulps; 
Also. Treatment of Alveolar Abscess. Townsend, 
H. H. Jan. 8-21. Dise. - 

Papaine the New Pulp Digester. 230-231. Abstract. 

Sensation and Imagination. (Nerve Extracting.) 
Beavis, George. 475. Selected. 


Missouri Dental Jnl., XV, 

Effect of Arsenious Acid U pon — Life end 6 Structure 
of the Teeth. Bodecker, C. F. W. pt. 256. 
Dise. 256-257. 


The Effect of Arsenic in Dentistry. Woodbury, H. 
A. Oct. 293-297. 


Monthly Review of Den. Surgery, IV, 1876. 
The Conservative Treatment of the Dental Pulp 
When Exposed versus Devitalization. Henry, 


George. 451-454. Remarks, 455-459. 


For index and key to classification numbers, see pink sheets. 
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Monthly Review of Den. Surgery, V, 1876-77. 
on Laon apenas Driscoll, W. E. 261-269. Se- 


Discussion on Exposed Pulps. 282-284. 
en. on The Devitalization of the Dental Pulp. 


On Treatment and Extraction of the Tooth-Pulp. 
Walker, Joseph. 357-359, 462-464. Selected. 


New England Jnl. Dentistry, I, 1 
—— = of Arsenical Application to aSott” Teeth. 7-8. 
Eucaly ptol and Gutta-Percha in Root Canals. Par- 
mele. ue L. 244-248. 
Dead. Teeth. Niles, E. §. 337-338. 
Dangerous Arsenical Preparation. 404. 


New England Jnl. Dentistry, Il, 1883. 
The Treatment of Devitalized Teeth. 18. Ed. 


New England Jnl. Dentistry, III, 1 
Cauterization of the Pulp. Redier. wo “Abstract. 

New Jersey State Den. Soc. Trans., 1878. 
Devitalized Pulps and Nerves. Hanks, J. C. 


New Jersey State Den. Soc. Trans.. 
Devitalized Teeth—Their Raa. 
William E. 71-73. Dise. 73-78. 


New York Odontological Soc. Trans., II, 1876. 
Death of the Pulp in Filling. Cook, C. D. 59. Com- 
ment, 60, 62-68. 


18-19. 


“Mitchell, 


ew York Odontological Soc. Trans., Ill, 1877. 
Devitalized Teeth and Their Management. Rehwin- 
kel, F. H. 66-73. 83-92. Disc. - 92-96. 
The Safety Pocket. (Devitalizing Dental Pulps.) 

Clowes, J. W. 118-122. Disc. 122-131. 


New York State Den. Soc. Tran 
Practical Words. cas Teeth -Devitalisation.) 
Mills, George A. 76-8 


News, (Dental, Knightstown, Ind.), II, 1879-80. 
To Soe cpepeestion for Destroying Nerves. Spen- 
cer, M. 


News, (Dental, Knightstown, Ind.), V, 1882-83. 
Barbarous Method. (re Pulp Removal.) April. 5. 


News, (Dental, Knightstown, Ind.), VI, 1883-84. 
A Few Practical Observations on the Treatment of 
the Pulp. Harding, W. E. Oct. 1. Selected. 


News, (Dental, Knightstown, Ind.), VII, 1884-85. 
a of the Pulp. Morrison, J. B. 133-134. 
ecte 


Odontographic Jnl., V, 1884-85. 
Exposed Pulps. Chase. 168. 
Odontographic Jnl., 1885. 
Pulpless Teeth. Ives. a, "F. 154-158. Dise. 158-159. 


Odontolog. Soc. Trans., IX, 2nd Ser., 1876-77. 
On Treatment and Extraction of the Tooth-Pulp. 
Walker, Joseph. 55-60. Disc. 61-66. 


Odontolog. Soc. Trans., XIV, 2nd Ser., 1881-82. 
Arsenical Poisoning. Harding, W. E. 
Bocas ¢ of a Nerve-Extractor. Turner. 100. Disc. 


Odontolog. Soc. Trans., XVII, 2nd Ser., 1884-85. 

Equal Parts of the Hydrochlorate of Cocaine and Ar- 
senious Acid for Devitalizing Tooth Pulps. 
Quinby, H. C. 242 


Odontological Soc. Penn. Trans., 1881. 
Action of Arsenic Upon the Pulps. Truman, J. 131- 
132. Dise. 132-135. 


Odontological Soc. Penn. Trans. 
Arsenious Acid in Deciduous Teeth with Exposed 
Pulps. Truman, James. 24. Dise. 24-25. 


Ohio State Jnl. Den. 
Digestion of Tooth-Pul 
Discussion on Devitalization o Pulps. Time and 

manger of Their Removal and the Filling of Root 

‘anals 
Treatment of Teeth With Dead or Dying Pulps; Al- 
se. yea of Alveolar Abscess. Townsend, H. 


303-305. Ed. 


Sir. 108. ‘pa. 


Van Antwerp's Pulp Digester. 
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Ohio State Jnl. Den. Sci., I 
Pepgase the tg Pulp ke eee Ss. W. 


Digester. 249-250. Ed. 


or 
Powe .* As a a ‘pul 
evitalize Pulps. Mayr. 488. 


Arsenious Acid to 


Ohio State Jnl. Den. Sci., II, 


Permeation of Tissues b Medicinal * Agents. (De- 
vitalization of the Pulp.) 534-538. Ed. 
Ohio State Jnl. Den. Sci., TV, 1884. 

Papaw Digester Again. 44-47. Ed. 

Chemistry? (Arsenic and the Pulp.) 468-471. Ed. 


Ohio State Jnl. Den. Sci., 1885. 
Met Ate as an Agent in the Wescenent of Devitalized 
eet 
The Reckiess Sacrifice of Tooth Substance in Devital- 
vg Teeth. Morrison, W. N. 371-373. Dise. 373- 


Practitioner (Dental), I, 1883. 
Histological Investigations Upon the Action of_Ar- 
senious Acids on the Nerve Fibres of the A 
and the Dentinal Tissues. Bodecker. C. F 
140-141. Selected. 


Practitioner (Dental). 
Treating and Filling Pulpless wereeth. 
tion.) Ward, Jos. R. C. 78-83. Disc 
Cosmoline In Its Relations to Dental ‘Therapeutics. 
Harrower, A. B. 159-162. Selected. 


Practitioner (Dental), II. 
Treatment of ee a oo. (pevitalization and Root 
Filling.) 227-235. Selected. 


Record (Dental), I, 1881. 
Experiments on the Action cf Agents Used for the 
Devitalization of the Dental Pulp. Arkovy. 78. 


(Devitaliza- 
83-89. 


Record (Dental), II, 1882. 
eet x ar of the Tooth-Pulp. 
1-73. 3 tables. Selected. 


Record (Dental), III, 
My Creed. (Pulp Py etsiteation.) 
ly. 463-466. ed. 


ecte: 
On the Action of Arsenious Acid Upon Dentinal and 
Pulp Tissue. Bodecker. 507-508. Abstract. 
The Effect of Arsenic in Dentistry. Woodbury, A. 
H. 511. Abstract. 
The Permeation of the Tissues by Medicinal Agents. 
(Permeation of Arsenic When Applied to a Dental 
Pulp.) 562. Abstract. 


Record (Dental), V, 1 

The Painless Removal oe Living Pulp. 
M. 236. Abstract. 

The Reckless Sacrifice of Tooth Substance in Devital- 


Arkovy, Joseph. 


Brown, E. Parm- 


Merritt, G. 


ized Teeth. Morrison, W. N. 327. Abstract. 
Extirpation of the Dental Pulp. Best. A. H. 381. 
Abstract. 


Register (Dental), XXXI, 1877. 
Pul ee and Alveolar Abscess. 


Carter. S. C. 


Register (Dental), XXXII, 1878. 
Surgical Operations on the Pulp ong the Best Means 
of Extracting It. Edwards, C. G. 317-322. Disc. 


332-336. 
Therapesticel rae of Dental Pulps. M’'Lain, A. 


lected. 
Pain Caused by - ae Tooth. Cushing. 425- 
426. Case 
Arsenious Acid in Brnticcs. 499-508. 
Register (Dental), XXXIII. 1879. 
Areonieal Poisoning. 481-486. Ed. 


ister (Dental), XXXIV, 

as the Cause of the Death of Geo. A. Gard- 
a (Arsenic.) Pease, Wm. 15-20. 

Extirpation of the Dental Pulp. and | eae Filling. 
Ingersoll, L. C. 105-116. Selected 


Register (Dental), XXXV, 
A New Broach. (For eke aad Removing the 
Pulp.) 86. Ed. 


Register (Dental), XX XIX, 

On Assuring Healthy Saline x= Endangered 

i. Williams, Jacob L. 75-78. Disc. 78-79. 
lected. 


Hardman, J. 


For index and key to classification numbers, see pink sheets. 
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Megister RXXIX, 1885—Continued. 
‘Teeqteness and Filling of the Nerve Canals in Teeth. 
Stirling, John. 109-118. Selected. 


Reckless Sacrifice of Tooth Substance in Openin B 
the ts * -Chamber and Root a i: Beat 
Teeth. Morrison, Wm. N. — 283. 

Abstract. 311-312. Clin 

Treatment of Pulpless Tesh “Knight, H. A. 433-443. 

Dise. 468-469. 


Southern Dental Jnl., 
Treatment of Teeth With er or + Pulps; Al- 
e B ge of Alveolar Abscess. Townsend, 
Papaine. ’ 


77-81, 100-109. Selected. 
The New Pulp Digester. Sparrock, 8. W. 
124. Selected. 
Discussion on Effect of Arsenic on the Tooth Pulp. 
Devital- 
ization.) White, Samuel A. 


A Class of Pulpless Teeth—Their Treatment. (De- 
vitalization.) Ross, A. M. 519-522. Selected. 


334-335. 
Treatment of Diseases of the Dental A Bute. 
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Pulp Frsetmest. (Devitalization.) Hodgkin, J. B. 

-523. Selected. 

Sensation and he og Ga Pulp Devitalization.) 
Beavi 


8, Geo 
Southern Dental Jnl., III, 1884-85. 
Davies Out Nerves with Orange Wood. Kells, C. B. 


206. 
Best Treatment for Badly Exposed Nerves. Chace, 
J. 404-496. 


Southern Dental Jnl., 
The Reckless Sacrifice of Yooth “Substance in De- 
vitalized Teeth. Morrison, W. N. 188-190. Disc. 


205-218. 
Deveeaeag Bi y of Deciduous Teeth. Johnston, 


eo 
Discussion on Dr. Theo. Johnstone’s Essay on Des- 
ee Nerves of gta Teeth. 301. 


xas Dental Jnl., I, 1 
ene of Diseases of the Dental Pulp. 


w 7 
Samuel A. 1-3. Selec ae 


D243 Root Filling. Management of Root Canals. 


Different Materials and Technic for Root Filling. 


Perforated Roots. 


See also D24. 


Advertiser (Dental). 1884. 

New Mode of Treating Dead Teeth and Alveolar Ab- 
scess. (Root Canal Treatment.) Whitehouse, 
Walter. 81-83. Selected. 


American Dental Assen. Trans.. 
Discussion on Root-Filling. 68-67. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
A New Way of Filling Roots. Chase, Henry 8S. 84- 
85. Selected. 


1881. 


American Jnl. Den. Sci., XI, 3rd Ser., ‘7-78. 
en om hate of Lime as a Tooth rilling. 238. 


lec 
Broaches for Pulp Canals. 332. 
American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 


Bxtirpetion of the Dental Pulp, and Root- -Filling. 
Ingersoll, L. C. 481-495. 


American Jnl. Sci., Srd Ser., 1880-81. 
Treatment of Teeth Vi With Dead "Pulps and Alveolar 
Abscess. Koch, C.R. E. 171-17 Selected. 


American Jnl. Den Sci., XV, 3rd Ser., | ~ ye 
Treatment of Teeth With Dead ‘or Dying Pulps; 
ry Treatment of Alveolar Abscess. owned. 


lected. 
Root- Fillings, Abscess, Etc. 566-570. Selected. 
XVI, 3rd Ser., 1882-83. 


American Jnl. Den. Sci., 
Treatment of the Teeth With Dead or Dying Pulps; 
Also Treatment of Alveolar Abscess. Townsend, 


H. H. 49-64. 
A Com of 409-415." Sel Teeth, Their Treatment. Ross, 
M. ected. 


sof the Dental Pulp. ow 
“White, Samuel A. 557-563. Se- 


Treatment of D 
Canal Filling) ) 
lected. 


American Jnl. Den. Sci., XVII, 3 
Simplified Treatment of Diseases of the Dental Pulp 
the Use of Iodoform, Cartilage and Terchlor- 
ide of Phenol. Bodecker, C. F. W. 228-230. Se- 


lected 
A Few Practical Cogeewatigns on the prentmont of 
the Pulp. ar ing. lected. 
On ited of Pulpless "Teeth. 276-278. Se- 


can Jnl. Den. Sci.. 
and Treatment of Pulp- Canals” 
. 409-412. Selected. 


XVIII, 3rd Ser., 1884-85. 
Bee- 


Pulp-Cap) Capping 
American Jnl. Den. Sci., XIX, 3rd Ser., 1885. 
Method of Filling Root-Canals With Gold Wire. 
Morrison, Wm. N. 105-106. Selected. 


ves of Dentistry, 
ining Ro Root ee Sraiding ¢ C. W. 221-223. Dise. 


ted. 
A Fine y of Iodoform. Johnston, A. P. 
468. Selected. 


Archives of Dentistry, II, 1885. 
Pu wip 7 reatmest. Morrison, W. N. 303-304. Disc. 
312. 349-351. Abstract 
Method of Filling Root- Canals With Gold Wire. 
Morrison, 366. Clinic. 


Paper on Hydrogen Peroxide. (In Alveolar Abscess 


on Root Canal Work.) Mayrs, Charles. 542- 
British Dental Assen. Jnl., I, 1880. 
The Antiseptic Treatment of Roots. Underwood, 


Arthur 376-379. 
British Dental Assen. Jnl., II, 
The Use and Abuse of Some of the a Em- 
ployed in the Local Treatment of Diseased Den- 
tal Pulp and Avent Abscess. Matheson, L. 
196-205. Disc. 


British Dental Assen. Set. 

The Treatment of Teeth With ae or Dying Pul 
and of Alveolar Abscess. Townsend, H. H. 
187. Abstract. 232-236. 


British Dental Assn. Jni., IV. 
On Some Scientific Problems of a pental Surgery. 
(Root Filling.) ‘Tomes, C. 8. 17. 
The pventepens C, Exposed Pulp. 301- 
strac 
A Few Practical "eames on the Treatment of 
the Pulp. Harding, W. E. 318-321. Disc. 215- 


216. 
Note Upon g euthes of Root Filling. Tomes, Charles 
Hunt, W. 


T- 
Mordaunt. 


‘ 0-371. 
ow tm 4 Foreign Body in Nerve Canal. 


British Dental Asen. Jnl., V, 1 
Treatment of sxe ae pS oe tsunic. 


British Den vi, 
Treatment and Pinting ot mot "the Nerve + in Teeth. 
Stirling, John Abstract. Disc. 154-160. 
Treatment of Pulpless Tooth Elliott, William. 343- 


Powdered Charcoal .as a Root Filling. Helyar. 511- 
A 1 of Treating Dead Teeth. Hern, W. 664- 


British Jnl. Dental poem XIX, 1876. 
Fang Filling. 5-8, 67-69. 


For index and key to classification numbers, see pink sheets. 
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British Jnl. Dental Science, XXII, 1879. 
Method of Filling Roots. Morison. 268. 


British Jnl. Dental Science, XXIV, 1881. 
Treatment of Teeth With pene Pulps and Alveolar 
Abscess. Koch, C. R. E. 118-122. Selected. 

A New Method of Gapping § g and Filling ae and 
serve Canals. Gar . Arthur. Se- 


lee 

Something New for Filling the Roots of Dead Teeth. 
Harris, Frank L. 533-534. lecte: 

Oxidised Oil of Turpentine as an Antiseptic Dressin 
to Root Canals. Hammond, Gurnell. 1133- 1134, 


British Jnl. Dental Science, 

Calcium Phosphate as a Root Tiling, Smith, U. 1013- 
015. Selected. 

Iridium Platinum Nerve-Broaches. 1148. 


British Jnl. Dental Science, XXVII, 

On Certain Microscopic Elements in *Pulpless and 
Gum-Denuded Teeth, in Their Relation to the 
Filling of Roots and the Re-Attachment of the 

issue. Line, Edward. 35. Selected. 

Filling Roots. 611. d. 

Nerve Broaches. Elliott, St. George. 931. 

Stopping of Carious Teeth When Pulp is Dead. 

hneiter. 1115. Selected. 


British Jnl. Dental Science, XXVIII, 

Treatment and Filling of the Nerve Canals in in Teeth. 
neg John. -108. Dise. 254-260. 

A Filling for Nerve Canals. 1087. Ed. 


California Dental Assn. Trans., 1882-83-84-85. 
sho pent r™ Sulp Cavities. Knox, H. B. 287- 


Cosmos (Dental), XIX, 1877. 
Root Filling. Clowes, J. W. 257-258. Disc. 258. 
Devitalized Teeth and Their Management. Rehwin- 

aa F. H. 455-462, 511-519. Dise. 535-543, 581- 


To Remove a Broken Instrument From the Root of 
a Tooth. Depu ty. A.C. 499. 

To Remove Broach From Canal. 557, 614. 
Cosmos (Dental), XXII, 1880. 

A Case in Practice. Piece of Gold Forced Through 
Root-Canal. Simmons, B. 223-224. 

Posqaseien . of Nerve Canals for Treatment and Fill- 
ng. Talbot, Eugene S. 527-529. 15 illus. 

New Method of Capping and Filling Pulp and Nerve 
Canals. Garber, S. Authur. 624. 


Cosmos (Dental), XXIII, 1881. 

Root Filling. Unangst, J. D. 110-111. 

Root Filling. 419- ros 471-475. 

The Treatment of Pulpless Teeth and Manner of 
Filling Roots. Williams, N. W. 635-636. Disc. 


636-637. 
Pulp Treatment and Root Filling. Wright, C. M. 
637-638 


mos (Dental), XXIV, 188 
Root Filling and Nerve AP * Kollock, Jennie C. 


ra Pulp Chambers. Webb, Marshall H. 324- 


Cosmos (Dental), XXV 

Preqeries and Filling the =, of Teeth. Perry, 

8. G. 185-194. Dise. 242-248. 

Dr. ey ty Thermo. Injector. (For Root Canals.) 

Bog BE. A. 319-320. 

Filling. Pulp Canals. How, W. Storer. 414-416. 7 
us. 





osmos (Dental), XXVII, 
A Filing for Root Cones 
Iodofprm.) Davis, J. 


Dental Office & Lab., I, 2nd Ser., 1877-78. 

Pathological Symptoms at the Roots of Teeth, in 
-— uence of Broken Nerve-Extractors. July. 
-2. rans. 


1885. 
(Animal Charcoal and 
639. 


ental Office & Lab., V, 2nd Ser., 1881-82. 
Root. Filling. ptt. &e. ‘Jan. 5-6. 


tal Office & Lab., VIII, 2nd Ser., 1884-85. 
Carboltzed Wool. Balkwill, Y. H. April. 6. Se- 


ected. 
seaiionn in Dental Surgery, and a Manner of Fill- 
ing Roots. Bodecker. July. & 6. 1 table. 
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re ia. & inti "7. Selected. 
Treating an n oots. 
Menthol Crystals. Flagg, J. » - By July. 6 Se- 


ed. 
Root-Filling. Roop. Oct. 2. Dise. 2. 


Dental & Oral Science Magazine, I, 18 
Drying Out ouip Canals. Hedson, J. F. P. 133. 
Soft Gutta-Percha. Perry. 

Soft Gutta-Percha. LaRoche. 217-218. 


Dental 
To Treat pas £ Dead op yy or Tooth Successfully at One 
Sitting. July. 3. Ed. 
To Fill Roots of "Teeth. Chilcott. L. 8. Oct. 13. 


Headlight (Dental), II, 1 
Files 3 Roots =, Teeth. = Samuel D. Jan. 


Headlight (Dental), III, 
rites © Pulp Chambers. Webb. “Marshall H. 87-89. 


Select 
A — Material for Root Filling. Walkhoff, 0. 90- 
1. Selected. 


Herald of Dentistry, II, 1882-83. 
Oxidised Oil of Turpentine as an Antiseptic Dressing 
to Root Canals. Hammond, Gurnell. July. 9. 


lependent Practitioner (Dental), 
simplified Treatment of Diseases of AY Dental “Pulp 
the Use of Iodoform, Cartilage and Terchlor- 
ide “5 Phenol. Moma Root Canals.) Bodecker, 
Cc. F. 369- 
Nerve © umente 510. Selected. 
Notes Upon a Method of Root-Filling. 
Charles S. 569-570. Selected. 


Independent Practitioner (Dental), 1884. 

Two Cases in Practice. (Root Canal Vipreatment.) 
Williams, J. L. 191-193. 

Filling New Canals. 262- 266. q 

Marine Lint. Downs, E. D. 464-465. Corres. 


Independent Practitioner (Dental), VI, 
The Treatment of Pulp Canals. BuBouchet. 596-597. 
Abstract. Disc. -600. 11 


Tomes, 


Iowa State Dental Soc. Trans., 1880. 
et Dentistry. (Root Filling.) Hardman, 


71-77. Dise. 77-80 


owa State Dental Soc. Trans.. 
Pulpless Teeth. Wilson, I. P. i192. * Dise. 92-118. 


f Interest (Dental), III, 1881. 
Filling th the. Roots of Teeth. Atkinson, W.H. 68. 


f Interest (Dental), IV, 1882. 
Filling my Canals. Ottofy, Louis. 68. 


ms of Interest (Dental) 
Filling R Roots. Chase, Henry 3” SP iar Selected. 
Filling Root Canals. Tomes, C. 8. 
Gutta-Percha Solution A ay Roots of Teeth. 
Bodecker, C. F. W. 2. Abstract. 
The Most Perfect Root- Filling. yg Coss, 461. 
Treating and Filling Roots ohnson, 606-608. 


1 Miscellany, VI, 1879. 
Shellac for Root- Fillings. 232. 


Joh + ’*TP 





Tah nat. "TP éal 


Miscellany, VII. 
Renews, a Broken Point From the _—™ Canal 
With Taffy. Jarvis. 





Johnstons’ Dental Miscellany, VIII, 1881. 
Something New for Yilline the Roots of Dead Teeth. 
Harris, Frank L. 171-172. 


Luminary (Dental), III, 1881-82. 
Root Filling. Kempton, Wm. D. 7. Selected. 
(Dental), V 


Luminary 883-84. 
Treatment of Diseases in the Oral Cavity Largely Ex- 
rimental. (Root Canal Treatment.) oole, C. 


. BB. 
Filling Roots with Cotton. roan Dey aon 


Michigan State Den. Soc. Trans., 

Discussion on Treatment of Diseased * Teeth, Gums 
and Pulp. 165-175. 
Missouri Dental Jnl., VIII, 187 

A New Way of Filling Roots. 174-175. Bad. 

Root Filling. Bowman, G. A. 372-376. 
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Missouri Dental Jnl., IX, 1877. 
A New Way of Filling Roots. 121-132. Ed. 


Missouri Dental Jnl., 
Preservation of Teeth by. the tse of Catgut After Ge 
amet of a Diseased Pulp. Sauer, C. 30-39 
ran 
Filling Roots of Teeth. Johnston. 107-108. Selected. 
A Discolored Root. 263-264. 


Missouri Dental Jnl., XI, 1879. 
Acute and Chronic Alveolar Abscess, with Remarks 
on the Filling of Roots. Darby, E. P. 306-312. 


Missouri Dental Jnl., XII, 1880. 

Extirpation of the Dental Pulp, and Root Filling. 
Ingersoll, L. C. 21-31. Dise. 31-36. 

Treatment of Teeth dy Dead Pulps and Alveolar 
Abscess. Koch, C. R. EB. 337-341. Disc. 341-349. 


Missouri Dental Jni., XIII, 1881. 

Discussion on Filling Root Canals. 35-39. 

Gold and Tin Combined as Something New for Fill- 
ing the Roots of Dead Teeth. Harris, F. L. 422. 


Missouri Dental Jnil., XIV, 1882. 

Treatment of Teeth With Dead or Dying Pulps; Also, 
Treatment of ee Abscess. Townsend, H. H. 
Jan. 8-21. 22-28. 

A New Material or Root Filling. Walkhoff, 0. 126- 
127. Trans. 


Missouri Dental Jnil., XV, 1883. 
Peepers and 2 a & 2 Le of Teeth. Perry, 


-76. 

Certain yu. BY, of Dead, Teeth. (re Root Filling.) 
Tomes, C. S. June. 109-114. Selected. 
Treatment of ar ae of the Dental Pulp. White, 

Samuel A. Oct. - lec 
Note Upona vow of 2 Root Fillings. Tomes, Charles 
8. Dee. 1-403. Selected. 


Surgery, V, 1876-77. 


Monthly Review of Den. 
W. E. 261-269. Se- 


Dental Therapeutics. Driscoll, 
lected. 


New England Jnl. Dentistry, I, 1882. 
Filling Roots. Chase, Henry 8. 154-155. 
Eucalyptol and soa Percha in Root Canals. 

mele, George L. 244-248. 

Dead Teeth. Niles, E. 8. 337-338. 


New England Jnl. Dentistry, II, 1883. 

Certain Microscopic Elements in Pulpless and Gum- 
Denuded Teeth, in Their Relation to the Filling 
of Roots and the Re-Attachment of the Gum- 
Tissue. Line, J. Edw. 377-381. 


New England Jnl. Dentistry, III, 1 
A System of —_— for ‘xposed F Petes. 


Par- 


Best, 


w York CGontctosions Soc. Trans., Il, ae 
Filling “Roots. Dwinelle, W. H. 97-98, 105-106. 


New York on ~ > Soc. Trans., V, 1879. 
Nerve-Broaches. Lord, B. 207. 


New York Odontological Soc. Trans., VI, 1880. 
Broach in the Root Canal. Bogue. 8. 


New York Filing the B Soc. Trans., 1883. 
Peoperiag 8 gad Log : Roots of Teeth. Perry, 8. 


On Certain '. B.. “Elements in Pulpless and 


Gum-Denuded Teeth, in Their Relations to the 
Filling of Roots and the Re-Attachment of the 
Gum-Tissue. Line, J. Edw. 66-71. Dise. 71-80. 
(Dental, Raen™ eae. *), I, 1878-79. 
Fillin 4 ¥- Dwine Ww. H. 
The t Material for Root Filling. "Palmer. July. 4. 


Knightstown, Ind.), III, 1880-81. 


(Den 
eeth. Rambo, Samuel D. 121. Se- 


Filling »*- of 
lected. 


(Dental, Knightstown, ind. , IV, 1881-82. 
Filling Root Canals. palding. lected. 
Antiseptic Treatment of Roots. 3" 

o——- LJ the Way. (Root-Canal Treatment.) 85. 
Trea t of the Dental Pulp. Bouton, A. G. 99-100 


Belected. 
Root Canal Treatment. 111. 
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News, (Dental, Knightstown, Ind.), V, 1882-83. 
A Class of Pulpless Teeth and Their Treatment. 
Ross, A. M. Jan. 1. Selected. 
A Ney Departure. (Root-Canal Treatment.) 
A. Feb. 4-5. Abstract. 
Oxidised Oil of Turpentine as an Antiseptic Dress- 
ing to Root Canals. Hammond, Gurnell. Sept. 


Selected. 
Calclam Phosphate as a Root Filling. Smith, U. Oct. 
Par- 


Pease, 


Eucalyptol and Getta- Percha in Root Canals. 
mele. Dec. 2. Selected. 


News, (Dental, Knightstown, Ind.), VI, 1883-84. 
Root Filling. 2-3. Selected. 
Filling Roots. Chase, H. 8. 31-32. Selected. 
~~ ya i Best Methods of Filling Roots. 
u . 
On the, Treatment . Pulpless Teeth. Noel, L. G. 
Selected. 

A ree ‘practical Observations on the Treatment of 
the Pulp. Harding 1. Selected. 
Note Upon a Method ot Root Filling. Tomes, Chas. 

8S. Nov. 2-3. lected. 


News, (Dental, Knightstown, Ind.), VII, 1884-85. 
Root Canal Treatment. Pike, Charles E. 41. Se- 


lected. 
Perfect Root-Filling. Bodecker. 83. 
Treating Putrid Pulps. Johnstone, Theo. 87-92. Se- 


lected. 

Treating and Filling Roots. Johnson, N.C. 119-121. 
Selected. 

Root Filling. Cryer. May. 12-13. Selected. 
Odontographic Jnl., I, 1880-81. 

The Antiseptic Treatment of Roots. Underwood. 77- 
79. Selected. 


Odontographic Jnl., II, 1881-82. 
Filling Root Canals. Spalding. 16-18. Selected. 


Odontographic Jnl., ITI, 1882-83. 


Eucalyptol and Gutta- Percha in Root Canals. Par- 
mele. 86-87. Selected. 
Odontographic Jnl., V, 1884-85. 
Pulp-Capping on. Treatment of Pulp-Canals. Bee- 
bee, J. H. -183. 
Odontographic Jni., VI, 1885. 
Ives, Chas. F. 154-158. Disc. 158- 


Pulpless Teeth. 
159. 


ontolog. Soc. Trans., XI, 2nd Ser., 1878-79. 


Shellac for oot-Fillings. Morison. 1 


Odontolog. Soc. Trans., XVI, 2nd Ser., 1883-84. 
Perforated Roots. Hunt, W. A. 5. 


Nerve Broaches. Elliott, St. , om 279. 


Odontolog. Soc. Trans., XVIII, 2nd Ser., 1885. 
A Method of Treatment of Dead Teeth. Hern, Wil- 
liam. 18-27. Disc. - 


Ohio State Den. 


Soc. 1882. 
a, r$ Filling boom “Siddall, J. F. 89-91. 


Ohio State Jnl. Den. Sci., I, 

Discussion on Devitalization ‘of t Pul 8, Time and 
Manner of Their Removal and The Filling of 
Root Canals. 145. 

Treatment of Teeth with Dead or Dying Pulps; Also, 
Treatment of Alveolar Abscess. ownsend, H. 


Ohio State Jnl. Den. 
As Clear as a Cloud. 
84-86. Ed. 


Calcium Phosphate as a Root Filling. 
421-423. 


Scl., II, 1882. 
(Filling the Roots of Teeth.) 
Smith, U. 


Ohio State Jnl. Den. Poe, uees. 
Discussion on Best Methods ‘of F lling Roots. 130-132. 


Ohio State Jnl. Den. o.. IV, 1884, 
Pulp Canals—Opinion. Bord, CW F. 37-40. 
Fill - 4 eet Canals. Spal 131-133. Disc. 


Carbolized Wool or Silk for Permanent Filling of 
Roots. Balknill, F. a 151. Selected. 


Pennsylvania State Soc. Trans., 1885. 
The Teachings of Hxperience.. _ ees —~+ Fill- 
ing.) Chupein, Theodore F. 24-28. Disc. 28-29. 


For index and key to classification numbers, see pink sheets. 
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Practitioner (Dental), I, 1880. (See Vol. II, Inde- 
pendent Practitioner.) 
Filling Roots of Teeth. Rambo, Samuel D. 524-525. 


Practitioner (Dental), 
Treating and Filling Pupless Teeth. (Root Canal 
Treatment.) Ward, Jos. R. C. 78-83. Dise. 83- 


Cosmoline in Its Relations to Dental Therapeutics. 
Harrower, A. B. 159-162. Selected. 


Practitioner (Dental), III, = 
Perforated Teeth. Harrower, A. 6-7. Criticism, 69. 
Treatment and Filling of Devitalized Teeth. (Pul 
Capping, Root Filling.) Vanderslice, H. M. 51- 
Treatment of Pulpless Teeth. (Devitalization and 
Root Filling.) Knight, H. A. 227-235. Selected. 


Record (Dental), IV, 1884. 
Cosmoline, in Its Relation to Dental Therapeutics. 
Harrower, A. B. 373. Abstract. 


Record (Dental), V, 1885. 
Treatment and Filling ‘of the Nerve Canals in Teeth. 
Stirling, John. 62-71. Dise. 132-137. 
Powdered Charcoal as a Root Filling. Helyar. 446. 


Register (Dental), XXX, 1876. 
a on Filling Teeth. (Root Filling.) 351- 


Register (Dental,) XX XI, 1877. 
Discussion on Operative Dentistry. 421-422. 


Register (Dental), XXXII, 1878. 
Therapeutical Treatment of Dental Pulps. M’Lain, 
A. F. 376-385, 405-409. Selected. 


Register (Dental), XXXIV, 

Extirpation of a Dental Pulp, = Root-Filling. In- 
gersoll, L. C. 105-116. Selected. 

Discussion on Filling Roots With Lead. 454-459. 


Register (Dental), XXXV, 1881. 
Treatment of Pulpless Teeth and “Manner of Filling 
Roots. Williams, N. W. 487-489. 


Register (Dental), XXXVII, 1883. 
Note Upon a Method of Root Filling. Tomes, Charles 
S. 498-499. Selected. 


Register (Dental), XXXVIII, 1884. 

On Certain Microscopic Elements in Pulpless and 
Gum-Denuded Teeth, in Their Relations to the 
Gumi of Roots and the Re-Attachment of the 

issue. Line, J. Edw. 111-116. Dise. 117- 


Register (Dental), XXXIX, 1885. 
Treatment and Filling of the Nerve Canals in Teeth. 
Stirling, John. 109-118. Selected. 


Treatment of Pulpless Teeth. Knight, H. A. 433-443. 
Dise. 468-469. 


Alvesior Abscess and Treatment of Dead Teeth. 
Harrison, H. H. 590-593. 


Review (Dental, Charlotte, Mich.), 
mgt Process for Treating aN or Dead 
eeth. 22. Selected. 


St. Louis Dental Quarterly, I, 1877-78. 
Safety Valve. July. 20. 
For Filling Roots. July. 32. 


Southern Dental Jnl., 
Treatment of Teeth With Dead ¢ or 7 Betas Pulps; Also, 
Treatment of Alveolar Abscess. Townsend, 
. 77-81, 100-109. Selected. 
A Class of Pulpless Teeth. a be (Root 


Treatment.) Ross, A. M 9 . Selected. 
To pemeve Cotton From Nerve Broaches. 525. Se- 
ect 


Southern Dental Jnl., II, 
A Day in the Office of a Busy 1 ‘Dentist (Root Treat- 
ment.) Harlan, A. W. 


Southern Dental Jnl., ILI, 1884-85. 

Nerve Broaches. 107. Ed. 

On Iodoform in Dental Surgery and Manner of Fill- 
ing Roots. Bodecker. 166-169. 1 table. Selected. 

Best at for Badly Exposed Nerves. Chace, 


Southern Dental Jnl., 

The Reckless Sacrifice of TTooth Substance in Devi- 
ae J Teeth. (Canal Treatment.) Morrison, W. 
N. 188-189. Dise. 205-218. 

pete on Filling Roots. 201-202. 

Method of "yes oot-Canals. Morrison, Wm. N. 
252-253. Clinic. 

A Phosphate of Zinc. (Root Filling Material.) John- 
stone, Theo. 300. 

Forty Years Ago. Mode of Treating Pulpless and Ab- 
cessed Teeth, After the Pulp has been Suppurat- 
ed, or Where it has been Destroyed With a View 
to this Operation. (Root Canal Treatment.) 
Rambo, Samuel. 457-459. Query, Vol. V, 53. 
Answer, 111-113. Selected. 


Texas Dental Jnl., 1883. 
Treatment of =, ‘of the Dental Pulp. White, 
Samuel A. 1-3. Selected. 


Texas Dental Jnl., II, 1884. 

On Certain Microscopic Elements in Pulpless and 
Gum-Denuded Teeth. in Their Relations to the 
tom of Roots and the Re-Attachment of the 
Gum-Tissue. Line, J. Edw. 2-3. Selected. 


Texas Dental Jnl., III, 1885. 
Is It True? (Root-Filling.) 42. 


For index and key to classification numbers, see pink sheets. 
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D25 Prophylactic Treatment of Dental Caries. Cleaning Teeth. 


For articles on popular dental education, see D072; Oral Hygiene, see DS. 


, 3rd Ser., 


American Jnl. Den. Sci., 
Preservation of the Teeth 1, 1} Specialty. Tiles, D. 
D. 386-387. Disc. 388-389. 


merican Jnl. Den. Sel., 3 x11 Srd Ser., 1879-80. 
Cleaning Teeth. Mills, G. 460-464. Selected. 


American Jnl. Den. Sci., XIV, 3rd _ Ser., 1880-81. 
Prophylaxis, or Prevention of Dental Decay. Pat- 


rick, C. C. ~ 
The Preservation of all the Natural Teeth. Codman, 
ohn T. 363-367. Selected. 


American Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 
The Prevention of Caries. Sewill, Henry. 303-304. 


elec 
The ener of Stains From the Teeth Caused by 
Administration of Medicinal Agents and 1 
a of Pulpless Teeth. Harlan, A. 


British Jnl. Dental Science, XX, 
The oe Fa of the Mouth. Weiss, Felix. 50-54, 96- 


British Jnl. Dental Science, XX VII, 1884. 
How to Restore Dark Teeth to Their Proper Colour. 
Arrington. 893. Selected. 


British Jnl. Dental Science, XXVIII, 1885. 

Soft and Roughened Enamel. 219. Selected. 

The Removal of Stains From the Teeth Caused by 
the Administration of Medicinal Agents and the 
Bleaching of Pulpless Teeth. Harlan, A. W. 616- 
619. Selected. 


Cotmos (Rental) XXI, 1879. 

Cleaning Teeth lis, Geo. A. 673-675. (Cont. in 
Vol. XXII.) 
Cosmos (Dental), XXII, 1 

Cleaning Teeth. (Cont. From yl. XXI.) Mills, Geo. 
A. 21-24. 

Dental Eclectic, 1885. 

Anticipatin By Francis, C. E. Nov. 10-13. 

Selecte 


Independent Practitioner (Dental) 
= Prophylactic Treatment of Yao “Teeth. 


Independent Practitioner (Dest): VI, 1885. 
Rough Enamel. Francis, C. EB. 20-21 


a State Dental Soc. Trans., 1880. 
our’ Duty to Our Patients. (re General Condition 
of the Mouth, Leaving Small, Hard Flakes of 
Cicer Under the Free Margins of the Gums.) 
Abbott, J. T. 85-88. Disc. 88-89. 


Items of Interest (Dental), 1885. 
Clean the Mouth peters. Filling the Teeth. 181. 
Engine Brush. 276. ected. 


Jairus (Dental), I 
—_— ¢ of the Mouth. eedier. J. 243-248, 299-301. 


Jairus (Dental), IV, 1883. 
Discoloration of the Teeth. (Treatment.) 51. Trans. 


Johnstons’ Dental Miscellany, VI, 1879. 
Cleaning Teeth. Mills, G. A. 411-415. 


Johnstons’ Dental Miscellany, VII 
Prophylaxis or Prevention of Dental Tw. Pat- 
rick, C. C. 350-352. Disc. 


Luminary (Dental), II, 1880-81. 
Prophylaxis, “ot gprevention of Dental Decay. Pat- 


rick, C 


Michigan State Den. Assn. Trans., 
Hyves f of y } of the Teeth.  - Jo- 


New York Odontological Soc. Trans., 
Discussion on “Tucum Fiber.” rer ‘Polishing 
Teeth.) 206-207. 


News, (Dental, fialghtecows Ena.) 
Cleaning Teeth. Mills, G. A. 100. 


ws, (Dental ey has ¢ Ind.), Ii, 1880-81. 
cuaen Teeth, Oviatt, § 8. 1-2. 


News, (Dental Knightstown, Ind.), VII. 1884-85. 
Soft and Roughened Enamel. March. 148. Selected. 


Ohio State Dental Soc. Trans., 1877. 

Discussion on Therapeutic Agents Bs 
able in Dental Practice—Their 
Uses. 35-57. 


Ohio State Jnl. Den. Sci., 
Discussion on Treatment of Superficial Caries. 


Ohio State Jnl. Den. Sci., III, 1883. 
Best Means off puomeeving the Teeth. Chappell, M. 


u' _— 


fally Applic- 
roperties and 


91-92. 


H. 505-500, 553-557. 
Discussion on ‘Cleaning Teeth. 621-522. 


State Jnl. Den. Sci., V, 1885. 


Ohio 
Pyorrhea Alveolaris. Rawls, A. O. 257-268. Disc. 
268-270. 


Pennsylvania Jnl. Den. Sci., III, 1876. 
——- 2a Preservation of the Teeth as a Special- 


ty 
Record (Dental), IV, 


The Prevention of as” 
Abstract. 


Sewill. Henry. 430-431. 


Register (Dental), XXXIV, 1 
Poorggstee of Decay of the Teeth.’ Russell, R. 353- 


Register (Dentai), XXXVII, 1883. 
Aesthetic Dentistry. “(Prophylaxis.) Bunting, B. H. 
548-553. Selec 


For index and key to classification numbers, see pink sheets. 











D26 Bleaching Teeth. Discolorations. 


Articles on electricity for bleaching, see 615.84. 


American Dental Assen. Trans. 
nea > Dioxide (Bleaching “of ‘Tecth.) Harlan, 


70-73. Dise. 73-93. 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
Bleaching Teeth. Taft, J. 364-371. Selected. 


American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81 
Operative Dentistry. (re Separating; “Bleaching; 
Filling.) Wetherbee, Isaac J. 125-131. Selected. 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
soey ~~ Teeth. Truman, James. 82-85, 123-130. 
elec’ 


American Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 
The Removal of Stains From the Teeth Caused by 
Administration of Medicinal Agents and the 
| a gd of Pulpless Teeth. Harlan, A. W. 


American Medical Assn. Jnl., IV, 1885. 

The Removal of Stains From the Teeth Caused by 
the Administration of Medicinal Agents and the 
Bleaching of Pulpless Teeth. Harlan, A. W. 
123-124. Dise. 124-125. 


British Dental Assn. Jnl., IV, 1 
Discoloration of Teeth and Wochhoene. 
seph J. 199-200. Corres. 


British Jnl. Dental Science, XXVI, 
A New Method for Bleaching Discoloured Te Teeth. Kirk, 
E. C. 278-281. Selected. 


British Jnl. Dental Science, XXVIII, 1885. 
Bleaching Sponges. 314. Selected. 
wae, pomeves of Stains From the Teeth Caused by 
he Administration of Medicinal Agents and the 
Bleaching of Pulpless Teeth. Harlan, A. W. 616- 
619. Selected. 


Ritson, Jo- 


osmos (Dental), XIX, 1877. 


Cos 
Restoring Discolored Teeth to Normal. Chapple, J. 


Cosmos (Dental), XXI, 1879. 
To Bleach Teeth. Foote, P. L. 54-55. 
Atkinson's Method of Bleaching Teeth. 471. 


Cosmos (Dental), XXIII, 1881. 
Bleaching Discolored Teeth. 
Bleaching Teeth. Truman, James. 


Cosmos (Dental), XXIV, 
A New Method of Bleaching Discolored Teeth. Kirk, 
E. C. 5094-597. Dise. 597-598. 


Cosmos (Dental), XX VI, 1884. 
Bieagees tees Teeth. Harlan, 


510-511. 
674. 


291-299. 


A. W. 97-98. 


8c. 
Bleaching. Arrington, B. F. 
Bleaching. Trueman, W. H. 


Dental and Oral Science 7 I, 1878. 
Discolored Teeth. Bogue, E. A. Dise. 95-97. 
Interesting Case of leaching. fo 110. 

The Causes and Treatment of Discoloration in 


Teeth. Bogue, BE. A. 119-123. 6 illus. Com- 
ment, 123-1 Dise. 128-129. 
Hilinois State Dental Soc. Trans.. 1878. 

82-87. Disc. 


Bleaching Teeth. Cushing, George H. 
87-88. 


Independent Practitioner (Dental), 

The Removal of Stains From the Tecth. “ieee by 
the Administration of Medicinal Agents and the 
Eocene se * aaa Teeth. Harlan, A. W. 452- 

3 sc. 


Items of Interest (Dental), III, 1881. 
Bleaching Teeth. Watkins, 8. C. G. 20. 


Items of Interest (Oentel, Vv, 1883. 
Bleaching Teeth. 479 


Items of Interest (Dental), VI 1884. 
ees | Teeth. Cushing, Geo. H. 235-236. Se- 


Items of Interest (Dental), VII, 

Curing and Bleaching an Abscessed Tooth. Watkins, 
S. E. G. 126-127. Corres. 

Bleaching Teeth. 9. 


Jairus (Dental), Il, 1881. 
To Bleach Discolored Teeth. 167-168. Ed. Selected. 


tal Miscellany, V, 1878. 

Discussion on Bleaching Teeth. 103-105. 

Bleaching Teeth. Taft, 

Bleaching Teeth. Cushing, George H. 
lect 


Johnstons’ Dental Miscellany, VI, 

Chemical Reactions = weeaeaing Teeth, 79 Mliott, w. 
8S. 327-331. 2 4 fagram, 

Discussion on Bleach ng Teeth. 363 -365. 


Luminary (Dental), II, 1880-81. 
To Bleach Discolored Teeth. Holmes. J.P. 35. 


Missiouri Dental Jnl., XII, 1880. 
Bleaching Teeth. Atkinson, W. H. 136. 


souri Dental Jnl., XIII, 1881. 


Ioh +, ’D 





470-475. Se- 


Bleaching Teeth. Truman, James. 298-306. 
Missouri Dental Jnl., XIV, 1 
Bleaching Teeth. Jan. 43. vetract. 


News, (Dental, Knightstown, Ind.), I, iy ay 
Treating Discoiored Teeth. Houghton, Chas. L. Aug. 


3. 
Bleaching Teeth. Feb. 1. Selected. 


News, (Dental, Knightstown, Ind.), III, 1880-81. 
A —_ a Efficient “Bleachant”. Wetherbee. 77. 
Selecte 


(Dental, Knightstown, Ind. os V, 1882-83. 


News, 
Trans. 


Discoloration of the Teeth. April. 


Odontographic Jnl., I, 1880-81. 
A Simple and Efficient Bleachant. 
Selected 


Wetherbee. 50. 


Practitioner (Dental), I, 1880. (See Vol. II, In- 
dependent oy ) 

Bleaching Teeth. 409-410. 

To Bleach Discolored Teeth. Holmes, J. P. 551-552. 


Selected. 


Practitioner (Dental), III, 1885. 
The Treatment of Dental Lesions by Compressed 


Warmed and Dried Air. (An Obtundent of Sen- 
sitive Dentine in Bleaching Discolored Teeth.) 
Register, H. C. 250-251. Selected. 
Record (Dental), 

meee | Pulpless Teeth “Ames, W. B. 39. Ab- 
stract 


ter (Dental), XXXII, 1878. 
Bleach = Teeth. 386-392. Ed. 


Register (Dental), XXXI1X, 

The Removal of Stains From the.’ Teeth Caused by 
the Administration of Medicinal Agents and the 
Bleaching of Pulpless Teeth. Harlan, A. W. 
249-251. Selected. 


St. Louis Dental Quarterly, I, 1877-78. 
Bleaching Teeth. (Criticism.)~ "July. 23. 


Southern Dental Jnl., I, 1882-83. 
Bleaching Teeth. Kirk. 481. 


Southern Dental Jnl., 


Dr. Ds ge ¥ Method of Bleaching ng Teeth. Harlan. 


ect 
Treatment of Pulpless Teeth—Restoration of Color. 
oel, L. G. -460. 


For index and key to classification numbers, see pink sheets. 
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D3 Prosthetic Dentistry. 


General articles. 


See D3a, Articulation and Occlusion; D31, Tools and Appliances; D32, Artificial Dentures; D33, 
Crowns and Bridges; D34, Surgical Prosthesis ; Obturators; D38, Dental Chemistry; D39, Dental 


Metallurgy. 


Advertiser (Dental), IX, 1878. 
Mechanical Dentistry. Butler, Cc. 8. 97-100. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Deca of Mechanical Dentistry. 334. Abstract. 


28-329, Ed. 
American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
— Dentistry. Sutter Cc. S. 168-173. Se- 
ected. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
———, Dentistry. Swain, Edgar D. 555-560. 
Selected 


American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 
Report of the Committee on Mechanical Dentistry. 
Evans, W. W. 484. 


British Dental Assn. Jnl., 1880. 
intaegusseey Lecture to Course on Dental Mechanics. 
Walker, J. 475-484. 


ritish Dental Assen. Jni., III, 
Mechanical Dentistry, Its Progress at Possibilities. 
Macleod, W. Bowman. 617-624. 


British Jnl. Dental Science, XXI, 1878. 
Wrinkles. (re Mechanical Dentistry.) 641-644. 


British Jnl. Dental Science, XXV, 
The Past, Present, and Future of Mechanical Dentis- 
try. Haskell, L. P. 335-338. 


British Jnl. Dental Science, XXVII, 
The Past, Present, and Future of Mechanical Dentis- 
try. Haskell, L. P. 49-51. 


British Jnl. Dental Science, XXVIII, 1885. 
Dental Surgeons and Mechanical Dentists. 991-995. 
Abstract. 


California 8. Dental Assn. Trans., 1880. 
Bopest —— on Mechanical Dentistry. Cave, 


California 8. Dental Assen. Trans. 
Report of Committee on Mechanical Deatlotey. Rabe, 
John. 152-156. Dise. 156-157. 


Calif. 8. Den. Assen. Trans., 1882-83-84-85. 
Report of Committee on Mechanical Dentistry. Oder- 
matt, F. A. 121-124. 
Where is the Dividing Line Between Operative and 
a Dentistry? Lundborg, A. W. 
5 


Connecticut Valle Soc. Trans., 1877. 
Reminiscences of Thirte T Two Years’ Experience in 
Mechanical Dentistry. Beals, J. 116-127. 


Cosmos (Dental), XXIV, 1882. 
Mechanical Dentistry, Its Present Status, Prospects 
and Possibilities. Flagg, E. M. 30-31. 


mos (Dental), XXV, 1883. 
Mechanical Dentistry. Stockton, c. 8. 532. 


Dental Office & Lab. II, 2nd Ser., 1878-79. 
Novelty Cases in Mechanical Dentistry. Fouke, 
George 8S. April. 


Dental Office & Lab., VIII, 2nd Ser., 1884-85. 
Operator and Mechanic. Faber, F. R. April. 3-4. 
Diae. 4. 
Dentists’ Beacon Light, I, 1882. 
Mechanical Dentistry. Osmun, J. A. 11. 


Headlight (Dental), IV, 1883. 
Mechanical Dentistry. (re Dentures.) Prothro, 8. 
M. 33-44. Dise. 67. 


For index and ley to classification numbers, see pink sheets. 





Illinois State Dental Soc. Trans., 1877. 
—— Dentistry. Rohland, C. B. 31-38. Dise. 


Illinois State Dental Soc. Trans., 1879. 
Mechanical Dentistry. Swain, Edgar D. 70-74. 
Dise. 74-76. 


Illinois State Dental Soc. Trans 
The Past, Present, and Future of Mechanical Dentis- 
try. Haskell, 'L. P. 48-50. 


Illinois State Dental Soc. Trans., 1882. 
The Mechanics of Dentistry. Stevens, W. A. 41-45. 
ise. 49-55. 8 illus. 
Random Thoughts From the Laboratory. Haskell, 
L. P. 45-49. Dise. 49-55. 8 illus. 


Illinois State Dental Soc. Trans., 1885. 
ee Dentistry. Davis, K. B. 34-40. Dise. 


Items of Interest (Dental), III, 1881. 
Mechanical Dentistry. Osmun, J. ‘A. 68. 


Items of Interest (Dental), IV, 1882. 
Mechanical Dentistry. Osmun, J. A. 24-25. 


Items of Interest (Dental), V, 1883. 
The Dental Art. (re Prosthetics.) Lord, B. 157. 
Mechanical Dentistry. Hooper, T. 406. 


Johnstons’ Dental Miscellan IV, 1877. 
me x Dentistry. Haskell, C. "C. 330-333. Disc. 


Mechanical Dentistry. Kelsey, W. F. 367-369. 


Johnstons’ Dental Miscellany, VI, 1879. 
Discussion on Mechanical Dentistry. $45- 353, 374-383. 


Johnstons’ Dental Miscellany, VIII, 1881. 
Shall a Divorce Be ee x Operative and Me- 
chanical Dentistry. 352-35 


Luminary (Dental), II, 1880-81. 
Mechanical Dentistry. Ford, W. W. 18-19. 


Missouri Dental Jnl., IX, 1877 
Mechanical Dentistry. DaCamara, J. B. 126-131. 


Missouri Dental Jnl., XI, 1879. 

In Union There is Strength. (Relation Between 
Ooqeative af and Mechanical Dentistry.) Pearson, 
R.1 454 

Mechanical Dentistry. Sanborn, J. F. 671-677. 


Missouri Dental Jnl., XII, 1880. 
Mechanical Dentistry—Its Progress and Its Claims. 
Osmun, J. A. 374-376. Abstract. Disc. 376-383. 


Missouri Dental Jni., XIV, 
The Past, Present, and Future ot bepentest Dentis- 
try. Haskell, L. P. 18-21. Feb. Selected. 


New England Jnl. Dentistry, I, 
The Past, Present, and Future of Mechanical Dentis- 
try. Haskell, L.P. 111-113. Selected. 


New Jersey State Den. Soc. Trans., 1877. L 
The Comparative Importance of Mechanical Dentis- 
try. Marvin, C. A. 61-68. 


New Jersey State Den. Soc. Trans., 1880 
Mechanical a was? Its Progress = its Claims. 
Osmun, J. A. 150-162. Dise. 162-1 


w Jersey State Den. Soc. Trans. 
Shall ‘Mechanical Dentistry Be 4 -¥, =~ ie 3 
erative ’—Snobs in eeneates. Hanks, 
128-130. Dise. 130-1 


News, (Dental, a. a Ind.), I, 1878-79. 
Mechanical Dentistry ay. 2. 














News, (Dental, Knightstown, Ind.), II, 1879-80. 
ee - Dentistry. Swain, Edgar D. 134-135. 
ecte 


News, (Dental, Knightstown, Ind.), III, 1880-81. 
Operative vs. Mechanical Dentistry. Osmun, J. Allen. 
41. Selected. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
aT Dentistry. Overholser, D. L. 75. Se- 
ecte 


News, (Dental, Knightstown, Ind.), V, 1882-83. 
A aes for the Laboratory. Oct. 1. Se- 
ected. 


News, (Dental, Knightstown, Ind.), VI, 1883-84. 


Mechanical Dentistry. Hooper, J. Nov. 4. Se- 
lected. : 
Odontological Soc. ‘enn. Trans., 1883. 

Operator and ky Faber, F. R. 201-202. 
Dise. 203-205. 

Ohio State Jnl. Den. Scl., 1881 

Operative and Mechanical Dentiste (A Plea for 

Divorce.) Metcalf, A. T. 201- 


Corre 


Mechanical Dentistry. 214-216. res. 
D. L. 280-282. 


Prosthetic Dentistry. Overholser, 


Ohio State Jnl. Den. Sci., II, 1882. 

The Past, Present, and Future of Mechanical Dentis- 
try. Haskell, L. P. 12-14. 

The Mechanics of, Dentistry. Stevens, W. A. 531- 


535. Dise. 

Ohio State Jnl. Den. Set, 883. 
Dental Prosthesis. Wright, c Ni. TT 21. 
Mechanical Dentistry. ooper, T. 376-377. 


Should the Copetive and Prosthetic Departments of 
Dentistry Be Separated? Waye, E. J. 449-457. 


D3 PROSTHETIC DENTISTRY 
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Ohio State Jnl. Den. Sci., 
Prosthetic or Artificial alias ‘Mechanical Dentistry. 
Templeton, J. G. 584-586. Corres. 


Pennsylvania Jnl. Den. Sci., III, 1876. 
Mechanical Dentistry, and the Men of the" Past the 
Hope of the Future. Hurlbut. C. 8. 53-57. 


tal), I, 1880. (See Vol. II, 
independent Practitioner.) 
o> a Dentistry. Osmun, J. Al- 


P eel Tn. 





Record (Dental), IL 
Mechanical eee gs 
ities. Macleod, 


Register (Dental), XXX, 1876. 
Mechanical Dentistry. Smithe, J. "cme. 


Register (Dental), XXXI, 1877. 
Mechanical Dentistry at the Meetin of ag American 
Association. Haskell, L. S76-3 


XXXII, 1878. 
Duncan, W. C. 1. i. 


1882. 
its Prospects and Probabil- 
. Bowman. 427-428. Abstract. 


506-514. 


Register (Dental), 
Practical Dentistry. 
Mechanical Dentistry. Tullis’ J. B. 190-1 


Register (Dental), XXXIV, 1880. 

Mechanical —e my Swain, Edgar D. 85-89. 

Discussion on The Progress of Practical Dentistry, 
Operative and Mechanical. 229-233. 

Synopsis of an Introductory Lecture to a Course 
on Dental Mechanics. Walker, J. 492-498. 


Register (Dental), XXXVI, 1882. 
Resolutions on the Subject of Prosthetic Dentistry. 
203-204. Ed. 


hn patee fo, XXXIX, 
ethods in Prosthetic 
” connes. 


. 149-150. 


D3a_ Articulation and Occlusion of the Teeth, Occluding Frames, etc. 
See also D4a, Normal Occlusion; Dla, Force of Mastication; D32, Artificial Dentures. 


American Jnl. Den. Sci., 3rd Ser., 1877-78. 
Observations on the articulation of Artificial Teeth. 
Hartung, Ad. 368-371. Selected. 
A Question of Articulation. 379-380 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
Dr. Genese’s Patent Articulator, With Set or Lock 


Pin and Interchangeable Model Holders. Genese. 
344-347. 1 illus. 
rehives of Dentistry, I, 188 
Articulatine Model. Templeton, .. G. 429-430. 
British Jnl. Dental Science, XIX, 1876. 
A New Articulator. Davidson, G 14-16. 2 illus. 


Davidson's Articulator With Set or Lock-Pin Ar- 
rangement. 368-369. 1 illus. 


British Jnl. Dental Science, XX, 1877. 
Barkley's Articulating Paper. 694. 


British Jnl. Dental Science, XXIII, 1880. 
The Lane and Passmore Articulator. 658-659. 


British Jnl. Dental Science, XXV, 1882. 
A Simple Articulator. Mara, . $87. 


British Jnl. Dental Science, XXVI, 1883. 
A New Articulator. 226-227. 1 illus. 
New Articulator. Justi, H. D. 520-521. 2 illus. 
A New Articulator. Stirling, John. 560- 561. 2 illus. 


British Jnl. Dental Science, XXVII, 1884. 
Taking an Articulation. Matterson, A. B. 610. 


British Jnl. Dental Science, XXVIII 
Correction of Errors of Articulation 
Dentures. ae Stewart. 


Den. Jnl., 
tarticolating Teeth.) 95. 


1885. 
in Artificial 


Cincinnati Med. 
An ne AA 


For index and key to classification numbers, see pink sheets. 


osmos (Dental), XX, 1878. 
The T=. of the ‘Articulation of Artificial Den- 
tures. Bonwill, W. G. A. 321-324. 


mos (Dental), XXVI, 1884. 
Cruttenden, 


Prosthetle Articulation. H. L. 593- 
595. illus. 
Dental Office & Lab., I, 2nd Ser., 1877-78. 


Observations on the Biting Action in Cases of Arti- 
ficial Substitution of Teeth. Oct. 2-3. Trans. 


tal Office & Lab., IV, 2nd Ser., 1880-81. 
My Method of Reproducing a Simple and Safe Artic- 
ulation. Claus, Clemens. Oct. 2- Trans. 


Dental Office & Lab., IX, 2nd Ser. 
To Correct Errors of Articulation in Artificial Den- 
tures. Spence, Stewart I. July 6. Selected. 


Indiana State Dental Assn. Trans., 1882. 
Articulation of Artificial Teeth With a ‘View to Their 
el Retention in Position. Driscoll, W. E. 


Items of Interest (Dental), V 
Articulation of Artificial Teeth.’ 
177-1 Selected. 
es ke Articulations, etc. 


1883. 
Driscoll, W. E. 


Reese and Atkinson. 


tems of Interest (Dental), 
Articulation of Artificial Teeth with : The to Their 
ng Retention in Position. Driscoll, W. E. 


Items of Interest (Reem, VII, 1885. 
Articulating Teeth. Tees, Ambler. 107. 
Articulating Teeth. Tees, Ambler. 173 
To , a Correct Articulation for an Upper Plate. 
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Jairus (Dental), Ill, 1882. 
Getting an Articulation. How, W. 8S. 58-59. 


Ardeeiatl (Dental), VII, 1885. 
In Articulating Teeth. Tees, Ambler. 3. 


‘onthly Review ery, V, 1876-77. 
werd Articulator, With fatto or = Pin Arrangement. 
Davidson, George Genese. 69-70. 1 illus. 


onthly Review of Den. Surgery, VI, 1877. 
arcieclating Paper. 293. 


ew Jersey State De 
Method of wm 2 
will, W. G. 


Den. Soc. 1885. 
“Artificial “Deatares. Bon- 


w York shaaaindich Soc. Trans., V, 1879. 
Articulation of Artificial Teeth. Dwinelle, wv iS: a 


New York Odontological Soc. Trans., VI, 1880. 
Articulating Paper. Dwinelle, W. H. 8. 


News, (Dental, 
Articulating. May. 


News, (Dental, Knightstown, Ind.), III, 1880-81. 

Correct Articulations. Ottofy, Louis. 25. Corres. 

a Artificial Teeth. Driscoll, W. E. 51-52. 
ected. 


ssaeatowe, Ind.), I, 1878-79. 


News, (Dental, ie Ind.), VI, 1883-84. 
sees © ees atteson, A. E. 14-15. Se- 





D38a ARTICULATION AND OCCLUSION 


Articulation of Artificial Teeth With a View to 
Their Better Retention in Position. Driscoll, W: 

t. 2. Selected. 
ere Thang wane: ete. Nov. 2. 


ews, htstown, Ind.), VII, 1884-85. 
Articulation of wr Artificiad Teeth With a View to Their 
oe * Betention in Position. Driscoll, W. BE. 45- 

. ected. 


Odontological Soc. Penn. Trans., 1885. 

Geometrical and Mechanical Laws of Articulation, 
Anatomical Articulation. Bonwill, W. G. A. 
119-133. 1 illus. 


Record (Dental), IV 

Articulation of Artificial Teeth, With a 
Their Better Retention. Driscoll, w. 
Abstract. 


View to 
BE. 877. 


Register (Dental), XXXIV, 1880. 

Artieeetas Artificial’ Teeth. Driscoll, W. E. 356- 
Southern Dental Jnl., Il, 1883-84. 

Articulation of Artificial Teeth With a View to 
Their Better Retention in Position. Driscoll, 
W. E. 5-9. Selected. 

tal Jni., I 

pom - Ay of Artificial’ Teeth With a View to 

Their Better Retention in Position. Driscoll, 


BE. 34. Selected. 


D31 Tools, Appliances and Materials used in Prosthetic Dentistry. 


Electric and other ovens, electric appliances. Laboratory equipment. 
Tools and appliances applicable to a particular procedure classified with subject. 


advertiser (Dental), VIII, 1877. 
Fletcher's Laboratory ‘Apparatus. 


ertiser (Dental), X 
—, Dental Material and yp 


Advertiser (Dental), XIV, 1883. 
New Handle for the Flatting Mills. Fletcher, Thomas. 
21-122. Selected. 


Advertiser (Dental), XVI, 

Buffaio Dental Mfg. Company : Under 
an Exclusive ight for the United States All of 
the Extensive Chemical Laboratory and Gas- 
Cooking Apparatus, Designed and Patented (In 
England and the Uni States), by Thomas 
Fletcher. 26-27. 

A Gas Furnace for Firing Dental Enamels. Fletcher, 
Thos. 53-54. Corres. Selected. 


American Dental Assen. Trans., 1876. 
Report of , % Committee on Instruments and Appli- 
ances. 0-216. 


152-153. 


11-12, 60. 


American Dental Asen. Trans., 1877. 
Report of the Committee on Instruments and Appli- 
ances. 229-234. 


American Dentist, (Elgin, I11.), I, 1883. 
The Electric Motor. Prothro, 8.M. April. 2. Se- 
lected. 
American Jnl. Den. Sei., XVII, 3rd Ser., 1883-84. 
Steamer for Dental Purposes. Genese, D. 348-349. 
1 illus. 
British Dental Asen. Jni., III, 1882. 
Fletcher's New Ladle Furnace. 640-641. 1 ilius. Ed. 
British Dental Asen. Jnl., V, 1884. 
Helyar's Gas Ladle Furnace. 116. 
Gas Ladle Furnaces. Fletcher, Thomas. 191. Corres. 


British Dental Assen. Jni., VI, 1885. 
Moree F Dental Engine and Battery. Field, George. 


British Jnl. Dental Science, XIX 
se — Combined Crucible and Mamie. _ in 
One Without any Loose Internal Fittin or 
Parts, and wierd Neither Blast nor Atten- 
tion. 556- 2 illu 


Fletcher's Improved Ladle Furnace. 558-559. 1 
illus. 
tish Jnl. Dental Science, 1877. 
Small” Motive Powers. ~_.” Thomas. 86-87. 
Comment, 1 _ 
run- 


Dental Lathe With ar ae Wheel. 
ton, George. 102-103. 2 ill 


British Jnl. Dental Science, XXI, 1878. 
impeowet — Lathe Head. Howarth, Ambrose. 
. us. 


British Jnl. Dental Science, XXII, 187 
A Valuable Convenience for the ie ieee —Belling 
Water in Ten Seconds. Fletcher, Thomas. 283- 


284. 
The Double Cone-Bearing Lathe-Head. 285. 
Self-Lighting Gas Burner. 285-286. i illus. 
Mr. Fletcher's Perfected Ladle Furnace. 


British Jnl. Dental Science, XXIII, 1880 
Dental Chuck. Richardson, Frank. 9-10. 
Correction, 47, Corres. P 
New Rotary Shank Swivel. 102. 
Gasoline Furnaces. 267-268. Selected. 
A New Motor for the Operating-Room. 
Thomas. 455-456. 

The Use of Gaseous Fuel, With Special Reference 
to Its Application to Laboratory Furnaces. 
Fletcher. Thomas. -489. 6 illus. 581-586. 3 
illus. 648-650. 2 illus. 


“6 illus. 


Fletcher, 


British Jnl. Dental Science, XXV 

Electro Motor for Dental Engine. 35- 56. 7 illus. 

New Handle for the Flatting Mills. Fletcher, 
Thomas, 268-269. 

Richie's New Bearings for Lathe Head. 870. 

Ash's —— or Regulating Batteries, for the 
Electric Mouth-Light, Mallet, Ete. 1179. 


For index and key to classification numbers, see pink sheets. 

















British Jnl. Dental XXVII, 
Instantaneous Water Heater. 1014-1015. 


British Jnl. Dental Science, XXVIII, 1885. 

A Gas Furnace for Firing Dental Enamels and Por- 
celains. Causes of asing’’ in Firing Teeth. 
Rollins, William Herbert. 178-180. Abstract. 243- 


Corres. 
An Electric Dental Engine and Battery. Field, 
George. 555-556 


Calif. S. Den. Assn. Trans., -83-84-85. 
New ances oo Methods. of of Fenelon. King, 


California 8. Odontolog. Soc. T 
Ke 213-220. 


1884-85. 
Report of Committee on w Appliances. 
Dise. 220-221. 


Cosmos (Dew). XVIII, 1876. 
Utilizing Scrap W 


How to Utilize Celluloid Oil Tanks. 504. 
Cosmos (Dental), XIX, 1877. 
Kerosene to Clean Machinery. 223-224. 


Cosmos (Dental), XXI, 1879. 


Some Improvements in Laboratory Ap ratus. 
Turning Lathes. Spindles. Fletcher's Furnace. 
Bunsen Burners. Bracket Lamp. Flasks. Plas- 
ter Carvers and Scrapers. Head-Rests. Kings- 
ley, Norman W. 210-215. 6 illus. 

Re Liquid Silex. 471. 

Cosmos (Dental), XXII, 1880. 
To Amalgamate the Zincs ‘of a Battery. 390, 391, 


512. 
To Amalgamate the Zincs of a Battery. Kirk, BD. C. 


Cosmos (Dental), XXV, 
Care of Dental Machinery. it 112. 


New Mode Heater. (For the Laboratory.) Lee, F. 
H. 200. 


Cosmos (Dental), XX VI, 1884. 
Electric Motor. Starr. 301. Clinic. 
Economic Motor—Gas Engine. 368. Clinic. 


osmos (Dental), XX VII, 1885. 
A Lathe Drip. Morsman, A. 64. 


Independent Practitioner (Dental), IV, 1883. 
New Laboratory Furnace. Parker, C. B. 432-433. 
Laboratory Lathes. 620-621. Ed. 


Items of Interest (Dental), 
AN ar a Soap for Dentists’ Use in "helt Laboratory. 


Items of Interest (Dental), III, 1881. 


eet wa Wheels—How to Make. Barney, M. L. 


Items of Interest (Dental), V, 1883. 
To Make a Cheap and Serviceable Emery Wheel. 317. 
nterest (Dental), VI, 1884. 
Gas Tent Tndia Rubber Tubing. ‘619. Ea. 


Items of Interest (Dental), VII, 1885. 
A = Furnace for Firing Dental Enamels and Por- 
lains. Causes of Se in Firing Teeth. Rol- 
Sea, William Herbert. -27. 2 ius. Comment, 
119. 


Adams, G. W. 105. 
183. 


Making Our Own Instruments. 
Skill in the Use of Instruments. 


Johnstons’ Dental og Ae 
Small Motive Powers. (For Pol AW and Grinding 


Lathes.) Fletcher, Thomas. 234- Correc- 
tion, 319. 
Johnstons’ Dental Miscellany, VI, 1 

Apparatus to Facilitate the acking e Celluloid 
Vuleanite. 311. Dise. 311-312. 


nary (Dental), VII, 
Blectricity as a Motive hE, Applied to Dentistry. 
Brown, W.G. 31. 


D31 TOOLS, APPLIANCES AND MATERIALS 


For index and key to classification numbers, see pink sheets. 
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Ev tion of Water in “Ha Air F 230 
a ration 0! ater n ot- r urnaces. - 
B34. Selected. 


Missouri Dental Jnl.. XV, 
The eae td Light in Dental us. March. 130- 
133. Selected. 
Vv, 1876-77. 
Ry ay iT 1 “illus. 


Fletcher’s Combined ——- and Muffle Furnace i 
One. 294-295. ill gona 


Review of Den. 8 
urnace. Fletcher. 


Mon 
A Simple 


urgery, V 1878. 
“eer? Vil. 


Monthly Review of Den. S 
A New Ladle Furnace. Fletcher. 
Fletcher's Drying Oven. 421-422. 
Richardson's ntal Chuck. 422. 


VIII, 1879. 
-270. 


New York =o 
Turning Lathes. 
Fletcher's hay ingsle 


ical Soc. Trans., V, 1879. 
ey, Norman W. 29-30. 
Norman be 30. 


Bunsen Burners. Kingsley, forman W. 
News, (Dental, Knightstown, Ind.), I, 18 le 
Etching. Feb. 2. a a . — 


News, (Dental, Ralentotewn, Ind.), II, 1879-80. 

To True Corundum Wheels. Beers, T. L. 53. 

sreRs and Sharpening Corundum Wheels. 8&8 
‘orres. 


raphic Jnl., V, 1884-85. 
ecent Progress In : < 


Appli- 
Streeter, illiam. 99-100. (App 


jon 
Notes on 
ances.) 


Odontolo 


Soc. Trans., XVI, 2nd Ser., 1883-84. 
routs ey Tiattery. 


Bennett, Storer. "282. Disc. 


Soc. Trans., XVII, 2nd Ser., 1884-85. 
Rlectrie "Dental Engine and Battery. Field, George. 


Practitioner (Dental), I, 1 


Labeeets Fixtures and Tools * Hall, W. R. 177- 
Record (Dental), III, 1883. 
ey and Dentistry. Stevenson, N. 109. Se- 


te 
The Electric Light in Dental Surgery. Macleod. 174. 


Register (Dental), XXXV, 1881. 
Adhesive Wax. 390. 


Register (Dental), XXXVI, 
a oer Under the = of the Work- 
461. Selected. 


ister (Dental), XXXVII, 1883. 


A = anical Forceps. Throcmorton, J. A. 47. 1 
us. 
Register (Dental), XXXIX, 1885. 
A Gas Furnace for Firing Dental Enamels and Por- 


celains, Causes of Gasing in Firing Teeth. Rol- 
lins, William Herbert. -81. ected. 
= of Furnace. Land, C. H. 119-121. 2 
us. 


thern Dental Jnl., 
The Mlectrie Motor. Fae - x 454-457. 
Southern Dental Jnl., II, 1883-84. 
Colored Collodion. 352. Selected. 


Southern Dental Jnl., Ill, 1884-85. 

Sticking Wax. Butler, C. R. 395. Selected. 
Southern Dental Jnl. 1885. 

Blectricity 3 Man's Slave. hdison’ Thomas A. 123-128. 


t 

Electricity as a Motive Power Applied to Dentistry. 
Browne, W.G. 283-285. 

re: = and Wheels. Harper, John G. 474. 
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D32 Artificial Dentures. 


Forms of Artificial teeth. Special denture attachments, clasps. 
Coloring artificial teeth. 


due to artificial dentures. 


Defects of speech and hearing 


See D12 for articles on Temperaments in Relation to the Teeth. D3a, Articulation and Occlusion 


of the Teeth. D4a, Normal Occlusion. 


See also D32a, Plaster of Paris, impressions, bites, models, base plates; D32b, Artificial teeth swal- 
lowed; D321, Vulcanized dentures ; D322, Swaged dentures, Dies; D323, Fusible metal dentures; D324, 


Porcelain dentures; D325, Celluloid dentures. 
Advertiser (Dental), X, 1879. 
Preparation of the Mouth for ‘Artificial Dentures. 


Lauder, John. 149-152. Selected. 


Advertiser (Dental), XV, 1884. 
Staining Artificial Teeth to Match Exceptional Nat- 
ural Ones. Dunn, William. 48-49. Selected. 
Loose Teeth on Plates. 62. Selected. 


American Dental Assn, Trans., 1876. 
Report on Mechanical Dentistry. (Pinless Porce- 
lain Tooth.) Morrison, W. N. hi. 
Report on Mechanical Dentistry. 
Artificial Teeth.) Barrett, W. C. 


American Dental Assn. Trans., 1880. 
Artificial Dentistry. Stockton, C. 8S. 163-164. 
Dental Ast. (re Dentures.) Flagg, Eben M. 

1 


(Cheap Bases for 
142-146. 


164- 


American Dental Assn. Trans., 1881. 


Artificial Dentistry. Allen, John. 146-148. 
Articulate 


Dental Prosthesis—Its Relation to 
Speech. Grant, . F. 148-156. 

Artiste | peatiatey vs. Mechanical. Harrington, D. G. 
1 

Artificial Dentistry—Its Present Status, ae 
and Possibilities. Flagg, Eben M. 160- 

Dental Assn. Trans., 

Artificial ia Dentistry. (Dentures.) Bockioatem, 2 

The’ mf 2, — Produced by the Use of Artificial 
Dentures or. Plastic Bases. Dorrance, Wil- 


liam H. 117. Dise. 117-121. 
American Dental Assn. Trans., 1883. 
Dentures. Stockton. 73. 


American Dental Assn. Trans., 1884. 
Prostheses Dentistry. (Dentures.) Trueman, W. H. 
15 


Artificial “Dentistry. Allen, J. 119-121. 


American Dentist (Elgin, Ill), I, 1883. 
Drilling Holes in Glass (re Cavities in Artificial 
Teeth.) April 3. Selected. 


American Jnl. Den. Sci., IX, 3rd Ser., 1876. 


Mechanical Dentistry. (Dentures.) Rehwinkel. 407- 
408. Disc. 408-409. Selected. 
American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 


Mechanical Dentistry. Rohiand, Cc. B. 262-271. Se 


lected. 


American Jnl. Den. Sei., XII, 3rd Ser., 1878-79. 
Paper Teeth. 478. Abstract. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-860 
Preparation of the Mouth for Artificial Dentures. 
Lauder, John. 414-418. Selected. 
Discussion on New Methods of Mounting Artificial 
Teeth. 529-539. 


American Jal. Den. Sci., XIV, 3rd Ser., 1880-81. 
Discussion on New Methods of Mounting Artificial 
Teeth. 1-8. Selected. 
Researches on Hearing Through the Medium of the 
Teeth and Cranial Bones. Thomes, Charles Her- 


mon. 9-17. Selected. 

An Essay on Mechanical Rooter. (Plates; Den- 
tures.) Ford, a 5-150. Selected. 

False Teeth. 184-185. 

Articulating Artificial Testh. Driscoll, W.E. 260- 


272. Selected. 
American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
Restoring Partial Loss of the Teeth Without Plate. 
Low. 175-179. Selected. 
American Jnl. Den. Sei., XVI, 3rd Ser., 1882-83. 
rhe Syeeme Relations of Artificial Dentures. 542- 
4. Corres. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84 
— tN] Smoothness of Dental Plates. 332- 
ected 
stalatan Artificial Teeth to Match Exceptional Nat- 
ural Ones. Dunn, Wm. 517-519. Selected. 


American Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 
Trial Plates for the Lower Jaw. Wardle, Samuel. 


Selected. 
Loose Teeth on Plates. 192. Selected. 


Articulation of Artificial Teeth With a View to 
ae * Better ——- in Position. Driscoll, W. 

. ecte 
How to Make a Perfect Fitting Plate. 236-239. Se- 


lected. 

Preparation of the Mouth for the Insertion of Teeth 
of Substitution. Atkinson, H. 340-351. 

Upon Section Plates. Genese, D. 371-372. 

Japanese Teeth. (Curious ‘wenn Dentures.) El- 
liott, St. George. 524-5: 


American Jnl. Den. Sci., XIX, 3rd Ser., 1885. 
Mygesoopeee Gum Tissue in Connection With the 
Wearing of Plates. Williams, E. Lloyd. 14. 
Dise. 14 Clinic. Selected. 
Teeth Without Plates. 95-96. Selected. 
Ancient Teeth. (Artificial.) 237-238. Selected. 


Archives of Dentistry, I, 1884 

Atmospheric Pressure in Its Relation to Artificial 
Dentures. Tees, Ambler. 64-68. Disc. 68-69. 
Selected. 

To Set Artificial Teeth With a Natural Appearance. 
Werner, A. 86-87. Selected. 
Staining Artificial Teeth to Match Exceptional Nat- 
ural Ones. Dunn, William. 123-125. Selected. 
The Past, Present, and Future of Mechanical Dentis- 
try. Haskell. L. P. 128. Selected. 

Extracts From Discussion on Artificial Dentistry. 
61-17 Selected 

Mechanical Dentistry. 
Dentures.) Suggestions. 
252-254. Selected. 

How to Make a Perfect Fitting Plate. 
Will H. 254-257. Selected. 


Archives of Dentistry, 1885. 
Experiments. (Plates.) ixidde er, J. H. 56-61. 
— * + on Construction of Artificial Dentures. 


Records of Artificial Stebbins, E. A. 
162-164. Dise. 164- 

Dental Prosthesis. Davis, K. B. 313. Disc. 313-316. 

What to do and How to do it. (re Construction of 
eee Dentures.) Haskell. 504-506. Disc. 


Record of Artificial Dentures. Stebbins, EB. A. 546- 
551. Dise. Vol. III, 


British Dental Assen. Jnil., III, 1882. 


(Construction of Artificial 
Martin, Thomas H. 


Stephenson, 


Dentures. 
65. 


The Retention of Artificial Dentures. Parson, T. 
Cook. 576-581. 
Detachable Springs. Tod, E. M. 46. Corres. 


British Dental Asean. Jnl., TV, 1883. 
Detachable Svrings. Stewart, John. 47. Corres. 
A Simple Method of Producing a Reticulated Surface 
on the Palatal Side of Dental Base-Plates. Brun- 
ton, George. 592-593. 


British Dental Assen. Jni., V, 1884. 
Curious Dentures of Native Japanese Mantfacture. 


Elliott, St. George. 726. 
ritish Dental Assen. Jnl., VI. 1885. 
Artifelal Teeth for Jaws Where Natural Teeth are 
not Seen. Crapper. 269-270. 
Atmospheric Pressure in the Retention of Entire 
Dentures. Ames, W. B. 601- Selected. 


For index and key to classification numbers, see pink sheets. 

















D32 ARTIFICIAL DENTURES 


British Jnl. Dental Science, XIX, 1876. 
Chapters on Mechanical Work. owt. F. H. 
-13, 3 illus; 70-73, 1 illus; 128-132, 4 illus; 174- 
177, 3 illus; 244-348, lius; 308-312, illus 
364-367, 3 illus; 454-456, 4 illus; 528-531, 3 illus: 
577- 582) 2 illus; 626-633, 3 illus. 
The New Atmospheric Discs. Musgrave, J. J. 248. 
Retaining Upper semen Pieces in the Mouth. Jep- 
son, Alfred. 
The New po Discs. Showler, Eimerk. 371. 
The New Atmospheric Discs. 371. 
Molars for Shallow Cases. 613. 5 illus. 


British Jnl. Dental Science 


Suction Upper. by from VoL’ Kix) Balkwill, 
F. H. 7-12, 1 illus; 56-62, 3 illus; 144-147. 
Air-Chambers in Upper Suction Plates. Fletcher, 

homas. 63-64. 


Misfits in Plate- Work. Fletcher, Thomas. 64-65. 
The Preparation of the Mouth) for Artificial Teeth. 
aoe. 170-174. Remarks, 174. Dise. 740- 


Artificta Teeth. Lacon, Wm. Stirling. 261-263. 
Corres. Selected. 

Artificial Teeth. Fletcher, Thomas. 336-337. 

Covering the Palate in Artificial Dentures. Hope, W. 
Hodgskin. 


British Jnl. Dental Science, XXI, 1878. 
Artificial Teeth are Personal Apparel. 130. 
A New Suction Valve. 133. 
Award Medals for Artificial Teeth. 381-382. 
Mr. Hemphill’s Patent Detachable Springs and Swiv- 
els. 669-670. 1 illus. 


British Jnl. Dental Science, XXII, 1879. 
Mounting Teeth. Balkwill, F. H. 8-15, 57-63. 
Rotating Swivels for Springs. Rogers, Henry. 63- 

64. 110-111. Corres. 

New Form of Spring. Harris, A. E. 328-329. 
The Retention of Upper Plates by Atmospheric 

Pressure. Hunt, . A. 393-398. Abstract. 

A Means of Obtaining Adhesion in Flat Smooth Sur- 

faces. Fletcher, Thomas. 569-570. 


British Jnl. Dental Science, XXIII, 1880. 
The Arrangement of Artificial ms With Regard 
te ok Beauty. Balkwill, F. 6-9, 53- 
Some Methods for the Permanent Attachment of Arti- 
ficial Teeth to Natural Teeth in the Mouth. 
Litch, Wilbur, F. 928-933. Selected. 


British Jnl. Dental Science, XXIV, 
An Annoying Accident. (re Dentures.) Schwalbach. 
16-17. 60, Corres. 
Clasps as Fastenings for Artificial Dentures. Clowes, 
2-414. Selected. 
Artificial Denture. Thompson. 802. Clinic. 


ritish Jnl. Dental Science, XXV, 1882 
Life's | by the Plate of an Artificial Denture. 23. 


Chen t Material for Embedding Plate Work in 
pest Gotgerins. Cheney, W. J. 207. Corres. 

New Shaped Teeth. 333. 

New American Teeth. 


445. 
New Position of Pins in Flat Teeth 
Cotene of far ee Teeth. Noyes, 


ected. 
The Dowsett Suction Valve. 645. 
Artistic Mineral Teeth. 737. 
a ~~ Teeth. Robinson, W. H. 809-810. Se- 


ted. 
New Teeth for Close Bites. 954. 
The Use of Iron and Steel in the Manufacture of 
Artificial Teeth. 996-998. 
Whiting’s Flexible Atmospheric Suction Discs for 
Upper and Lower Dentures. 1149-1150. 


494. 
“Nicholas. 502- 


ritish Jnl. Dental Science, XXVI, 
The PRetention of Artificial Dentures. "Tena, 2. 
Coo 162-167. 


False T fave Mother of Pearl, 1133-1184 

alse Teeth o' other o ear 

On the Properation of the Mouth ~— Lacie Teeth. 
Campbell. 1167-1168. Abstra 

Colouring of Artificial Teeth. It. Selected. 


British Jnl. 
Soft and gf Patouths. 


ber, F Abstra 
Practical Hints to “Dentists. 
Werner, A. 39-41. Selec 


mee, XX VII, 1884. 
“(ritting Dentures.) Fa- 
Tract. 
© ee Dentures.) 
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Sustains gomenel Teeth to Match Exceptional Nat- 
nes. Dunn, William. 71-72. 
New Method of Fixing Artificial Teeth. Kay, W. 
ecte: 


Selected. 

Prosthetic Dentistry. Porter, C. B. 171. Selected. 

Remarks on the Chan Which Occur After the 
Extraction of the Natural Teeth, fp -- the Pro- 
priety of Early Introduction of A: cial Sub- 
stitutes. Richardson, J. 175. Selected. 

A New Method of Treating Artificial Plates in Cases 
of Unusual Tenderness of the Gums of the 
Lower Jaw. May, Percy. 342-343. 

Elastic Temporary Teeth. 412. Ed. 

How to Avoid Salivary Incrustations on Dental 
Plates. 413. 

The Treatment and ‘Preparation of the Mouth Pre- 
parator to Inserting Artificial Dentures. 
Adams- Paw Samuel. 440-444, 488-491. Disc. 


478-482, 
Dental Mechanism. Retter, A. 510- > , Ceteenes. 


Trimming Lower Plates. 610-611. 
Artificial Teeth. Price. -732. 
Leman’s Suction Valve. 925, 966. 


British Jnl. Dental Science, XXVIII, 1885. 
Three Very Curious and Interesting Specimens of 
Ss gee 3 .. Artificial Teeth. Elliott, St. George. 


Clattering of Artificial Teeth. Childs. 134. Selected. 

Artificial Dentistry. Allen, J. 443-446. 

Teeth Without Plates. 740. Selected. 

Atmospheric Pressure in the Retention = Getiee 
Dentures. Ames, W. B. 743-745. Selec 

The Advantages of Gold as a Base for astinelal” Den- 
tures. Ford, W. W. 747-748. Selected. 

The Use of Clasps. Haskell, L. P. 910. Selected. 


Trouble in Making Artificial Teeth Fit. Haskell, 
L. P. 966-967. Selected. 
A Lower Jaw Tooth Plate with Stuffing. Wohler, A. 


1093-1094. Selected. 


Calif. 8. Den. Assn. Trans. 
The Causes of and Remedy for ithe D _ ~ tf 


Mechanical Dentistry. (Chea fepense God 
Cc. L. 176-179. Dise. 179-1 
California 8. Odontolog. Soc. Trans., 1884-85. 
The Permanency of ge ‘al Dentures. Goddard, 
Cc. L. 118-117. Dise - 
wt _4 Charles. 148-150. 


Vacuum Chambers. 
Dise. 151-163. 


Canada Jnl. Dental Science, IV, 1877-78-79. 
The Adjustment of Lower Plates. Beers, W. 


43-44. 
Mechanical Dentistry. Haskell. 87-88. 
Preparation of the Mouth for Artificial Dentures. 
Lauder, John. 95-98. 


ik’s Dental Annual, 1885. 
Artifielal Teeth. 14. Selected. 


Connecticut Valley Den. Soc. 


Mechanical Dentistry. (Construction or "Artificial 
Plates.) Haskell, C. C. 36-39. 40-45. 
The Laboratory. (Artificial Work.) » 2-4 P. H. 
90-93. Disc. 93-96. 
mos (Dental), XVIII, 1876. 


Exciston of the Alveolus After the Extraction of 
Teeth. (To Save Time of fe eee Before In- 
cestiog Plates.) Beers, W. Geo. 118-119. Disc. 


Re Air Chambers. Barrows, W. A. 166. 
On Working Tube Teeth. Waite, W. H. 168. 


Cosmos (Dental), XIX, 1877 
Chea oe oe Artificial Teeth. Barrett, W. C. 
- se. 
Lining of Plates With. Gutta-Percha. Rogers, 
Claude. 137-140. Disc. 140. 


Cay — Between Upper and Lower Gums 1% 

ne 

Mechanical Dentistry, Renest of Committee. 308- 
310. Disc. $11-318. 3 illu 

ben as a See Material in Dental Bases. 


Es CS. a 
Evil Results From , — the Palate With Artificial 
Denture. 377-379. 
Tae, Aporoectas and Enevttente Dovipe of Mechan- 
Dentistry. Barker, = 468-472. 
An Artiscial Denture Producing ausea and Vomit- 


Rows” Plates When ot is Little or no Ridge. 
Williams, George W. 557. 


For index and key to classification numbers, see pink sheets. 
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Cosmos (Dental), XIX, 1877—Continued. 
Lower Lin When There is Lit tle or no 


Drew, F. F. 612-613. 
Lower Plates When There is Little or no 
R. 613. 
Little or no 


Dieffenbacher, 8 
Little or no 


Ridge. 
Ridge. 
Ridge. 


Lower Plates When ‘There is 
Ridge. 


Blackshaw, BE. 
lou Plates When There is 
Steere, W. B. 672. 


Cosmos (Dental), XX, 1878. 

Best Plates for Lower Jaw Whee There is Much 
Absorption. Hodgen, J. N. 

Lower Pilates When There is Little or No Ridge. 


27-128. 
Best Plates for Lower Jaw When There is Much a 
sorption. Dieffenbacher, 8. R. 239. 


Cosmos (Dental), XXI, 187 
Grinding Crowns of Artificial “Teeth. Waid, A. J. 
56. 
To Overcome the Nausea 


Caused by Wearing a 
Plate. 174, 175. 


For Nausea Caused by Plate. Calder, J. 231. 

Discussion on Artificial Dentures. 506-513. 

Ringing in the Kars, Nausea, etc., Caused by Plates. 
Howe, J. Morgan. 646. 

Preparation of the - co for Artificial Dentures. 
Mills, Wm. A. 


os (Dental), 


Cosm XXII, 1880. 
Artificial Dentures. 
313. 


Relyea, G. V. N. 313. Disc. 


Evans, W. Warrington. 


Esthetic Dental Prosthesis. 
* 343.348, 7 8 illus; 371-372, Ed. 


illus ; ie 

(Cont. in Vol. XXIIL.) 

Artistic Dentistry. 371-373. Ed. 

Atmospheric Pressure Plates. Hagelberg, M. 422- 
425. Trans. 

Perplexing Case. An Upper Denture. 455-456, 511, 
564-565. Correction, 568. 

Mechanical Dentistry—Its Progress and Its Claims. 


Osmun, J. A. 490-492. Disc. 2-4! 
Perplexing Case. An Upper Denture. Oviatt, S. M. 
564. 1 illus. 


Perplexing Case. An Upper Denture. McHenry, D. 
B. 565-566. 


Securing Plates After Absorption of Alveolar Pro- 
cesses. Gordon, James. 622-623. 1 illus. 


Cosmos (Dental), XXIII, 


1881. 
Esthetic Dental Prosthesis. (Cont. from Vol. XXII.) 


Evans, W. Warrington. 23-27, 7 illus; 124- 126, 
5 illus. 
Clasps and + a for Artificial Dentures. 
lowes, J 
Stock- 


Astieet Dentistry, Report of Committee. 
145-146. 
‘(Artificial Dentures.) Flagg, Eben M 


. = 


Dental "art. 
146-149. 


(Dental), XXIV, 1882. 


mos 
Artifielal Dentistry as a Fine Art. Allen, John. 
27-28. 


Dental Prosthesis, Relation to Articulate Speech. 
Grant, . We 

Review of the Causes. of the Decay of Mechanical 
Dentistry. Neall, 40. Dise. 40-42. 

Vuleanite and Celluloid * Combined. 55. 

Metallic Springs for Tooth-Plates. 275. ose 


Increased Flow of Saliva Caused by a Plate. 


a Plates of Gutta-Percha. Chupein, T. F. 


“Tl Its Produced by the Use of Artificial 
ae A, pen Plastic Bases, Dorrance, William 


t U 
rt “026. . Dise. Vol. XXV, 81-82. 
Artideiel Dentures. Buckingham, T. L. 644-648. 
Dise ¥ 


os (Dental), XXV, 1883 
The pa Relations of’ Artificial Dentures. 146. 
Air Chambers. Manker, L. 224. 
Artificial Dentures. Bogue, E. A. 325-326. 
Artificial Dentires. Bennett. A. G. 444-446. 
Gold Fillings in Artificial Teeth. 448. 
Artificial Dentgces. a H. 557-559. 1 illus. 

Lower ntu 

The ‘Difficulties in Choosing Teeth. Spence, Stewart 


Faber, Frank R. 66- 
Watkins, 


Soft and Tender Mouths. 
Ity in Fitting an Artificial Plate. 
= C G. 648-649. Disc. 649. 





D32 ARTIFICIAL DENTURES 


Cosmos (Dental), gg Nay 
Nausea Caused by a P A. 
Nausea Caused by a Plate. White, W. ” 188. 
To Cut a Tooth from a Block. 256. 
ee om Facings, on Rubber Plates. Has- 
e 
A Plea for More Thorough Work and a Hig 
Standard of Attainments in Prosthetic Dest. 
neat iz a, Se. ‘ : 
a yperesthesia of the Gums. (U . 
Dodge, J. Smith. 716-718. ee 
Clattering’ Teeth. Childs, Wm. F. 767. 


Cosmos (Dental), XXVII, 1885. 
Record of Artificial Dentures. 117. Ed. 
Japanese Teeth. 


ea <a of Teeth. Starr. 227. Dise. 230. 
Broken Gum Teeth. 511. 
tal Eclecti 
Haskell, L. 


Trouble in dn Making’ Artifetal Teeth Fit. 


3 
How Artifical Teeth May Do Damage. Sept. 17-18. 
lected 


Dental Office & Lab., VI, 2nd Ser., 1882-83 
Atmospheric Pressure in Its Relation to Artificial 


oe Tees, Ambler. Jan. 2-3. illus. 
A Method of opens Without the Aid of a Bat- 
tery. Jan. 


Dental Office & Lab., VII, 2nd Ser., 1883-84, 
Soft ‘and. Tender Mouths. (re Adaptation of a Well- 
aaa a5 Ceansontalte Plate.) Faber, Frank 


To The Dental Pegtuatton. (Merits of Artificial 
Teeth.) Jan 


Dental Office & Lab., IX, 2nd Ser., 
Some > Re Artificial Teeth. Haskell, April. 


(Artificial 


6. 
—— Principles in Dental Practice. 
Selected. 


Dentures.) inter. Oct. 5-6. Trans. 


The R Melati : f the Sci f a 
e Relation of the odhy 0 Ph ear no - 
chanical Dentistry. Marvin, ro ilognoms neue 





tists’ Beacon Light, I, 1 5 
Artificial Teeth. Haskell. 11. - 


Facts (Dental), I, 1885. 

To the Enemies of the Air Chambers. Jan. 14. 

To Make a Plate Fit the Mouth and the Suction 
strenees ee by the Use of an Air Chamber. 


Headlight (Dental), I, 1880. 
Insertion of Artificial ‘Dentures. Chrisholm, L. C. 
> Rh. ~~ Soepectien. April. 4. 

enta ubstitutes ‘reem 
Artificial Teeth. Oct. 4 7 


Headlight (Dental), III, 
Partial AL sd pstisetal "Teeth Without a Plate. 
Some "Keciont Relics—Porcelain T 

Hundred Years Old. 63-64. "ed oat Ps 


weedeat Bednstee IT sae 
¢ entistr re t 
. vi o-44 Dise y », entures.) Prothro, S. 
echanica nt stry and the Relations Th - 
tains to Art. Dunlap, W. D. 86-92. filtus. ” 


Headlight (Dental), V 
Art in Mechanical Dentistry. _ —— P. D. 53-55. 


Herald of Dentistry, III, 1883-84, 

Improved Plate Tooth. Ch 

z yan. it 3 ies, cs apman and Schinneller. 
ew Yor ooth Artist Tells Odd Stori 
His Customers. (re Artificial Dentures. 5 ge -y i 


Illinois State Dental Soc. Trans., 1883. 
Atmospheric Pressure in Its Relation to Artificial 
141 


Dentures. 136-140. Disc. 
m n oner (Dental 
Practical Hints for Den for Dentist, (re Fillings aid Pistes,) 


139. 
Platinum and Gold Blocks. 176. Ed. 


For index and key to classification numbers, see pink sheets. 
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IV, 1883.—Cont, 


907. Correc- 


Independent Practitioner (Dental), 
—— Teeth. Buckingham, T. 
tion 
The Oxford Tooth Co. 562-563. 
New Form of Air Chamber, Land, C. H. 598. Clinic. 


ependent Practitioner ent’ Vv, 1884. 
Capiliast Dentures. Land, C. H. 243-244. 


Indepen t Practitioner (Dental), VI, 1885. 
Adapting pen etificial Dentures. Land, C. H. 12-16. 1 


Construction of Artitictel F Dentures. Allen, John. 25. 
Abst 


ract. Disc - 
Refitting Lower Plates. Wingate, John D. 306. 
Atmospheric Pressure _ in = Retention of Entire 


347-350. Criticism, 468- 


470. Re eply, 
The Use of En ish ‘Tube Teeth. Vanderpant, Law- 
rence. 524-526, 582 -584. 
Indiana State Dental Assn. Trans., 1883. 
a (Dentures.) Martin, Thos. 


Mechanical Dentistry. 
H. 45-47. 


How to Make .. poston Fitting Plate. Stephenson, 
Will H. 47- 


Iowa State Dental Soc. Trans 
The Law of Lae ar in Prosthetic _——— In- 
gersoll, L. C. 45-57. 2 illus. Dise. 57-65. 


Dental) 


of Interest 
Dp mattticial ‘Tee Teeth. Dietrich, 


Filling and, _— 
R. M. 


Items of Interest (Dental), III, 1881. 
Sore-Throat Caused by Artificial Teeth. 35. 
Temporary Artificial Teeth. Atkinson, W. H. 36. 
Irritation From Plates. Coult, P. 50. Corres. 

Remarks, 50. 

Partial Sets of Teeth Without Plates. Low. 59. 

Items of Interest (Dental), I 1882. 
Artificial Dentistry as a Fine are Allen, John. 51. 
Pinless Teeth. Woodward, Joseph. 67, 85. 


of Interest (Dental), 

Gold ‘willings in Artificial Tooth on John G. 
Method of Filling Artificial Teeth to Imitate ine 
Natural Ones. Churchman, N. 174. Corres. 
Bxporionce With a New Set of Teeth. 175-176. Se- 


Some Things Disgusting in Our Profession. (In- 
stances in Artificial Moe 247-250. Ed. 
whe er a Plate of Teeth in the Mouth? Hunt, 


Artificial Dentures. Haskell, L. P. 317. 
Artificial Teeth. 421. 


of Interest (Dental), 1884, 
Air ‘Chambers. in A — banturen Churchman, 
9. Corr 

Saved by His Teeth. 47. Selected. 

Remarks on the Nature of Changes Which Occur 
After the Extraction of the Natural Teeth, and 
the Propriety of Early Introduction of Artificial 
Substitutes. Richardson, J. 60-62. 

Air Chambers Again. Hedgen, I. N. 125-126. 

The Selection of Artificial Teeth. 194-195. Ed. 
Staining Artificial Teeth to Match Exceptional Natural 
Ones. Dunn, William. 214-215. 

A New Base for Artificial Teeth. 292. 

How to . a Perfect Fitting Plate. 
will. 400-402. 

sate onising Artificial Teeth. Morris, T. H. 402. 

ake Good a. Plates. Stephenson, W. H. 


403 -404. 
In Mounting Plain Front Teeth. 476. Ed. 
A New Method of Securing Adhesion. Best, A. H. 


Unsuccessful Dentures.—Their Cause and the Reme- 
dy. Haskell, L. P. 594-595. Selected. 


ms of Interest (Dental), VII, 
why “t It? (More Absorption in the R Region of the 
Cuspids on the Left Side Than on the Right.) 


Haskell, L. P. 10. 
Haskell, L. P. 58-59. 


Art in Dentistry. 
“Hey, Mote of Suction.”—Not New! Morgan, W. W. 


Stephenson, 


The eying. } Demand in the Matter of Artificial Den- 
tu Taft, J. 173. 


Some Changes Required ¥ the Hands of Our Teeth 
Makers. Haskell, L. 302. 


For index and key to classification numbers, see pink sheets. 
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Has- 


Preparing the Mouth, and Temporary Work. 
kell 305. 


P. 
Clattering of Artificial Teeth. 315. Ed. 
What May Be Expected of Artificial Teeth. Has- 


Clasp Bistes ’ Bridge-Work. Haskell, L. P. 388. 
8 ates vs. ork. 8 » Pr 
Trouble in Making ‘Artificial Teeth Fit. Haskell, L. 


P. 27. 
Seizure of Artificial Teeth. 442. 
The Standard for Artificial Teeth. Davis, K. B. 490. 
The Use of ak Tube Teeth. Vanderpant, Law- 
rence. 574-575. Selected. 
Learning . Use Artificial Teeth. 584. Corres. 


Jairus (Dental), 
He Didn’t Tell Me. 
tures.) Sept. 25. 





— Hygiene of Artificial Den- 


Jairus (Dental), I, 

Dinquesee on ty Methods of Inserting Artificial 
eet 

Revert of Committee on Artificial Dentistry. 413- 


a (Dental), Il, 

aration 4 h Mouth. ‘for Artificial Dentures. 
Se (Dentures.) Flagg, BE. M. 164-167. Se- 
Too Deep Air-Chambers. Bliss, F. W. 7 
Air-Chambers, So-Called. Robinson, W. H. 273-276. 
Air-Chambers. Cogswell, H. D. 421-425. 2 illus. 


Jairus (Dental), III, t 
Sensitive Roots. (re ts of Artificial Teeth.) 
230. Trans. 


Jah + 


’ Dental Miscellan posllany. III, 13°. i 
New Plate Retainer. Elliott, S. 423-424. 4 


mtal Miscellany, IV, 1877. 
Fletcher, Thomas. 278-279. Se- 





Johnstons’ De 
Artificial Teeth. 
lected. 


Johnstons’ Dental Miscellany, V, 1878. 
Mechanical Dentistry. Kelsey, W. F. 214-217. 

Johnstons’ Dental Miscellany, VI, 1879. 
145-148. 2 illus. 


Detachable Springs. Corres. 
Paper Teeth. 161. Selected. 
Detachable Spring and Swivel. Harris. 278-279. 


Artificial Dentures. Allen, J. 470-474. Disc. 474- 


Miscellany 
Uleer . es» by Upper Plate. 





» VII, 1880. 
(Case Report.) Can- 
Artifelal Plate Imbedded in Mucous Membrane. 


Rogers, Claude. 108-109. 

Johnstons’ Dental Miscellany, VIII, 1881. 
Dental Art. Flagg. E. M. 50- 
Artificial Dentistry, Metallurgy and Chemistry. 


tockton, C. S. 52-58. Abstract. 
anes Teeth. 65. Selected. 
A Permanent Set of Teeth. 119-120. 
Inserting Tube Teeth in Absorption of the Alveolar 
Process. Hunt. 140-141. 
Gold ana Rubbe f 
old versus Ru r for Asiticial Dentures. 
—— re ma 13. Ed. i. Se 
ental Prosthesis: Its Relation to Articulate § h. 
Grant, George F. 456-459. aes 


Gpental, Be d eo A 
eplacement o' rt ial Teeth 
Extraction. 39. Selected. tics a; _— 
Mechanical Pe “Aesthetic Dental Prosthesis. 


Bowne, Edward H. 


Luminar 
Immediate 


Ford, 
wes for the Suction—A Fact. 


(Dental), IV, 1882-83. 
They Mouth Artificial Teeth on Plates. Fogg, 


minary (Dental), V, 1883-84 
rinings in Artificial Teeth. 59. Selected. 
An Easy Method of Inserting One Tooth. 
Trimming Lower Plates. Stevens. 86. 


Luminary (Dental), VI, 1884-85. 
Points About Artificial Teeth. Tees Ambler. 3. 
A tom the History of the “Suction Cavity,” Ete. 
as 


60. Ed. 


132 


Luminary (Dental), VI, 1884-85—Continued. 
To Make seed Fitting Plates. Stephen, W. H. 67. 


Select 
Faulty Articulation. (re Misfit of Plates.) Haskell, 
L. P. 91. Selected. 
Maryland State Den. Assn. Trans., 1876. 
Report "of Committee on Dental Art. (Artificial 
Dentures.) Evans, W. W. 27-31. Disc. 33. 


Michigan State Den. Assn. Trans., 1877. 
Dental Prosthesis, or Art as Applied to Dentistry. 
Porter, C. B. 67-71. 


Michigan State Den. Asen. Trans., 1884. 
or Dentures. Land, C. H. 65-67. Disc. 
67-79. 
Missourl Dental Jnl., VIII, 1876. 
The Preparation of Mouths. 361-363. 


X, 187 
(Plates. y 


Corres. 


Missouri Dental Jnl., 
Mechanical Dentistry. 
406-408 


MeMillen, D. J. 


Missouri Dental Jnl., XI, 
Paper Teeth. 357. 


1879. 


Artificial Dentistry. (On the Retention of Upper 
Plates by Atmospheric Pressure.) Hunt, . & 
389-304. Abstract. Selected. 

Missouri Dental Jnl., XII, 1880. 

Mechanical Dentistry. (re Artificial Dentures; 

Crowns.) Swain, Edgar D. 71-76. Disc. 76-77. 


Missouri Dental Jnl., XIII, 1881. 

Loosely Fitting Plates. 43. Selected. 

meene on Peat Art. (Dentures.) Flagg, Eben M. 
173-177. 

Repairing Lower Plates in Some Particular Cases. 
Bock, F. Albert. 459-461. Trans. 


Missour! Dental Jnl., XIV, 1882 
Putting in is bg of Teeth Without Any Plate. 
Moye, J. P. 1-182. Abstract. 


Missouri Dental Jnl., XV, 


1883. 
Random Thoughts From the Laboratory. {pcttpatal 


a Haskell, L. P. Feb. 63-67. Disc. 
67- 
The atente Relations of Artificial Dentures. 
April. 15-16. Corres. Selected. 
Harrington, 


Artistic Dentistry versus Mechanical. 
D. G. Nov. 337-341. 


Monthly Review of Den. Surgery, V, 1876-77. 
On the “oa of the Mouth for Artificial 
Teeth. Campbell, W. 4 


Review of Den. Surgery, VII, 1878. 
emarks to His Demonstrations on Dental 
Rose, Harry. 193-196. 


Monthl 
Prefatory 
Mechanics. 


Monthly Review of Den. Surgery, VIII, 1879. 
New Form of Seeing. SS Coles, Oakley. 217. 
Harris's Springs 1-222. 3 illus. 

A Means of Obtaining Adhesion in Flat Smooth 

Plates. Fletcher. 412-413. 


New England Jnl. Dentistry, I, 1882. 
Construction of Dentures. 231-232. 232-233. Ed. 
Gold Plates. Niles, EB. 8S. 337. 


New England Jnl. Dentistry, II, 1883. 
We All Like =. Have kw Astray. 

Dentures.) inson, Wm. H. 
Somethin thing i Smoothness of Dental Plates. 


(Artificial 


New Jersey State Den. Soc. Trans., 1883. 
——e Bunting, E. H. 182-186. Disc. 


State Den. Soc. Trans., 1885. 
Narrow Surface Cohesion Dental 
112-114. 


New Jer 
Advantages o 
Plates. Spyer, Jos. 


New York Odontological Sec. Trans., 1880. 
Discussion on Injurious Effects of ky Rubber. 


Inserting Skeleton Gold Plates. Law. 97. 


New York Odontological Soc. Trans., 1883. 
Artificial Dentures. Bogue. 33-35. 
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York Odontological Soc. Trans., 1834. 


Artificial Dentistry. Kingsley, N. W. 22-25. Disc. 


New York State Den. Soc. Trans., 1877. 
Artificial Dentures. Ambler, J. G. 65-68. 


New York State Den. Soc. Trans., 1 
Artificial Teeth. Eccleston, C. H. 33-5r. .— 57. 


New York State Den. Soc. Trans 
Physiological Requirements in Artificial “Dentures. 
Elliott, W. S. 82-88. 


New York State Den. Soc. Trans. 
Comments on Modern Dentistry. 
tures.) Weld, G. W. 143-1 


New York State Den. Soc. T 
Preparation of the Mouth for the yao Ss of bay 
of = pee. Atkinson, W. H. 58-68. 


Tartificial Den- 


News, (Dental, Knightstown, Ind.), I, 1878-79. 

Articulating. May. 1. 

Immediate Insertion of Temporary Teeth. 
son. May. 1. Selected. 

Discussion on Mechanical Dentistry. Sept. 1. 

Mechanical omy (re Impressions and Arti- 
ficial Dentures.) Nov. 6. 


Steven- 


News, (Dental, Knightstown, Ind.), II, 1879-80. 

Paper Teeth. 49. 

Air Chambers for Plates. 89. 

Discussion on New Methods of Inserting Artificial 
Teeth. 111-112. Abstract. 


News, (Dental, Knightstown, Ind.), III, 1880-81. 

Professional Advice. (re Dentures and Fillings.) 
Oviatt, S. M. 28-29. 

Dental Substitutes. Freeman, R.R. 37. Selected. 

Preparation of the Mouth for Artificial Dentures. 
Burkhart, A.P. 40. Selected. 

Preparing Plates. 50. Selected. 

A Case in Practice. (Artificial Dentures.) McBride, 
C.J. 74. 78, Ed. 

Preparation of ‘the Mouth for Artificial Dentures. 
Lauder. 111-112. Selected. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
Artificial Dentures. Richardson, Joseph. 38. 
Restoring Partial Loss of Teeth ithout Plate. 


49-50. Selected. 
Air-Chambers, So-Called. Robinson, W. H. 52-53. 


Selected. 
Jottings . the Way. (Plates.) 85. 
Re-Setting Dental Plates. 85-86. 


News, (Dental, Knightstown, Ind.), V, 1882-83. 
Ss Speech and Plates. Oviatt, 8. M. Aug. 1. 
orres. 


News, (Dental, Knightstown, Ind.), VI, 1883-84. 
Discussion on Prosthetic Dentistry; Restoration of 
Features and Expression How Best Accomp- 
lished. May. 5. lected. 
Materials for Attaching Teeth to Plates. Wilson, L. 
B. June. 6. Corres 
Constructing Lower Dentures. 24. Selected. 
News, (Dental, Knightstown, Ind.), VII, 1884-85. 
Petuss About Artificial” Teeth. Tees, Ambler. 21. 


lected. 
A New Method of Treating Artificial Plates for Ten- 
—— of the be of the Lower Jaw. May, 


ted. 
To Make “Good Setting Plates. Stephenson, W. H. 
59-6 Selected. 


we Plain. Front Teeth. 77. Selected. 
~~ in Artificial Teeth. Taft, J. 
te 
Suction Plates. Genese. 132. Selected. 
The Attachment of Artificial Teeth to the Roots of 
Teeth. Taft, J. March. 143. Selected. 


115-119. 


paration of, th Jni., I 
Preparation i 3 Mouth i for Artificial Dentures. 
Burkhart, A. 28-29. 


me ay Jni., IV, 1883-84, 

Llements of in the Practice of Dentis 
(Artificial , ae Kingsley, Norman ; 
117-131. 11 illus. 
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Odontographic Jnl., V, 1884-85. 
Preparation of the Mouth for the Insertion of Teeth 
eee. Atkinson, W. H. 114-124. Disc. 


Odontolog. Soc. Trans., XI, 2nd Ser., 1878-79. 
Detachable Springs. Rogers, Henry. 65-66. Corres. 
Hemple’s Springs. Coles, Oakley. 67-68. 2 illus. 
New Form of Detachable Spring and Swivel. Coles, 

Oakley. 145. 


Odontolog. Soc. Trans., XII, 2nd Ser., 1879-80. 
vee Tissues Growing Over Gold Plate. Canton. 
Odontolog. Soc. Trans., XV, 2nd Ser., 1882-83. 
Difficulty Coles, 


in Properly . the Teeth. 
Oakley. 192. Disc. 192. 


Odontolog. Soc. Trans., XVII, 2nd Ser., 1884-85. 
Three Very Curious and Interesting Specimens of 
symm Artificial Teeth. Elliott, St. George. 


Odontological Soc. Penn. Trans., 1882. 
Atmospheric Pressure In Its Relation to Actieetal 

Dentures. Tees, Ambler. 172-177.- 8 

Dise. 177-178. 


Ohio State Dental Soc. Trans., 1876. 

Discussion on Celluloid, Its Advantages and Disad- 
vantages—Different Methods of Mounting Artifi- 
cial Teeth on Metallic Bases, and Their Respec- 
tive Advantages. 69. 


Ohio State Dental Soc. Trans., 1877. 
Mechanical Dentistry. (Artificial Teeth.) 
J. R. 68-65. Dise. 65-75. 


Ohio State Dental Soc. Trans. 

Offensive Breath and Disease From a Set of Artificial 
Teeth. Peebles, R. R. 25-26. 

Discussion on New Methods of Mounting Artificial 
Teeth. 38-52. 


Clayton, 


Ohio State Den. Soc. Trans., 1882. 
Prosthetic Dentistry. (Plates.) Taft, J. 24-26. 
Dise. 50-65, 67-86. 
Ohio State Jnl. Den. Sci., I, 1881. 
Artificial Teeth. 111-113. Corres 
220-224. 


Selecting and, Adapting Artificial Teeth. 


224-226 
Artificial Dentures. (An Hypothetical Case.) 292- 
297. Comment, 350-355. (Cont. in Vol. II, 42-47, 


147-149, 292-293. Corres.) 


Ohio State Jnl. Den. Sci., II, 1882. 


Selecting of Teeth for Artificial Dentures. Noyes, 
Nicholas. 197-198. Corres. 

Artificial Teeth. Robinson, W. Ti. 266-268. 

Random Thoughts From the Laboratory. (Den- 


tures.) Haskell, L. P. 366-370. 


Ohio State Jnl. Den. Sci., ITI, 1883. 
Discussion on Mechanical Dentistry; the Relative 
Merits of the Different Materials for Bases of 
Artificial Teeth and Their Effects Upon the 
Tissues. 92-93, 96. 
Discussion on Prosthetic Dentistry, 
Features ee. How Best 


plished. 
Discussion on Prosthetic Dentistry. With Special 
and the 


Reference to Features. 
Discussion on Treatment of Irregularities ; 
Proper Antagonisms of Natural and Artificial 
Teeth. 348-349. 


Restoration of 
Accom- 


Ohio State Jnl. Den. Sci., TV, 1884. 

Taste—In Its Relation to Teeth and Glass Eyes. 
Wright, C. M. - 

Discussion on What Improvements Have Been Made 
in Artificial Dentures, in the Last Five Years. 


247. 

Is It Honest? (Artificial Dentures.) Haskell, L. P. 
325- 

History of an Artificial Tooth. 386-387. Ed. 

Unsuecessful Dentures—Their Cause and Remedy. 
Haskell. 459-461. 

Fitting of Metal Plates Made Easy. Haskell. 461- 


Improvement of Artificial Dentures. Taft, J. 573- 
576. 
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Ohio State Jnl. Den. Sci., V, 1 
— Prosthesis. Wayne, E. J. #1014. Comment, 
—a on Improvements in Artificial Dentures. 


42 
The Use of Clasps. Haskell, L. P. 
Old Age and ntal Prosthesis. 
Henry. 436-488. Selected. 
White Teeth. 454-455. 
eer >” teeeees Haskell, L. P. 


-369. 
Thompson, Sir 
471-472. Disc. 


Pennsylvania State Den. Soc. Trans., 1879-80. 
Replacing the Loss of a Superior Lateral Incisor 


pA — of a Plain Plate’ Tooth. Webb. 13-14. 
mee Dental Prosthesis. Fundenberg, W. H. 


The Comparative Merit of a as a Base for 
Artificial Dentures. Depuy, L. 139-143. 


Practitioner (Dental), I, = 
Impressions. Hall, Wm. R. 23-24. 
—. = pacestng Artificial Teeth. 


Driscoll, 
Practitioner (Dental), II, 1884 
Coeagee > the Gum. (re Artificial Dentures.) Hall, 


‘ . 80-32. 
The Partial Lower Plate. Faber, Frank R. 175-78. 
Platinum as a Base. Hall, W. R. 158-159. 


Practitioner (Dental), III, 


Dental Prosthesis. (Artifical , Waye, 

E. J. 34-37. Selected 
Temperament in Mechanical Dythty. (Formation 
Hall, W. R. 265-267. 


of an Artificial Denture.) 
(Cont. in Vol. IV.) 


Record (Dental), Il, 1882. 

A New Mode of Applying Vacuum Chambers. Briggs, 
Frank H. 434. 

The New Mode of Applying Vacuum Chambers. 524. 


Corres. 
Record (Dental), III, 1883. 
oes Sens = Dentures in the Mouth. White- 


Walte 98- 
Gold “Fillings for Artificial Teeth. 527. Selected. 


Record (Dental), IV, 1884. 
Air Chambers Again. Hedgen, I. N. 188-189. Ab- 
stract. 
Capillary Dentures. Land, C. H. 282. Abstract. 
Leman’s Suction Valve. 521. 


Record (Dental), V, 1885. 
Adapting Artificial Dentures. 
Abstract. 
Dental Mechanics. (re Artificial Teeth.) 
. C. 194-199. 
Atmospheric Pressure in the Retention of Entire 
Dentures. Ames, W. B. 377-378. Abstract. 


1876. 


Land, C. H. 89-90. 
Wright, 


Register (Dental), a 

Porcelain Dentures. E 

Something in SF Dentistry. 
Hardman, J. 359- 

Mechanical Dentistry. (Bases and Arrangement of 
Teeth.) Haskell, L. P. 468-472. 


Register (Dental), XXXI, 1877. 
Principles Involved in the — of Artificial 
Teeth. Porter, C. B. 76-82. 
Mechanical Dentistry. m.. Cc. B. 284-286. 
Air Chambers. Clayton, J. R. 468-469. 


Register (Dental), XXXII, 1878.- 
Discussion on Artificial Dentures. 195-197. 


Register (Dental), XXXIII, 1879. 
Discussion on Mechanical Dentistry. 119-120. 
Discussion on Mechanical Dentistry. 303-305. 


Register (Dental), XXXV, 188 

Restoring Partial Loss of the Teeth Without Plate. 
By Low’s New Method. 275- 

Prosthetic Dentistry. (Artificial Dentures.) Kel- 


logg, E. 

Treatment of Deformities of the Jaw and Displace- 
ment of the Teeth, Due to the Extracting of 
One or More, by Means of Artificial Dentures. 
Kempton, William D. 424-425. Trans. 


(re Bases.) 
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Register (Dental), XXXVI, 1882. 
one ty (Artificial Dentures.) Wright, 


M 578. 
aes i in Plate Teeth. Land, C. N. 619-620. 
us. 


Register (Dental), XXXVII, 1883. 

Discussion on Prosthetic Dentists ; Restoration of 
Features and Expression ow Best Accom- 
lished. 180-183. 

Mechanical Dentistry. Hooper, J. 381-382. 


Register (Dental), XXXVIII, 1884. 

Prosthetic Dentistry. Porter, C. B. 13-18. 

Trtal Plates for the Lower Jaw. 259. 

Persistent Nausea From we. 7 an Upper Den- 
ture? Tileston, H. B. 250 rres. 

A New Base ~. ‘antineial Teeth is Proposed by 
Dr. N. W. Kingsley. 414. Selected. 

Improvement in Kirfinelal Dentures. Taft, J. S8l- 
585. Dise. Vol. XXXIX, 19-31. 


Register (Dental), XXXIX, 1885. 
Bupgeremente ) in Artificial Dentures. Land. 20-25. 


25 
Japanese Teeth. (Artificial Dentures.) iliott, St. 
George. 255. Selected. 
How Artificial Teeth May Do Damage. 475-476. 


Selected. 

What To Do and How Tp Do It. (re Artificial Den- 

tures.) Haskell. 557-559. Disc. 562. 

Dental Prothesis. (Artificial Teeth.) Davis, K. B. 

596. Disc. 597-600. 

Review (Dental, Charlotte, Mich.), I, 1884. 
Changes in the Gum. (re Dentures.) all. 12. 
ee and Teeth. (re Artificial Teeth.) 12. 

ect 


Loose Teeth on Plates. 20. Selected. 


St. Leuls Dental Quarterly, 1877-78. 
mow 1408 Shall I Have to Go Without Teeth? July. 


Air Chambers in Gold Plate. July. 20. 


Seuthern Dental Jnl 1882-83. 
a eer Chrtifieial Dentures.) Craw- 
or - 


Replacing Pinless Teeth and Blocks. 125. Selected. 

The Construction of Lower Plates. 257-259. Selected. 

Dental Prosthesis. (Art in Artificial Dentures.) 
Wright, C. M. 504-509. Selected. 


Southern Dental Jnl., II, 1883-84. 
Prosthetic Dentistry. (Dentures.) Smith, Atmore. 


Art in Mechanical Dentistry. Freeman, D. B. 249- 
250. Dise. 250-251. 


Seuthern Dental Jnl., III, 1884-85. 

Remarks on the Nature of Changes Which Occur 
After the Extractién of the Natural Teeth, and 
the Propriety of Early a xX. of Artificial 
Substitutes. Richardson, J. -176. Selected. 

aes & . om si Perfect Fitting Plate. Stephenson, 


og Plates. Genese. 457-458. 

What the Remedy (re Best Material for = 
piyin a Substitute for the Loss of Those Or 
= r 5. oe Nature for Mastication.) = 


Southern Dental Jnl., FV, 1 
The wT of Gold as a oe niase for Artificial 
Dentures. Ford, W. W. 233- A 
Gold Plates are the Best. Parker, H. 286-287. 
Clas pe . - > Than Bridge Work. Haskell, 


What To Do, and To * Rn re Artificial 
Teeth.) Haskell. 420-421. 1-422. 


Dental Jnl., I, 
Something 1 About PR. pa Dental Plates. 46. 


exas Dental Jnl., II, 1884. 
Soft 4 a Ss Mouths. (Plates.) Faber, Frank 
cule False Teeth. 3. 


xas Dental Jnl., III, 1885. 
Dental 'P Prosthesis. (Dentures.) Waye, EB. J. 1. 


Selected. 
Unsuccessful Dentures—Their Cause and the Rem- 
edy. Haskell. 2-3. Selected. 


D32a_ Plaster of Paris. Impressions, bites, models, base plates. 


Advertiser Sa. VIII, 1877. 
Obtaining a “Bite.” 


Advertiser (Dental), XIV, 1883. 
Original Mode < Impression- Taking. Spence, Stew- 
art J. 38-3. Selected. 


American Dentist, (Eigin, Ii1.), I, 
How to Make a Plaster Model Free _o— Air 
Bubbles, and Other Points. April. 1. 


American Jnl. Den. Sei., IX, 3rd Ser 
To Retard ty Setting Gypsum. 572. Selected. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
New Treatment of Plaster Casts. 397-398. 


American Den. Sci., XIV, 3rd Ser., 1880-81, 
The Setting 4, Planer. Dandrin. *i3. Selected. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Plaster of Paris vs. Modeling Composition. Spence, 
Stewart J. 515-517. Selected. 


American Jnl. Den. Sei., XVII, 3rd Ser., 1883-84. 
Hardening ae Casts. 95. Selected. 


Archives , I, ism, 
Experiments <* Des lode ing Composition. Spence, 
Stewart J. 346. Selected. 


Archives of Dentistry, Ii, 1885. 
eet — of Hardening Plaster. Julhe. 325-326. 
ted. 


British Dental Assn. Jnl., 
On the Behaviour of Plaster rs Paris in Setting. 
Macleod, W. Bowman. 240-243. 


British Dental Assn. Jni., II, 1881. 
On pogens and Modelling Compositions. King, 


Roff. 1-26. 
Plaster of Paris. King, Roff. 272-273. 


British Dental Assen. Jnl., 

Mode of ae ag Marat V Ww. 226. 

Why and Where Models May Sera For the 
Purpose of Ensuring .- Better Fit. Macleod, 
WwW. B. 567- Dise. 

Whitehouse’ s Model Sastealieg , Ceempediiten, 602- 


British Dental Assn. Jnil., 1884. 
Braun's Reliable Modelling Comp sition. 698. 
Jamieson's Impression Composit 747. 


British Dental Assen. Jni., V 
Taking Plaster Casts in the iouth. , owt Bow- 
man. 274-275. Clinic. 


British Jni. Dental Science, XIX, 1876. 
Pokies De ee of the Mouth. De Lessert, 
Some Additional Uses to Which Stent’s or Hind's 
ne ge May be Applied in the Dental Art, 
Bes the Ordina ne of Taking Impres- 
aes of the Mouth. Kyan. 212-215. . b8T- 
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British Jnl. Dental Science. » 1877. 
Vaseline for Impressions. Coles, “ee 74-75. 


sh Jnl. Dental XXI, 1878. 
Fripp . evlaske (For Im mr Lupressions) 56. 
Hardened Plaster. 


British Jnl. Dental Science, XXII, 
imppovementa in Model ates for Sand. Moulding 


= ficult Cases. bbert, J. 

us. 

Impressions for Upper Suction Cases. Gabell, Al- 
verstone. 503. 

Impressions for U r Suction Cases. Showler, 
Eimer R. 606- 

Wood's Dental Refrigerator. (For Hardening Im- 


pressions.)  607- 
Stent’s Modelling Composition. 790. 


British Jnl. Dental Science, XXIII, 1880. 
Rees Syringe. Bate, James Rogers. 


The Behaviour of Plaster of Paris in Setting. 
d, W. Bowman. 394-396. 
Plaster Impressions. Macleod. 1153-1154. 


British Jni. Dental Science, XXIV, 1881. 
Materials Employed for Taking Impressions of the 
Mouth. 1189-1191. 


165- 
Mac- 


British Jnl. Dental Science, XXV, 1882. 
Taking Impressions. 14-17. 
—— ogg oS for Taking Impressions of the 
Mouth (Cont. from Vol. XXIV.) 
To _— Plaster Models Without Air Bubbles. 339. 
ected. 
New Impression Tray for Pivots. 388. 3 illus. . 
New Method of Taking Duplicate Models. White- 
house, Walter. 561-562. 617-620, 670-671. Corres. 
New Pink Modelling Wax. Ritchie, Josiah. 737. 
Plaster Impressions. 9867. 
On con nee Impression Taking. Clarke, Eugene C. 


The Behaviour of oe of Paris. Fowler, Geo. A. 


1015-1016. Select 

British Jnl. Dental Science, XXVI, 1883. 
A New Impression Tray. 136. 2 illus. 
A Quick Composition Heater. Braun. 136-137. 
New Iron Plaster Casks. Ritchie. 1 


On the Behaviour of Plaster of Paris During Setting. 
Macleod. 1169. Abstract. 


British Jnl. Dental Science, XX VII, 1884. 

Mr. Braun’s Reliable Modelling Composition. 166. 

A Few Drops of Cold Water Thrown in the Face to 
Remove Nausea. Douglas, F. 166. 291, 
Corres. 

Plaster Models. 220. Selected. 

The “Mermaid” Modelling Competition. 220. 

A Useful Sticking Wax. Butler. 321-322. Selected. 

A Preventive of Nausea When Taking Impressions. 
337-338. Corres. 

About Lower Impressions. Ottofy. 611. 

Mr. Leeming’s Bite Frame. 612. 


British Jnl. Dental Science, = eo 


Preparing Wax for Base Plates. 955. lected 
Cosmos (Dental), XVIII, 1876. 

Case in Practice. Plate Made From Impression 
Taken in Sections. Phelps, .G. SS. 

Base Plates. Lockwood, R. 


-— 
Wax Base Plates. Blackman, W. 167. 
To Take the Bite Prior to Aaticulation in Full Cases. 
Dufour, J. F. R. 501-502. 
To Take the Bite Prior to Articulation in Full Cases. 
ull, T. W. 562. 


To Take the Bite Prior to Articulation in Full 


Cases. Wingate, John D. 668. 
To Take the Bite Prior to Articulation in Full 
Cases. Leach, W. 668-669. 


A — or Moulding Modeling Composition. Drew. 


Cosmos (Dental), XIX, 1877 


To sone the Bite Prior to Articulation in Full Cases. 


To Take the Bite Prior to Articulation in Full Cases. 
erritt, G. M. 107-108. 

Mending Plaster Models. 

Mending Plaster Models. 


Warner, J. H. 111. 
Cumings, E. P. 111. 
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A New Sates P| Taking Difficult Impressions. 
Best, H. 


How to Make a Model From a Plaster Impression, 
oe a ys Use of Varnish or Oil lerich, 


smos (Dental), XXI. 1879. 
Modelling Co Composition For Base Plates. Dobbins, 


osmos (Dental), XXII, 1880. 
Repairing Broken Plaster Casts. Heindsmann, F. 


To _ Plaster of Paris From the Hands. 332. 
Repairing Broken Plaster Casts. Unangst, J. D. 


392. 
Removal of Plaster of Paris From the Hands. Mills, 
William A. 456. 


Cosmes (Dental), XXIV, 1882. 
The Behavior of Plaster of Paris. Fowler, Geo. A. 


278-279. 
Experiments With Plaster of Paris. Spence, Stewart 
J. 614-616. 


Cosmes (Dental), XXV, 1883. 

Original Mode of Impression-Taking. Spence, 
Stewart 123- 

Experiments A igs Plaster of Paris. Fletcher, 
Thomas. 


a Be With Plaster of Paris. Spence, Stew- 


Pees Seas. Gilbert, S. BE. 378-380. Disc. 
Impressions. Bennett, A. G. 444-446. 
To Clean Impression Cups. Morsman, A. 615. 


Cosmos (Dental), XXVII, 1885. 
To Correct Errors of Articulation in Artificial Den- 
tures. (Bite.) Spence, Stewart J. 318. 


Dental Eclectic, I, 
New Mode of Hardening >» wen 
Selected. 


Office & Lab., 
(A Substitute ‘for Plaster.) 
Selected. 


Julhe. Sept. 19. 


V, 2nd Ser., 1881-82. 


Tripolith. Oct. 2 


Trans. 


Dental Office & Lab., VI, 2nd Ser., 1882-83. 
To —a Plaster From Adhering. July. 6. Se- 


How to Make a Plaster Model os From Air Bubbles, 
and Other Points. Oct. 


Dental Office & Lab., VII, 2nd Ser., 1883-84. 
Rapid a for Testing Beeswax. Jan. 5. 


lect 
Hard Plaster. April. 3. Selected. 


tal Office & Lab., VIII, 2nd Ser., 1884-85. 
Taking ry Bite. Jan. 4. Selected. 
6. Selected. 


Plaster Models. April. 
Taking Lower Impressions. Eisenbrey, I. Lehman. 
5. Se- 


July. 4-5. 
Coloring Plaster for Impressions. July. 
lected. 


Honer. 


Dental Office & Lab., IX, 2nd Ser., 
ae ws | of Hardening Plaster of i. Tulhe, M. 


Dental Student, (Warsaw, Ind.), I, 1884. 
Taking a Bite. March. 1. Selected. 


Facts (Dental), I, 1885. 
Impressions. Mathews, J. H. April. & 
Headlight (Dental), I, 1880. 


Impression Taking. Brewster, E. A. Oct. 2-3 
Plaster. Oct. 5. 


Headlight (Dental), II, 1881. 

On the Behavior of Plaster of Paris in Setting. 
Macleod, Bowman. Jan. 2-3. Selected. 
Plaster Impressions. Oviatt, S. M. April. 6-7. 

Selected. 


Headlight (Dental), IV, 1883. 
Honor to Whom Honor is Due. 
Ge Sonina 3 Metallic Model.) 


(Dr. Graves and 
Bennett, W. H. 
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Headlight (Dental), VI, 1885. 

How to Obtain Accurate Impressions and Bites 
When ee! ~*~. — tion is Employed. 
Wood, John. 79-82. 


Independent Practitioner (Dental), IV, 1883. 
Hardening Plaster Casts. 285. Ed. 
Impression Cups. 503. 
Dental Plaster. 563. 

Taking an Impression With Wax, 


Using Ros- 
taigne’s Impression Material. Kellner. > 


660-661 


Independent Practitioner (Dental), V, 1884. 
Plaster Models. 53. 
Nausea. (In Taking ene 215. Ed. 
Modeling Compound. . 


Independent Practitioner (Dental), VI, 1885. 
The Importance of Accurate Impressions in Mount- 

ing Pivot Teeth and Other Like Operations. 

Trueman, William H. 46-548. Abstract. 


Items of Interest (Dental), I, 1879. 
Hardening of Dentist’s Plaster. 3. 


Items of Interest (Dental), II, 1880. 
Repairing Broken Plaster Casts. Heindsmann, F. 
1. Selected. 


Items of Interest (Dental), III, 


1881. 
lows a for Mending Plaster Models. Douglas, 


Taking a Bite. Barlow, F. C. Corres. 
Remodeling On to the Old Plate. (Impressions.) 
Benjamin, H. H. &. Corres. 
Items of Interest (Dental), IV, 1882. 
Liquid Silex. 68. Selected. 


Items of Interest (Dental), V, 1883. 
Models and Their Preparations. Webb, M. A. 72. 
About Tegesestens and Other Things. Haskell, L. 
P. 172-174. Selected. 
Plaster _ Impressions. 261. 
Plaster of Paris. Ed. 
An Accurate Impression. 313. 
Hardening Plaster. 316. 
smpessteee. Articulations, &c. 


Greasing Impressions. Adams, G. W. 501. 
Items of Interest (Dental), VI, 1 


Separating Model From Impression. 
Corres. 


Reese and Atkinson. 


884. 
Elliott, W. 8. 


Greasing Impressions. Hertz, W. H. 85. 

To Facilitate the Removing of Impressions From 
the Mouth. Rencher, C. 

Separating Models From Impressions. Tibbitts, F. 
G. 139. 139, Ed. 


New Treatment of Plaster Casts. 177. Selected. 

Taking Plaster Impressions for Partial Sets. 300. 

New Composition for Casts. Cathcart, Charles W. 
397. Selected. 


Items of Interest (Dental), VII, 1885. 
The Old and the New. (Base Plates.) Driscoll, W. 


Thomas, C. 


02-103. 
Preparing Wax for Base Plates. 332. 
Selected. 


New Mode of Hardening Plaster. 376. 

Wax for Base Plates. 

Preparing Wax for Base Plates. Cressinger, J. R. 
. Corres. 

Plaster for Impressions. Truman, James. 393. 

Taking Impressions. Trueman, W. H. 396-397 


What To Do and How To Do It. (Impressions.) 
Haskell. 450. Abstract. 

Sheet Wax. Cormany, James W. 453. eee. 

Sheet Wax. Paffenberger, A. 487. Cor 


Phosphate in Mending Casts and Setting ‘Crowne. 


Spalding. A. W. 497. Corres. 
Hardening Plaster. 531-582. Abstract. 
Wax Sheets. Baxter, W. E. 587. 


Jairus (Dental), I, 1880. 
Mechanical Dentistry. | (Taking Impressions.) Brew- 


ster, E. 


Jairas (Dental), TIT, 1882. 
Palm Wax. (Karnaubawachs.) 225. 
Repairing Broken Plaster Models. 250. 


Trans. 
Trans. 


Johnstons’ Dental Miscellany, V, 1 


New Treatment of Plaster Casts. 16, Selected 
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Johnstons’ Dental Miscellany, 
New Coating for Casts. Alker, chatles F P. 241-242. 


Johnstons’ Dental Misce 
The Behavior of Plaster of Paris A. "Setting. Mac- 
leod, W. Bowman. 485-487. Selec 


Luminary (Dental), III, 1881-82. 
Pepetring Broken Plaster Casts. 65. 
ing a Bite. Barlow, F. C. 

Te Remove Plaster of Paris From the Hards. 67. 
Selected. 


Luminary (Dental), V, 1883-84. 
Plaster Impression. Gilbert 
Taking an Articulation. Matteson, A. E. 86. 
About Lower Impressions. Ottofy. 986. 


Missouri Dental Jni., IX, 187 
Impressions for Pivoting. a. . a S. J. 293- 
Selected. 


Missourl Dental Jnl., X, 1878. 
New Treatment of Plaster Casts. 90-91. Selected. 
Missouri Dental Jni., XI, 79. 
New Coating for Plaster Models Alker, Charles P. 
394-395. Selected. 
Missouri Dental Jnl., XIII, 1881. 
The Behavior of Plaster of Paris in Setting. Mac- 
leod, W. Bowman. 10-12. Disc. 12-13. 15-18. 


Missouri Dental Jnl., XIV, 1882. 

Why and Where Models May be Scra 
Purpose of Ensuring a Better Fit 
502-506. Selected. 


For the 
Macleod. 


Missouri Dental Jnl., XV, 1883. 
Plaster Impressions. Feb. 88. Selected. 
Cleaning Impression Wax. Feb. 89-90. 
Original Mode of a Taking. 

Stewart J. Apri Selected. 
Seemingly a ee Ml, (Accurate 

Tees. April. 39. Selected. 
Hardening Plaster Casts. Aug. 233-234. Selected. 


Spence, 
Impression.) 


Monthly Review of Den. Surgery, V, 1876-77. 
Vaseline for Impressions. Coles, Oakley, 368. 


New England Jnl. Dentistry, I, 1882. 
Gypsum. 60-61. 
Tin Foil for Lining Casts. 95. 
Taking Impressions and Obtaining Models. 
To Prevent Nausea When Taking Impressions. 


126. 
272. 


New England Jnl. 
Colored Collodion. 125. 


Dentistry, Il, 1883. 


New England Jnl. Dentistry, Ill, 1884. 
A Review—Impressions. Clapp. D. M. 57-64. 
Experiments on Modeling Composition. Spencer, 
Stewart J. 470. Abstract. 


New York Odontological Soc. Trans., V, 1879. 
ra wey Be Scrapers. Kingsley, Norman 
32. 1 us 


News (Dental, Knightstown, Ind.), I, 1878-79. 

Casting Sheet Wax. May. 1. 

Taking Impressions. Webb, M. A. May. 1. 

In Taking Bites. Merrett, 'G. M. June. 2. 

Difficulties in the Use of Plaster of Paris. Aug. 1. 

Poctegstenes mints. (Impressions.) Eccleston, C. 

° ept. 

Mechanical Dentistry. (re Impressions and Arti- 

ficial Dentures.) Nov. 6. 


News (Dental, Knightstown, Ind.), II, 1879-80. 


Discussion on Mechanical Dentistry. (re Base 
Plates.) 15. Selected. 

Discussion on Different, Bases for Artificial Teeth. 
39. Abstract. 

New Coating For Casts. Alker, Chas. P. 40. Se- 
lected. 

Obtaining a Bite. 85. Selected. 

Taking Impressions of the Mouth. North, Gus- 
tavus. 


For index and key to classification numbers, see pink sheets. 




















D32a PLASTER OF PARIS, ETC. 


News Pe mtal, Knightstown, ie), Ill, 1880-81. 
Repairing Broken Plaster Casts. Selected. 
Hardening Plaster Casts. Spencer, a7 H. 41. 
es Dentistry. (Impressions.) Brewster, 

. A. 74-75. Selected. 
Plaster of Paris Impressions. Ottofy, Louis. 109- 


0 
On the Behavior of Plaster of Paris in Settin 
Macleod, W. Bowman. 113. Criticism, 123 123-124. 


Selected. 
Hardening Plaster of Paris After Making a  aaas 
Out of It With Water. 121-122. Selected 
News (Dental, Knightstown, Ind.), IV, 1881-82. 
Repairing Broken Plaster Casts. 101. Selected. 


News (Dental, Knightstown, Ind.), V, 1882-83. 
About Impressions and a Things. Haskell, L. 
P. April. 1, 4. Selected 

Impressions. Hall, W. H. April. 4. Selected. 

To Prevent Nausea When Taking Impressions. Oct. 

About Impressions. Smith, U. Dec. 5. Selected. 
News (Dental, Knightstown, Ind.), VI, 1883-84. 

Lower Impressions. Ottofy. 15. Selected. 





Separating Casts From Impressions. Hertz, W. H. 
19. Selected. 

Making and Taking Impressi Eisenbrey, J. L. 
42. Selected. 

To Have the Least Expansion of Plaster. Jan. 4. 
Selected. 

Original Mode of Impression-Taking. Spence, 


Stewart J. May. 2. Selected. 
Simple and Efficient Means of Restoring =e Setting 
Qualities of Dental Plaster. July. 4. 
Impressions, Articulations, &c. Nov. 2. 


Odontographic Jnl., I, 1880-81 

Taking Impressions. Tees. 60-61. Selected. 
Odontographic Jnl., IV, 1883-84. 

Seemingly a Paradox. (Impressions.) Tees. 29. 
Selected. 
Odontolog. Soc. Trans., IX, d Ser., 1876-77. 


Discussion on Stent’s Modelling * Material. 70-71. 


Sec. Penn. Trans., 


Odontological 
Gilbert, S. E. 


Plaster Impressions. 
1 93. 


1883. 
187-190. Disc. 


Ohio State Jnl. Den. Sci., Il, 1 

The Construction of Lower Plates. 
. Ed. Comment, 441. 

About ‘Impressions. Smith, U. 6511-512. 


Ohio State Jnl. Den. Sci., III, 1883. 
Plaster of Paris va! Modelling Compound. Spence, 


: (Impressions.) 


Stewart J. 

About Impressions and Other Things. Haskell, 
L. P. 122-125. 
Ohio State Jnl. Den. Sci., 

Experiments in Modelling rk Spence, 


Stewart J. 453-457. 


137 


Ohio State Jnl. Den. Scl., 1885. 
A New Aang * of se the Articulating Impression. 
ce, Stewart 
another Method of Takin Articulating Impressions. 
Robertson, 8S. A. 79. 


Practitioner (Dente, I, 1883. 

Impressions. Hall, Wm. R. 

Plaster of Paris vs. Modeling Composition. Spence, 
Stewart J. 30-31. lected. 

Impressions. Hall, W. 36. 

About Impressions and Other Things. 
45-47. Selected. 

Plaster of Paris. 142. 


Practitioner (Dental), II, 
Plaster Models. 20. Selected. 
Making and Taking Impressions. Wisenbrey, J. 

Lehman. 32-33. Abstract. 

To Clean Impression Cups. Morsman, A. 47. Se- 


lected. 
Taking the Bite. Faber, Frank R. 134-137. 


Record (Dental), I, 
Impression Tray for Pivot Teeth. Walker, Gilbert. 
187. 


Haskell, L. P. 


Record (Dental), II, 1882. 
ial Uses of the Calcium Com- 
Some of the Industria Ay ¥ 


ounds. i — of Paris.) 
80-183. Abstra 
A Method of Duplicating Plaster Models. White- 
house, Walter. 244-2 
Record (Dental) 
Protecting Pivot Holes 1 in Plaster Models. Keys. 423. 


Register (Dental), XXXV, 
On the “Behavior of Plaster of Paris p.§ Setting. Mac- 


leo: Bowman. 23-25. 
Taking a Bite. Barlow, F. C. oo , = 


Register (Dental), XXXVI, ~ 

To Prevent Nausea. 457. Selected 
Register (Dental), XXXVIII, 1884. 

A Simple Method o a1 Side of a Reticulated Sur- 
face on the Palatal wa of Dental Base-Plates. 


Brunton, George. , ted. 
Experiments on Modelling” ‘Composition. Spence, 


Stewart J. 552-555. Selected 


w (Dental, Charlotte I, 1884. 
Making ‘and Taking = , hI J. Tn 


Morsman. 12. 
20. Selected. 


uarterly, I, 1877-78. 


Impression Cups. 

Plaster Models. 
St. Louis Dental 

Impressions. July. 
Southern Dental Jnl., II, 1883-84 

A Plastic Material From Potatoes. (For Base Plates.) 
220. Selected. 


Southern Dental Jnl., IV, 1885. 
How to Wax Up a Case. Lester, D. D. 439. Corres. 


Texas Dental Jnl., I ——. 

Impressions. Hall, W. R. 

About Impressions and Other Things. Haskell, L. 
P. 15. Selected. 


For index and key to classification numbers, see pink sheets. 
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D32b Artificial Teeth Swallowed. 


dvertiser (Dental), XIII, 
guellacles Artificial Teeth. iw * Selected. 
Advertiser (Dental), XVI, 1885. 
Dan — of Wearing Small Dentures. 
rude. 52. Selected. 


Archives of Dentistry, Il, 
A Case in Practice. ‘Evellowing a Plate of Vulca- 
nite.) Leach, E. C. 414. Dise. 414-415. 
Gastrotomy for Removal of an Artificial Denture. 
523-524. Selected. 


American Jnl. Den. Sci., XIV, es Ls 1880-81. 
Swallowing False Teeth. 287. Selec 


merica Sel., XVI, 3rd Ser., 1882-83. 
a miiiticial ‘Teeth. 384. Selected. 


American Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 
Strangied to Death by False Teeth. 430. 


American Jnl. Den. Sci., XIX, 3rd Ser., 1885. 
Dan — of Wearing Small Dentures. Fripp, John 
rude. 92-93. lected. 


British Dental Assn. Jnl., II, 

Case of a Man Who x. 3, nin False Teeth 
Whilst Asleep. Lyons, Isidore. 93. 

Plate Made of Dental Alloy, Which Had Been Swal- 
lowed During Sleep. Rymer, 8. L. 173. 

Swallowing Artificial Teeth. 516. Selected. 


Fripp, John 


British Dental Assen. fa IV, 

A Summary of Cases Where Beath Has Resulted 
From the Swallowing of Artificial Teeth. Weiss, 
Felix. 269-272. 

Death From Swallowing a Small Plate With Two 
= Teeth. Savory, W. S. 282-283. (Case 

eport 


British Dental Assen. Jnl., V, 1884. 
Oesophagotomy Performed for the Removal of a 
oreign Body From the Gullet. Butlin. 249-250. 


British Dental Assen. Jnl., VI, 1885. 
Teeth Swallowing. 57-58. ected. 
A Small Plate Swallowed. 121-122. Ed. 
Two Cases of Teeth Swallowing. Thompson, Joseph. 


150-151. Selected. 
Swallowing Artificial Teeth. Bilroth. 251. Selected. 
Cosqepagereny. Lawson, George. 368-369. Disc. 


Gastrotomy for the Removal of an Artificial Denture. 
Jenkins. 617-618. Selected. 


British Jnl. Dental Science, XX, 
Swallowing A Small Gold Plate. Weiss Tpelix. 21-22. 
Discussion on A Summary of Cases Where Artificial 
Teeth Have Been Swaillowed, or Have Become Im- 
pacted in the Pharynx. 159-163. 


- British Jnl. Dental Science, XXI, 1878. 
Fatal Case of Teeth Swallowing. Weiss. 26. 


British Jnl. Dental Science, XXII, 

Impaction of a Gold Plate and Palse “Teeth in the 
Oesophagus for Upwards of Two Years. Evans, 
Nicholi. 653-657. Selected. 


The Effects of a Fined les” Ge ae 
ects of a Fixe le ° 
ficial Teeth.) Bao a. (re Baalipetes Arti 
Adventures of Three False Teeth. 108. Selected. 
Case Where A Set of Teeth, With Plate, Remained in 
the Pharynx for Ten Hours Without Producing 
weet Symptoms. Carlyle, David. 685-686. Se- 


False Teeth Swallowed “136 XXIV 
ee wallow ons, Inide 
579-581. Selected. Disc. O32, ‘380. <ipteas 


c ry “Arti fal te swal 
‘ases 0 rtificial Teeth i-*= ae 4 er ° 
F. 411, 598-599, 861, 1049-1050. es 


British Jnl. Dental Sci XXXVI, 1883. 
On oe sna" of Artificial I Teeth. Power, D'Arcy. 





Reports of Cases and Treatment. 


Dental pao, XXVIII, 1884. 
mm qPhurtelal Teeth Ed. 
The Opening of the Oesophagus, for the Dislodge- 


ment of a Plate of ‘Artificial Teeth. La Garde, 
Louis A. 518. Selected. 

Suaioaes Dentures. Maclean, Leroy. 1092. Se- 
ect 


British Jnl. Dental Science, XXVIII, 1885. 


Deng of Sleeping With Artificial Dentures. 131. 

lected 

Dangers of Wearing Small Dentures. Fripp, John 
Trude. 153-154 


Strangled to Death by False Teeth. 650. Ed. 

A Case of Pyaemia, Consequent on an Abscess Formed 
After the Impaction of a Set of Artificial Teeth 
in the Pharynx, With Remarks on the Impaction 
of Foreign Bodies in the Pharynx and Oesopha- 
gus, and on Their Passage Through the Stomach 
and Intestines. 740-741. 

Treatment of Cases oi Swallowed Dentures. 799- 


Successful Extraction of a Dental Plate ae me the 
Oesophagus. Sympson, T. 1042-1043. Selected. 


Cosmos (Dental), XVIII, 1876. 
Swallowing Artificial Teeth. 331. 
Swallowing Artificial Teeth. 385-386. 
Swallowing of False Teeth. 
Artificial Teeth Removed From the Trachea. 


osmos (Dental), XXVI, 
Plate Retained in RE sk, _—— Days. 
F. M. 620. Dise. 620-622. 


443- 
Dixon, 


Headlight (Dental), III, 1882. 
Swallowing False Teeth ‘and Plate—Death From 
Haematemesis. Gardiner, J. H. 20-21. Selected. 
False Teeth Swallowed. 28. Selected. 


Headlight (Dental), VI 

Swallowed His False treet. 17. Selected. 
Herald of Dentistry, I, 1881-82. 

A Fatal Operation to Remove False Teeth. 


Independent Practitioner (Dental), III, 1882. 
Swallowing Artificial Teeth. 645. Selected. 


ndependent Practitioner (Dental), IV, 1883. 
swellvale ng False Teeth. 322-323. Selected. 


Independent Practitioner (Dental), VI, 1885. 

A Denture in the Stomach. 451-452. 

Gastrotomy for Removal of an Artificial Denture. 
Miller, W. D. 520-522. 


Items of Interest (Dental), IV, 1882. 
False Teeth Swallowed. 8. 

Swallowing False Teeth and Plate—Death From 
Haematemesis. Gardiner, J. . Selected. 
Artificial Teeth Swallowed.' Cornelius, J. W. 132. 

Selected. 


Jairus (Dental), Il, 1881. 
Swallowing of False Teeth and Plate—Death From 
Haematemesis. Gardiner, J. H. 272. Selected. 


Jan. 11. 


= 


dairus (Dental) 
Case of Artificial Teeth ‘Swallowed. Curryer, W. F. 
17-18. Selected. 


Johnstons’ Dental prtocetinny .. IX Iv, wert. 
eis 


Swallowing Artificial Teeth 68-71. 
Johnstons’ Dental Miscellany, VI, 187 
Impaction of a Gold Plate an "False Teeth in the 
ophagus for Upwards of Two Years. Evans, 
Nicholl. 425-428. 


Tah ‘Tw 


l Miscellany, VIII, 1881. 
Case of Swallowing. Artificial Teeth. Leone. Isidore. 


141. Dise 
Swatewins a Dental Plate. 222-223. Dise. 
Swallowing False Teeth ane Plate—Death From 
Haematemesis. Gardin J. H. 440. Selected. 
Death From Swallowing ‘Artificial Teeth. 479-480. 


Selected. 
She Did Not Swallow Her Teeth. 480. Selected. 





Rymer. 


For index and key to classification numbers, see pink sheets. 

















D32b ARTIFICIAL TEETH SWALLOWED 


uminary (Dental), mm ry 
New Way to cat Teeth. 
t, and They Crop 
Later.) 64. 


ay Swallows a False 
a of Her Body Years 


Luminary (Dental), IV, 
Swallowing ng Artificial treeth. oO “Selected. 


Lumi (Dental), VII, 1885. 
Swallowed His’ Teeth. "7. Selected. 


ssouri Dental Jnl. 
Five Yon Teeth and Cellaloid P Piate Impacted in the 
Oesophagus for Four Month ne Gueceastuny Re- 


moved. Cook, A. B. 277-279. Selecte 


Missouri Dental Jnl., XI, 18 
Foreign Body in the Larynx. 
8S. 526-527. Selected. 


79. 
Oppenheimer, Henry 


Missouri Dental Jnl., XIII, 1881. 
Swallowing of False Teeth and Plate—Death From 
Haematemesis. Gardiner, J. H. 237. Selected. 
A Plate of Artificial Teeth Fixed in the fe a 
os a by Forceps; Recovery. 
ecte 


Missouri Dental Jnl., XIV, 1 
Swallowing a Set of Teeth. 6 “Selected. 
A Bad Case of Globus. 184-185. 


Monthly Review of Den. Surge IV, 187 
A Clinical Lecture on a Case of Foreig ign Bodies in 
the Trachea and Esophagus. Heath, Christopher. 


378-405. 2 illus. 
Monthly Review Vv, 1876-77. 


of De 
Case of Swallowed Artificial Teeth, Weiss. 337-338. 
Discussion on Artificial Dentures Impacted in the 


Pharynx. 491-495. 
Monthly Review of Den Surgery, VI, 1877. 
Fatal Case of Swallowing Teeth. . Selected. 


Monthly Review of Den. Surgery, VII, 1878. 
Case of Oesophagotomy. McKeown. 296-398. 


Monthly Review of Den. Surgery, VIII, 
Impaction of a Gold Plate and False Teeth yo the 
Oesophagus for bh ow of Two Years. Evans, 


Nicholl. 388-390. Selected 
(Dental, Knightstown, Ind), II, 1879-80. 
Swallowea His Teeth. Jay, J. W. Corres. 


News, (Dental, Knightstown, Ind.), III, 1880-81. 
The Force of “oe on. (re Swallowing of Arti- 


ficial Teeth.) 

News, (Dental, Knightstown, Ind.), V, 1882-83. 
Swallowing Artificial Teeth. Jan. 3. lected. 
Swallowing Artificial Teeth. Nov. 4. Selected. 


News, (Dental, Knightstown, Ind.), VI, 1 
Swallowed His Teeth. i —_ a 


. Trans., , 2nd Ser., 1876-77. 
cna ‘Sea ee Ketitichal’ Teeth. Weiss. 43-47. 
Remarks, 47-49, 69-70. 


A Summary of Cases Where Agtificial Tooth Have 


Been Swallowed. or Have Become Impac 
} gl ny Weiss, Felix. 133- 175. 8 illus. 
Dise. 176-180. 

d Ser., 7-78. 


Fatal TCave a F eSficial T Teste + KB "Weiss. 28. 


Odontolog. Trans., XIII, 2nd Ser., 1880-81. 
Case of i ao Artificial Teeth. Lyons, Isidore. 
i 


79. Dise. 79-30. 
= Swallowed. Rymer. 112-113. Disc. 


XV, 2nd Ser 


Odon -, 1882-83. 
Artificial Teeth a Dewes. 190-191. Disc. 


Odontological Soc. Penn. Trans. 
Cases of Swallowing Artificial ns 
M. 48-49. Dise. 49-50 


Dixon, F. 


Ohio State Dental Soc. Trans., 187 
Death From the Lodgment of a ‘rooth ant eens in 
the Oesophagus. Taft, J. 58. Disc. 


o State Jnl. Den. Sci., I, 1881. 
awellenten Frise Teeth. 59. Ed. 
Ohio State Jnl. Den. 
A Peculiar Case. Pe: by Krtificial Teeth.) 
Cornelius, J. W. 255-256. Corres. 


Ohio State Jn 
Removing Swallowed a*Artificial 1 Teeth. 436. Selected. 


Record (Dental), I, 
Deaths From cab, ‘Artificial Teeth. 31-32. Se- 
lected. 
Record (Dental), II, 1882. 
ate aad Artificial Teeth. Palmer, Frederick 8. 
Artificial Dentures Swallowed. 334, 335, 512. 


Dental), III, 


Record ( 1883 
Artificial Teeth Swallowed. Dewes. 269-270. 


Church, 
442-451, 505-511, 533-540. 1 table. 


Register (Dental), XXXII, 1879. 
Plate Swallowed. 441-444. 2 illus. Ed. 


outhern Dental Jnl., I, 1 
owellebien Artificial Teeth. So. Selected. 


Southern Dental Jnl., III, 1884-85. 
Artificial Teeth. Curryer, W. F. 43-44. 


Oesophagotomy. 396. 


Record (Dental), 
as of Sreiticial. ‘teeth in Pharynx. 


ted. 
Swallowing Artificial Teeth: 
Selected. 


For index and key to classification numbers, see pink sheets. 
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D321 


See also D32. 


Advertiser (Dental), VII, 1876. 
Safety Attachment for Vuleanizers. 3-4. 


Advertiser (Dental), XI, 1880. 
Heating Apparatus. -63. 4 
Vulecanizer Explosions. 156-158. 1 table. 


Advertiser (Dental), XII 
Mechanical Dentistry. Veattulolde ae Rubber Plates.) 
Flagg, E. M. 9-13. Selected. 


Advertiser (Dental), XIII, 1882. 
Concerning Repairs on Vulcanizers. 163. 


Advertiser (Dental), XIV, 1883. 
A Plea for Rubber. Essig, J. W. 53-57. Selected. 


Advertiser oe. = 
Hardening Dental Ru tig in P*Steatite Without the 
Aid of Flasks. Brunton, G. 21-22. Selected. 
The Jumping of od Plates Patented. 52-53. 2 


illus. 53-54. 
Repairing Vulcanite Plates. Snow, Geo. B. 67-72. 93, 


Hardening. 1 Rubber in French Chalk. White, Chas. 
Flet- 


Rapid Method of Repairing a. Plates. 
cher, Thos. 128. orres. Selected 


Advertiser (Dental), ave, 
Vulcanizing. Harper, John G os 122. Selected. 
American Dental Assn. Trans., 1885. 
Prosthetic Dentistry, Chemistry, and Metallurgy. 
(Vulcanite Dentures.) Trueman, William H. 161- 
163. Dise. 164-170. 


rican Dentist, (Elgin, Il.), I, 1883. 
Gilding” Vulcanite Sets of Teeth. April. 4. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Vuleanite. 424-426. Ed. Selected. 

American Jnl. Den. Sel., XI, 3rd Ser., 1877-78. 
Practical Hints in Dental Mechanism. (Vulcanite 


Flasks.) 332. 

A New Cause for Alarm. 
427. 527. Selected. 
Mastic for Fastening India Rubber on Metals. 429. 

Selected. 


(In Vulcanized Plates.) 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 


Strengthening Rubber Dentures ast Repairin 
Broken Plates. Howard, F. E. 7-160. Selected. 
New Elastic Gum. 422. Selected. 
Ame n Jnl. Den. XIII, 3rd Ser., 1879-80. 
Duplicating "Vulcanite Plates Holmes, W R. 174- 
177. Selected. 


Apparatus. 
and Vulcanite.) 280. 
Dupienting Vuleanite Plates. 
lected. 


(To Paciiiete the Packing of Celluloid 
Holmes, W.R. 524. 


American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 
Vuleanizer Explosions. 320-325. 1 table. Selected. 
The Goodyear Patent (Vulcanite.) 384, 427-428. Se- 


ected. 
Seogins Dubber Plates Clean. 432. Se- 


ected. 
India Rubber Deterioration. Bolas. 480. Selected. 
Heveenoid—The Rubber of the Future. Mott, Henry 
A. 514-517. Selected. 


nm Jnl. Den. XV, 3rd Ser., 1881-82. 
To pony ‘India Rubber" ‘Goods. Pol. 95. 


American Jnl. Den. » XVI, 3rd Ser., 1882-83. 

Improvements in Vuleanite: Hodgkin, J B. 235. 

Cement for Rubber. 287. 

New Vulcanizer and Heater for Rubber and Celluloid 
Work. Evans, W. W. 523. Clinic. 


merican Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
— for Inflamed and Sore’ Mouths Caused by 
Wearing Artificial Teeth on Rubber Plates. Har- 
kins. D. G. 180-182. 
Hardening Dental Rubbers in Steatite Without the 
Aid of Flasks. Brunton, G. 469-471. Selected. 


Guttman. 





Vulcanized Dentures. 


can Jnl. Den. Sci., XVIII, 3rd Ser. 1884-85. 
Mr. Ws ate ~ t's Claim on a Patent for Relining Rubber 
Plates. Genese, D. 38-39, 180-182. Corres. 
Repairing Vulcanite Plates. Snow, George B. 173- 
180. Selected. 


meri Jnl. Den. , XIX, 3rd Ser. 
oun ona its” Etrects Rubber and *Celiulola 
When Properly Applied. Seabury, F 25-29. 


Selected. 
Sore Mouth Under Plates. Black, G. V. 384 Se- 
lected. 


rchives of Dentistry, I 
Give ACredit to Whom Credit S i. Due! (re Lining of 
Rubber Dental Plates.) Brewer, Frank A. 438- 


439. 
Rubber. Seabury, F. W. 439-441. 


Archives of Dentistry, II, 1885. 
Vuleqasmng. Harper, John G. 396-397 
Repairing Rubber Work. ——- ‘ i. b 
Repairi Rubber Work. or Workin . C. 484-485. 
Pumice ‘Cones and Wheels fo ocsees Down a Rub- 

ber Plate. Harper, John Comment, 576. 
A New Method of ue AS Valcanite Rubber Work. 

Trueman, Wm. 


British Dental Assen. Jnl., 
Practical Demonstrations in thee Workin 
and Vulcanite. Campbell, J. 8. 


British Dental Assn. Jnl., III, 1882. 
Vulcanite Dentures. Biggs, 3. Austin. 38-40. Disc. 


Combination Flask and Clamp. Howarth. 140. 

On the Manipulation of ee on the Plate and 
Tinfoil System. ~~. hy . Lindley. 218-220. 

Method of Vulcanizing Rubber. Brunton. 632-633. 


British Dental Assn. Jnl., I 

a tion of a New Dry Heat yt Self-Regu- 

ung Vulcanizer 4, Press for Celluloid and 
ber. Gartrell, J. 146-149. 1 illus. 

a on Hardening ‘Dental, Reueer in Steatite 
Without the Aid of Flasks. 481. 

Dr. Campbell's New Pattern Flaske. 560. 

 — PRubber Directly on the Model. 
lix Corres. Reply, 615-616. 


British Dental Assn. Jnl., 


of Celluloid 
-511. 


Weiss, Fe- 


Hardening Dental Rubbers ay Ssteatite Without the 
Aid of Flasks. Brunton, 
Continuous Gum Facings for Vulcanite Plates. Mel- 
ville, John. 205-207. 
British Jnl. Dental Science, XIX, 
Walker's Self-Regulating Vulcanizer. 0 S51. Corres. 


Reply, 133. 
The Colouring Matter in Vulcanite. Keighley, J. 73- 


Lemale’s New Vulcanite Teeth. 562. 
Injurious Effects of Red Vulcanite. 


British Jnl. Dental Science, XX, 1877. 
Partial Vulcanite Uppers. Balkwill, F. H. 205-210, 
; ne: 273-277, 1 illus; 477-480, 2 illus; 663-668, 
us. 


British Jnl. Dental Science, XXI, 1878. 
An Improved Vulcanite Flask. Tomes, Charles. 26- 


De Stains Safety Flask. 478. (Cont. in Vol. XXII, 
1 illus.) 


British Jnl. Dental Science, XXII, 1879. 
New Vulcanising Apparatus and Pressure Gauge. 


Gas Regulating Pressure Gauge. 284-285. 
Celluloid and Vulcanite Injector. 363. 


British Jnl. Dental Science, XXIII, 1880. 
Jamieson’s Self-Locking Flask. 318. 4 illus. 
Cutting of Vulcanite. 
Vuleanizer Explosions. 1107-1110. 1 table. 


ritish Jnl. Dental Science, XXIV, 
Repairing Rubber Plates; Metallic, Tactend of Wax 


633 - 634. 


ase Plate. Garber, Arthur. 42-43. Selected. 
The Best Way of Putting New Lead Into the Lid of 
a Vuleanizer. Rayner, A. 259. 
aos ~~ ieee Rubber of the Future. 333-335. Se- 
ecte: 


For index and key to classification numbers, see pink sheets. 
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British Jnl. Dental Science, XXV, 1882. 
On Yapeaaiee Dentures. Biggs, J. Austin. 1-6. Disc. 


oy Rubbers. 27-28, 73-75, 123-126, 177-178, 235-237. 
table. 
The. New Yageoate Metal Strengtheners. Ward, 


George. 11 

Vuleanite ‘and Celluloid Combined. 142. Selected. 

W. & J. Jamieson’s New Pink Dental Rubber. 334. 

New American Pink Rubber. Ritchie, J. 446. 

Wee Wee Wonder Vulcanizer. 

On the Manipulation of Vulcanite on the Plate and 
a 7. Littleboy, A. Lindley. 529-531, 
569-5 ise. 570-573. 

Com ~ Regulate the Time for Vulcanizing. 1100- 

1101. us. 
Steet and Iron as a Strengthener for Vulcanite Work. 
1114. 


British Jnl. Dental Science, XXVI, 1883. 

Ferdinand Beuleke’s Dental Rubbers. 135. 

A Simple Dial to Register Time. Beuleke. 135-136. 

Method to Restore the Fit of Gun-Metal Flasks 
Which have Become Stretched by Pressure in the 
Vise or Vulcaniser. Hibbert, J. E. 144. 

Automatic Gas Extinguisher. Walker, Gilbert. 328. 

Method of Dupltesting Seanite Plates. Holmes, W. 
R. 444-445. Selected 

One-Flask Vulcanizer. 468. 

Method of Duplicating Vulcanite Plates. 539. Corres. 

Can Rubber in Partial Solution Be Used for Packing. 
629-630, 682. Corres. 

Antenne. Steam Gauge Gas Regulator. Walker. 

Vuleanizing. Dickin, J. S. 871, 947-948. Corres. 

On a Process of Hardening India Rubber. Brunton, 

926. Abstract. Disc. 926- 

Campbell's New Pattern New Mode Flasks. 979-980. 

Hardening Dental Rubbers in Steatite Without the 
Aid of Flasks. Brunton, G. 1011-1013. 

New Tne of Working Vuleanite. Braun, H. C. 


1069 
Fresh Source of Caoutchouc. 1131-1132. Selected. 


British Jnl. Dental Science, X XVII, 1884. 

Benge Method of Working Vulcanite. Braun, H. 

47. Corres. 

Experiments With Caoutchouc Sets of Teeth. Herbst. 
221-222. Selected. 

New Form of Vulcanite Teeth. 321. 

Hardening Rubber in French Chalk. White, Chas. 
EB. 398-400. 


Automatic Vulcanizer Gas Regulator. 414. 

The Rubber Question. 468-469. Selected. 

Vuleanite: Its Uses and Abuses. 468. Selected. 

An Easy Method of Re-Fitting Rubber Plates. 841- 
2. Selected. 

Rubber Work. Bright. 1060-1061. Selected. 

A New Vulcanizing Hour Glass. 1157. Selected. 


British Jnl. Dental Science, XXVIII, 1885. 

To Use Plates ror Teeth Setting of Pink and Black 
Caoutchouec Combined. Idzikowski. 36-37. Se- 
lected. 

Broken Gum Teeth. 79. Selected 

Mending Rubber Plates. 274-275. Ed. 

The Cause of Scarring on the Palatal Surface of Vul- 
canite Plates. 561. EB 

A sf tear in Polishing Rubber Plates. Bunker, 


A Simple Arrangement for Aogtzing Pink and Black 
Rubber. Burrows, M. S. 643. 

Some Practical Hints on the Preparation of Caoutch- 
ouc Sets of Teeth. Fischer, Hermann. 660-661. 
Selected. 

Black Joints. Brownlie. 1001. Selected. 

The Manipulation of Rubber. 1086. Ed. 

aes Rubber Work. Runyan, O. C. 1135. Se- 
ected. 

Vuleanizing. Harper, John G. 1136-1137. Selected. 


California S. Odontolog. Soc. Tra 1884-85. 
Different Methods of Preventing Dark ‘Toints. Box- 
ton, Charles. 229-231. 


Canada Jnl. Dental Science, IV, 1877-78-79. 
A Self-Regulating Vuleanizer. 23. Ed. 


Cosmos (Dental), XVIII, 1876. 
To Prevent Joints Discoloring. Scott, J. Clark. 669. 


141 


Cosmos (Dental), XIX, 187 

Cause and Treatment of the temmation in Connec- 
tion with Wearing Rubber Plates. 110, 222. 

To Prevent Rubber From Shrinking Away From 

Teeth When Vulcanizing. 111. 
To Pan Rubber From Shrinkin Away From 
eeth When Vulcanizing. J. H arner. 111. 

mae. of Thermometers in Vulcanizing. Dixon, 

Vv. 


Effect of Vulcanite on Soft Tissues. Taylor, C. R. 
448, 614-615. 


Effect of Vulcanite on Soft Tissues. Bons. Cc. J. 500. 


Rubber vs. Celluloid. Steere, W. B. 
Hints About Finishing Rubber Plates. Jewett, A. 


H. C 
Alleged Poisonous Properties of Dental Vulcanite. 


Flasking Vulcanite. Williams, Gocegn, ¥, 557. 
For Sore Gums Under Plate. Drew. F. 612. 
To Prevent ——— Joints. 613, 670- eri. 
Vuleanizing. Higgins, W. J. 613. 

Vuleanizing. 613-614, 671. 

Rubber Plates. 671-672. 


Cosmos (Denta)), XX, 
Sore Mouth From a Rubber | Plate. Conley, H. W. 128. 
How to Prevent the Dark Lines Showing at the 
Junction of Gum —) Teeth. 
Arsenic in Vulcanized Rubber. 402- ios 
peogeing Old Rubber Sets With Celluloid. 407. 
To Bes. Dark Joints Between Sectional Teeth. 


688. 
To Prevent pont, selnte Between Sectional Teeth. 


Drew, F. 
To Prevent Dark — Between Sectional Teeth. 


Wood, George. 
To Prevent Dark Jone Between Sectional Teeth. 


Cressinger, J. R. 


e 


Cosmos (Dental), XXI, 1879. 
Dark Joints in Rubber Plates. Waid, J. 
Dark Joints in Rubber Plates. Tuller, 4. B. te. 
Dark Joints in Rubber Plates. Street, A. B. 175. 


smos (Dental), XXII, 1880. 
For or Fitting Rubber Plates. 167, 222-223. 
Re Dark Joints in Rubber Plates. 222, 279-280, 333, 


455. 
Re i Joints in Rubber Plates. Danforth, C. W. 
Re Dark Joints in Rubber Plates. Drew, F. F. 
Why Does Rubber Turn Dark on Being Vulcanized? 


Re Vulcanizing Rubber. Comer, Frank. 280. 

Injurious Effects of Dental Rubber. Northrop, A. 
L. 304. ise. 304-308. 

Re Dark Joints in Rubber Plates. Hardcastle, G. 


Re Dark Joints in Rubber Plates. Waid, A.J. 334. 
Gates Vulcanizing. Its Danger. 334-335. 

ubber Poisoning. 36.. 
To —— Tin Foil From Inside Rubber Plates. 390, 


To Remove Tin Foil From Inside Rubber Plates. 
Cadwallader, C. L. 390. 

Re Poisoning From Rubber Plates. 391. 

Re cose Mouths From Rubber Plates. Guttman, J. 


° 


To Remove Tin Foil From Inside Rubber Plates. 
Lawrence, A. 454. 

To Remove Tine Foil From Inside Rubber Plates. 
Muller, Wm. 45 

Re part Joints in Rubber Plates. Mills, William A. 


a Gum on Rubber Plates. Campbell, J. 8. 
525-527. 1 colored plate with 4 illus. 
Dark Joints. 566. 


Cosmos (Dental), XXIII, 1881. 

To Remove Porcelain Teeth From Vulcanite Plates. 
Drew, F. F. 55-56. 

Radical Prevention of Dark Joints in Vuleanite Work. 
Garber, S. Arthur. 56. 

To Remove Teeth From Vulcanite Base. Rosa, Hy- 
man. 

Burning Sensation From a Rubber Plate. 279. 

Durgng, Deauaties From a Rubber Plate. Rhoads, A. 


. 


Dursing Seosation From a Rubber Plate. Snider, M. 


The Compatability of Rubber and frBelets With the 
Tissues of the Mouth. Niles, E. S. 458-461. 


ificati bers, see pink sheets. 
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osmos (Dental), 
How To a, Dark "Soints. aE pertecn, 8. G. 336. 


Re New Mode Vulcanizer. 


cosmos (Dental), XXV, 1883. 
yrontere « Seetio — a J. H. BW. 
ona ocks 
enue Growth of the Gums Under a Rubber Plate. 
6. 


tion Under a Rubber Plate. 277, 391. 
ayy tional Blocks. Pelton, k. M. 278. 
reagee SS Growth of Ane Under a Rubber Plate. 


Ww. E. 
A New Wee. Yor the Campbell New-Mode Heater. (For 
Vulcanizing.) Vanderpant, Lawrence 
Absorption Under a Rubber Plate. Davenport, A. F. 


Rubber vs. Celluloid. Parsons, E. 609-610. 
Flask Bolts. Robinson, Horace. 614. 


Cosmos (Dental), XXVI, 1884. 
Fracture of Blocks in Vuleanizing. 62-63, 44 
Fracture of Blocks in Vulcanizing. Weston. ‘Henry. 
126-127. 
Porosity of Vulcanite. Spence, Stewart J. 256. 
Rubber Sore Mouth. Kirk, E. C. 617- 
Method of Making Vulcanite Plates. Trueman, W. 
4 74. 
Cosmes (Dental), XXVII, 
Steam, and Its Effect on Rutiver -~™ omane ee 


Properly Applied. Seabu Fr. W 
Scars on the Palatal Surface of ¥ ulcanite Plates. Ma- 
ll, 


oaltank” “eoth- Crowns. 
ork.) 7 


(For Rubber Plate 


Eclectic, I, 
Harper, John G. Nov. 4-5. Selected. 


Dental Office & Lab., I, 2nd Ser., 1877-78. 
Rubber-Celluloid. July. 4. Selected. 
The Rn Mercurial Poisoning by Colored Vul- 
nit Oct. 3. Selected. 


Dental Office & Lab., II, 2nd Ser., 1878-79. 
Strengthening Rubber Dentures and Repairing 

Broken Plates. Howard, F. E. July. 3. 
Cocapmiens Making on the Amazon. July. 4 Se- 


elected. 
A Method of Strengthening Rubber Plates. Moyer, 
H. A. Oct. 4 


Dental Ec 
Vulcanizing. 


Vv. tnd Ser 


Dental Office & Lab... 1881-82. 
The Rubber Question. “Hunt, R. Finley. July. 2-3. 
Selected. 
Dental Office & Lab., VI, 2nd Ser., 1882-83. 
Preservation of Indian Rubber. orn "5. Selected. 


Dental Office & Lab., VIII, 2nd Ser., 1884-85. 

Idzikowski's Method. (Plates for Teeth Setting, of 
Pink and Black Rubber Combined.) Idzikowski. 
Jan. 5. lected. 


Dental Office & Lab., IX, 2 
Polishing Rubber Pilates. tt w. <— Oct. 2. 
Selected 


Facts (Dental), 
Goodyear Rubber, 


Headlight (Dental), 11, 1881. 
Heveencid--The Rubber of the Future. Mott, Henry 
A April. 3. Abstract. 


Headlight (Dental), V, 1884. 

Which is the Best for Permanent Base, 
Rubber or Gold? Clement. G. B. 
Dental Hygiene. (re Red Rubber Plates.) 

S. M. 125-135. 


I, 1885. 
" Ete. April. 4-5. Ed. 


Celluloid, 
Prothro, 


Meadlight (Dental), Vi, 1885. 
Dental Hygiene. (re Rubber Question.) 90-92. 


Merald of Dentistry, 1882-83. 
One of the Greatest faventions of the Age. (re Rub- 


ber Plates.) 


aly. L 
Cage Calves and Kien e ost. ( ere - 
ects Following t se te Ete 
With Mercs: Pigment.) Oct. 2- ae 


4 New J Ae * ae 
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Deatistry, 


Gold ined Rubber Plates. “paly. John A. 21. Cor- 


II, 1881. 


dent Practiti Dental), 
Carr, 


Indepen oner 
Gold versus Rubber for Artificial Dentures. 
{. N. 233-237. 


RnGepentens t Practitio: 
Vulcanizing India Rubber. 


t 
Dental Mechanism. (Rubber Dentures.) 
233-237. Dise. 261-262. 


mer (penta. Ny 1884. 
Retter, A. 


t Practitioner (Dental), VI, 1885. 

Repal iring semervalcanite Work. almer, S. B. 18-19. 
ew Vulcanizer. Seabury, F. W. 45. 

Vulcanite Plates. 103. Ed. 


nterest (Dental), Il, 1 
Rubber" will Not Work Between the -» of Ar- 
tificial Teeth. 
Substitutes for Rubber. 13. 


Items of Interest (Dental Ill, 1881. 
The Poisoning ee ee of t Red "Rubber. 2. 
Mercury in Rubber. 6. 
Rubber From the Milk- Weed. s-* tt, W. C. 11, 20. 
Varnish for Moulds in Vulcanite. Oliver, w. G. 20. 


jected. 

Gutta Percha for Plates. Doggett, John L. 29. 

Alkalized India-Rubber. Gerard. 

A Solution of Gun Cotton to Varnish the Moulds for 
Vulecanite Work. Oliver, W. G. 35. 

Vulcanizers. 40. 

The Fifteen Minutes Rubber. Specks in Whalebone 
Rubber. Hazeltine, A. A. 51. Remarks, 51. 

Benes Rubber Plates. Rathbun, C. J. 60. Cor- 


Welch’ s Automatic Flask-Press. 60. 


Items of Interest (Dental), IV, 
One of the Greatest Inventions of the A Age. (re Mer- 
cury in Rubber.) Robinson, W. 1. 
Felt Foil as a Lining for Vulcanite a 179. 
Elastic Rubber Plates. See, Cyrus. 180-181. 


Items of Interest (Dental), V, 1883. 
Vuleanizing Rubber. 35-36. 
Shall We Abandon Rubber? 105-107. Ed. Reply, 


208 -209. 
Sore » ee vie Rubber and Celluloid. Johnstone, 
2 Plates and Metal Linings. Wilson, E. F. 


A Spistiiate for Red Rubber. Kennan, H. B. 264. 
lect 
Mouths Where the Alveolar yveesee is Much Shrunk- 


en (Rubber-Plate.) Hunt, W 
To Make Rubber-Packing Air and Strand Tight. 483. 


Items Interest (Dental), VI, 1884. 
Velies Rubber in Soap- Stone. Brunton. 195. 
Selected. 
Pressure at Given Temperature in Vulcanizing. 302. 
Bryant, J. 463. 


men ~~ 45 Working Rubber. 
Why Does A Rubber Plate C J 

eed CP cote ‘ause Undue Absorption? 
Avelies Porousness in Vulcanizing Thick Rubber. 

Pye r, gesree 519. 

Gutta. ercha 78. Selected. 

Items of interest (Den ’ ’ ' 
Mending Rubber Plates a a 
a ™ % of a Dental Plate. Miller, J. B. 165. 
A a * Wrinkle in Polishing Rubber Plates. Bunker, 


orres. 
in a Hot Chamber. 


Rubber, Ex Seabury, F. W. 

Black Joints. Brownlee, W. A. 355. 

woeepete Dentistry, and sm ale 
ork.) Trueman, William bstract. 

Rubber Disks. Harper, John a 

Sore Mouth Under Plates. Black, G. V. 492. 


Vulcanizing. Harper, Jo 
Aso ubstitute ee ter Rubber and Gutta Percha. 


For poe, Mouths and Where the Ru i 
rominent. Spyer, Joseph. am nee ene 


Vor index and koy to classification numbers, sce pink sheets. 
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Jairus (Den =o 
Gutta-Percha vs. aa “Robinson . H. 9. 
Mechanical Dentistry. (Crown and Rubber Work.) 
Swain, Edgar D. 184-187. Dise -189. 
Mechanical ogg ~ (re Rubber Work.) Ford, W. 
W. 460-471. Selected 
The Supposed Mercurial Poisoning by Colored Vul- 
ecanite. 513. Selected. 


Jairus (Dental), I, 

The Supposed oy, "Webssatas by Colored Vul- 
canite. 83-84. lected. 

Ate-aemeere and Rubber Piates. Hodgen, I. N. 


Cement for Rubber. 468. 


Jairus (Desa), Ill 
Yuleqaseee, Beuleke, vera 226-229. Trans. 
Repairing Broken Rubber Plates. 230. Trans. 
The a ne of Cadoutchouc. Pawelz, Gustav H. 274- 
rans. 


Johnstons’ Dental Miscellany a 187 
Report of the Committee on the AE. y Mercurial 
Poisoning by Colored Vuleanite. 210-219. 


Johnstons’ Dental mg | VII, 1880. 
Dark Joints in Gum Section. Hill, D.'T. 492. 


Johnstons’ Dental Miscellany, VIII, 1881. 
Bageeee Influences. (Rubber Plates.) 393-304. 
a. 


Luminary (Dental), I, 1879-80. 
Duplicating Vulcanite Plates. Holmes, W. R. 6. 


Luminary (Dental), Il, 1880-81. 

Cause and Treatment of the Inflammation in Con- 
eae With Wearing Rubber Plates. 40. Se- 
ected. 


Luminary (Dental), III, 1881-82. 
Radical Prevention ef Dark Joints in Vulcanite 
Work. Garber, 8S. Arthur. 7. Selected. 


Luminary (Dental), IV, 1882-83 
To Prevent Plaster From Adhering ‘to Rubber Plates 
in Vuleanizing. 12. Selected. 
Duplicating Vulcanite Plates. 60-61. 
Fracture of Sectional Blocks. 90. Selected. 
Fracture of Sectional Blocks. Beebee, J. H. 91. Se- 


lected. 


Luminary (Dental), V, 1883-84 
Hardening Dental Rubbers in Steatite Without the 
Aid of Flasks. Brunton, G. 86. Selected. 


Luminary (Dental), 
An my Method of Nerittine Rubber Plates. 32. 


Does Rubber Plates Induce Unusual Absorption of 
Se Alveolar Process? Paterson, George. 85- 


— an State Den. Assn. Trans., 1881. 
Rubber Mechanical Dentistry. Moore, BE. C. 22-26. 


Missouri Dental Jnl., VIII, 
Letters to a Young Dentist. (Rubber Plates.) 134- 
137. Corres. 


Missouri Dental Jnl., IX, 1877. 
Rubber-Celluloid. . 5-6." Ed. 
Collodion. (Plaster Casts.) 117. 


Missouri Dental Jnl., X, 1878. 
Repairing Broken Vulcanite. Howard, T. F. 587- 
Selected. 


sourl Dental Jnl., XI, 1879. 
Artinetal India-Rubber. 544. Selected. 


Missouri Dental Jnl., XII, 
Repairing Rubber tel 8 Metailie, Instead of Wax 
Base Plate. Garber, 8S. Arthur. 510. 


Missouri Dental Jni., XIII, 1881, 

Practical a in the Working of Cellu- 
loid and Vulcanite. Campbell, J. 458-459. 
Clinic. Selected. 


Missouri Dental Jnl., XIV. 
Vulcanite Dentures. Biggs, J. yn 15-18. Ab- 


stra 
Vuleanising in the Light of Physical La 
Gustav. 170-176. ‘Select ted. “ poe 


Examination of the Process of Vulcanizing and the 
Bitcct of Steam Pressure Upon the Same. Boek, 
F. 225-229. 315-319. 

The Mant ulation of Vulcanite on the Plate and Tin- 
foil System. Littleboy, A Lindley. 275-277. 
Dise. 277-280. 


Missouri Dental Jnl., XV, 
Explosion of a Vulcanizer. - E. W. Jan. 38. 


Corres. 
A Plea for Rubber. Essig, J. W. April. 25-29. Se- 


lec 

How Long Will a Plate Made of English Pink Rub- 
ber Retain the Bright Color Given It by Placing 
in Alcohol and Bapesing. it to the Rays of the 
Sun? Steckman, uly. 191. Corres. 


Mon Review of Den. Surgery, VI, 1877. 
Vulcanite lask. 364. 


Monthly Review of Den. Surgery, VII, 1878. 
Gartrell's mproved ‘Celluloid a, Apaasetes and Vul- 
canizer Combined. illus. 


onthly Review of Den. Surgery, VIII, 1879. 
New" Vulcanizer and Pressure Gauge. 44. 


New En a Jni. Dentistry 
Resetting P (Rubber.) Wethoun. aj. @ 


Selected. 
Plates Lined With Platina. 125. Comment, 186. 
Injurious Effect of Vulcanized Rubber. Haskell, L. 


P. 233- 
Vuleanized Dentures. 234-235. 
Rubber Dental Plate Covered With Gold. 320. 
Gold-Plated Rubber Plate. 409. Ed. 
Hardening of Rubber in the Vulcanizer. Boeck, F. 
Alb. 412. Selected. 


New England Jnl. Dentistry, Il, 1883. 

A Reported Case of Mercurial Poisoning by Red 
Rubber. 87-88. 

New Mode Vulcanizer Improvements. 364. 


New England Jnl. Dentistry, III, 
wont: se —— and Rubber | Morgan, N. 


What ‘Vuleanized Rubber Does. Haskell, L. P. 144- 
Mercurialism and Vulcanized Plates. 189-191. Ed. 


New Jersey State Den. Trans., 1879. 
Vuleanite vs. Metal Plates. a to Edwin. 55-59. 
Dise. 59-61. 


New York Odontological Soc. Trans., V, 1879. 
Flasks. Kingsley, Norman W. 32. 


New York Odontolog. Soc. Trans. 
a on Injurious Effects of Dental” sRubber. 


w York Odontological Soc. 
oe “and Its Effect in Rubber on a Celluloid When 
Properly Applied. Seabury, F.W. 152-155. 


News (Dental, Ratyhetowe, Ind.), I, 1878-79. 
— — From Vulcanite Plates. "Rice, W. P 


u 
Broken "vader Plates. July. 1. 
es ay Broken Vulcanite. Howard, T. F. Nov. 
Abstract. 
Working Rubber. Nov. 5. 
To Avoid Cracking the Teeth and Gums in Worki 
— Dentures. North, Gustavus. Nov. 
Vulcanizing Rubber. Higgins, W. J. Dec. 3. 


News, (Dental, Knightstown, Ind.), II, 1879-80. 
ate = Vulcanite Plates. Holmes, W. R. 13. 


Se 
To oe | Rubber Plates With Celluloid. Drew, F. 
lec 
Hard | Rubber Patent, as It Relates to Celluloid. 16. 


Unitiny > ™ in Thermometers. List. 39. 
Romer nb —— } Peers Rubber Plates. Caulk, L. D. 


News, (Den Knightstown, Ind.), 1880-81. 
Repairing Ruvber Plates. Ford, W. Ww tebe Se- 


Removing Tin Foil From ws Plates After Vul- 
canizing. Lawrence, A 
Sore Mouths From Rubbes’ masiueee. 9. Corres. 


For index and key to classification numbers, see pink sheets. 
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News, (Dental, Knightstown, Ind.), III, 1880-81— 
Continued 
Best Way to “Prevent Dark Joints in Gum Sections 
of Rubber Teeth. Hill, D. H. 100. Selected. 
What Is the Cause and Treatment of the Inflamma- 
tion in Connection With Wearing Rubber 
Plates? 101. Selected. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
4 A New Valcanier._ te Selected. 
ment for Ru 
To Prevent Plaster From Adhering to Rubber Plates 
in Vulcanizing. 135. 


News (Dental, Knightstown, Ind.), V, 1882-83. 
Dr. R. Holmes’ Method of buplicatiog Vulcanite 
Plates. Holmes, W. R. Jan. 3. ected. 
Vuleanizers and Vulcanizing. Berry, A. July. 28- 


29. Selected. 

Injurious Eittecis of ) A Rubber. Haskell, 
L. P. Sept. 5. Selec 

Vulcanizing. , = S, Pred. Oct. 5. Selected. 


News, (Dental, Knightstown, Ind.), VI, 1883-84. 
Cosmas Vulcanite Plates With Gold. Burritt, Elihu. 
0. Selected. 
a. Lower Plates. Stevens. 15. Selected. 
Vulcanite. (Its Uses and Abuses, Past, Present and 
Future.) 25-27. 
Discovery - Working "Rubber. Bryant, J. 8. 36. 


Lining “Rubber Plates With Metal. 38-39. Selected. 
New method of Working Vulcanite. Braun, Cc. 


Practical Hints for Dentists. (Artificial Dentures on 
Rubber.) Robinson, J. A. May. 2-3. Selected. 

A Reported Case of Mercurial Poisoning by Red 
Rubber. May. 4. Selected. 

A Substitute for Red Rubber. Kennan, H. B. June. 
1. Selected. 

Rubber Pilates. Hall, W. R. June. 5. Selected. 


News (Dental, Knightstown, Ind.), VII, 1884-85. 
Mending Broken Blocks. Blount, A. A. 18-19. Se- 


lected, 
Mercurial Poisoning. (Red Rubber Plate.) Shelton, 


M. EB. 53, 85. 
An | snes of Refitting Rubber Plates. 67-68. 
— .. Rubber Plates. March. 143-144. Selected. 


Odontographic Jnl., I, 1880-81. 
Kee ping Rubber Plates Clean. Guttman. 61. Se- 


ted. 
Heveenoid—The Rubber of the Future. Mott, Henry 
India Rubber. Bolas. 91. Selected. 


Odontolog. Soc. Trans., IX, 2nd Ser., 1876-77. 
Report of the Committee on the ~appeses Mercurial 
Poisoning by Coloured Vulcan 203 -207. 

A Report on the Innocuous Nature of Red Dental 
Vuleanite. Attfield, John. 208-215. Corres. 


Odontolog. Soc. Trans., XI, 2nd Ser., 1878-79. 
Apparatus to Facilitate the Packing of Celluloid and 
Vulecanite. Winderling. emarks, 159-163. 


Odontolog. Soc. Trans., XV, 2nd Ser., 1882-83 
A New Process of Hardening Dental Rubbers. Brun- 
ton, George. 47-48. Disc. 48. 


Odontological Soc. Penn. Trans., 1884. 
Rubber Sore Mouth. Kirk. 46-47. Dise. 47-48. 


Ohie State Jnl. Den. Sci., Il, 1882. 
A Set of Teeth on Rubber. Grosvenor, A. J. 226- 


Discussion on Celluloid and Rubber Dentures. 392- 
95. 


Ohio State Jnl. Den. Sci., III, 1883. 
A Plea for Rubber. Essig, i. W. 69-73. 


Ohio State Jnl. Den. Sci., TV, 1884. 

Mending oan Blocks as Well as Natural Teeth. 
Blount, A. A. 232-233. Corres. 

An Old Valeanite Plate. Watt, Geo. 374-375. 


o State Jnl. Den 
New OMethod of Warking Setith Rubber. Truman. 


Gold Lined Rubber Plates. Lakin, 8S. W. 581-582. 
Corres. 


Pennsylvania Jnl. Den. Sci., III, 1876. 
Vulcanite. 382-384. Ed. 


Practical Dentist, (Elgin, Il.) 1883-84. 
Covering Vulcanite Plates With "Gold. Burritt, 
Elihu. Jan. 1. 
Hardening Dental Rubbers in Steatite Without the 
Aid of Flasks. Brunton, G. Jan. 4-5. Selected. 


Practitioner aan w. 
Rubber Plates. rk a 56-5T. Criticism, 74. 
Absorption of Mercury From Rubber Plates. Hall, 
W. R. 98-99. Criticism, 126-127. 
To Make Rubber-Packing Air and Strand Tight. 


139. 
Pas my, Pyonent and Future. (Rubber Work.) Hall, 
R. 167-168. 
Charles’ Patent Process. (For Packing Rubber.) 187. 


ractitioner (Dental), Il, 1884 
What Vulcanized Rubber Does. Haskell, L. P. 109- 
110. Selected. 


Practitioner (Dental), III, 1885. 
The jeubber Question. Dunlap, W. D. 29-31. Se- 


Record (Dental), I, 1881. 
An Injector Press. (For Rubber and Celluloid 
Work.) Duchesne, Joseph. 227-229. Selected. 


Record (Dental), II, 188 
Vulcanite Dentures. Biggs, vohn A. 38-39. Abstract. 


Dise. 83-89. 
Caoutchoue wr J Absorbent of Certain Gases. 332. 
The Hardenin Vulcanized India-Rubber. Hem- 


per, W. q 
An Automatic Gas Extinguisher. Biggs. 555-556. 


Record (Dental), III, 1883 

Method of Vulcanizing ‘Without Plaster of Paris. 
Leeds, Brunton. 38. oy, 38. 

A Plea for Rubber. Essig, J. W. 110 > 

Mercury in Dentistry. (re + eens Plates.) Glass- 
ington, Chas. W. 262-2) 


Record (Dental), IV, 

What Vulcanized Rubber — Haskell, L. P. 239. 
Abstract. 

The Rubber Question. 378. Abstract. 

A Rapid Method of me Vuleanite Plates. 
Fletcher, Thos. 526-527. Selected. 


ecord (Dental), 1885. 
Poin Vuleanite Work Palmer, 8. B. 90. Ab- 
stract. 
Steam, and Its Effect on Rubber and Celluloid When 
evopetty Applied. Seabury, F. W. 185-186. Ab- 
strac 


Register (Dental), XXXI, 1877. e 
oes ey Ye of Vulcanized Rubber. Haskell, L. 


gister (Dental), XXXVI, 
To Prevent Plaster From Kahering to Rubber 
Plates in Vulcanizing. 87. Selected. 
Vuleanizers and Vulcanizing. Berry, A. 303-305. 


Register {Dental XXXVII, 1883. 
Flasks and Flasking. Moore, E. C. 16-1 
aaa some in Block Teeth Work. Callahan, P. &. 
6-147. Corres. 


~~ ister {Deneal). XXXVIII, 1884. 

Meth of Avoid Rubber Becoming Spongy. 
Bryant, J. S. BLA Corres. 

injurious Effects of a Rubber Plate. 355-356. Cor- 


res. 
Repair Piece of Rubber Work. 413. 
An Old Vulcanite Plate. Watt, George. 433-434. 


Register (Dental), XXXIX, 1885. 

A Peculiar Case. (Inflamed Eyelids Caused by Rub- 
ber Plate.) 374-375. Ed. 

New Method of Flasking Vulcanite Rubber Work. 
True, Wm. H. 556-557. 


Review (Dental, Charlotte, Mich.), I 
Covering g "Vuleanite Plates With eoid ‘Burritt, 


Lining Rubber Plates With Metal. 20. Selected. 
St. Louis Dental Quarter I, 1877-78. 


A Report on the Innocuous ature of Red Dental 
Vuleanite. Attfield. Oct. 31-33. Selected. 


For index and key to classification numbers, see pink sheets. 















































D821 VULCANIZED DENTURES 145 


Southe Dental Jnl., 1882-83. 
A a of ‘Teeth on Rubber. ” ceavenun, A. J. 189-192. 
ec 
Dr. W. R. Holmes’ Method of Duplicating Vulcan- 
ite Plates. 478-479. Selected. 


Southern Dental Jnl., II, a 
A Pies for Rubber. Essig, J. W. 56-60. Comment, 
130-131, | 153-155. Reply, 253-255. Answer, 513- 
A Substitute for Red Rubber. (Black Rubber.) 
Kennan, H. B. 142-143. 


Southern Dental Jnl, III 
The et ee 53- 58, a aa 131-140, 177-184, 
221-227, -297. Corres. 


D322 Swaged 


brs also D32, 


vertiser (Dental), XIII, 1882. 
zine vs 9 + ceeen Metal. Haskell, L. P. 162-163. Se- 
ecte 


American Dental Assn. Trans., 1883. 
Swaged Plates. Bodecker. 74. Disc. 74. 


American Dentist, (isin, Til.), I. 1883: 
Babbitt Metal. April. Selected.» 


American Jnl. Den. Sci., 3rd Ser., 1882-83. 
Zine v vs. Babbitt Metal. Haskell 1 334-335. Se- 
te 


American Jnl. Den. Sci., XVII, 3rd Ser., poss -€6- 
mae Oe for Swaging Plates. Dorrance, " Wm. H. 


Dies, Ete. Haskell. 423-425. 


ritish Dental Assn. Jni., 
Schmidt's Press for Swaging "Seid oP iates. Elliott, 
St. George. 597 


British Jnl. Dental Science, X XI, 
Gold Work—Dies. Balkwill, F. H. a1. "ton ; 337-342, 
5 illus; 441-451, 7 illus; -540. 
Plates Warpin in Soldering. Balkwill, F. H. 343. 
bd of Gold Plates 
The Serving of Metal pistes” “Richardson, Frank. 


British Jnl. Dental Science, X XV, 1882. 
The Casting of Zinc Dies. Betts, J. ‘Howes. 115-116. 


-207, Corres. 
Babbitt Metal. Jacob, Henry Long. 412. Corres. 


British Jnl. Dental Science, XXVII, 1884. 
Composition for Pressing Gold Plates and Method 
of Using It. Dunn, W. -303. 


mos (Dental), XIX, 1877. 
ee Zine for Dies. 111. 


mos (Dental), XXIII, 1881. 
Inserting Skeleton Gold Plates by What May 
Called Water Tight Bands Attached to the Ne 
tural Teeth. Law. 133-134. 


Cosmos (Dental), XXV, 1883. 
ny@a= Press for Swaging Plates. Bogue, EB. A. 


Swaging Plates. Bodecker, C.F. W. 5382-533. 


Office & Lab., VI, 2nd Ser., 1882-83. 
Babbite Metal for Dies.” Oct. 4. Selected. 


Dental Office & Lab., VII, 2nd Se 
Swedged Aluminum Plates With Rubber y: > 
Gantz, H. H. Oct. 8-9. 


Herald of Dentistry, II, 1882-83. 
The we of Zine Models. Ward, George. July. 


aS Practitioner (Dental), IV, 1883. 
A New Method for the Manufacture of Metal Plates. 
Kahnd. 415-417. Selected. 


8 of Interest (Dental), VII, 1885. 
Plating for the Base-Plate. Tees, "Ambler. 118. 


The Rubber Question. Robinson, J. A. 356-358. 

The Rubber Question. Dunla P . D. 485-487. 

hiee ——— ow to Work. ilbert. 507-518. Se- 
ected. 


Southern Den 
Duplicating Rubber Plates. Vintage mn, B. C. 96-97. 
Discussion on Rubber in Dentistr 202-203. 
A New Method of Flasking Vulcantie- Rubber Work. 
Truman, Wm. 419-420. Abstra 


xas Dental Jnl., I, 1883. 
Duplicating Vulcanite Plates. 3. Selected. 


Dentures. Dies. 


Lumina (Dental), IV, 1 
Zine vs. Babbitt Metal. Haskell, L L. P. 90. Selected. 


ssourl Dental Jnl., > 1882. 
The “Casting of Zinc Models.” Ward, George. 21-24. 


Babbitt Metal. Jacob, Henry Long. 280-281. Se- 
lected. 


ri Dental Jni., XV, 1 
Babbitt i Metal. Jacob, Henry jo. March. 142-143. 
Corres. Selected. 


Monthly Review of Den. Surgery, VIII, 1879. 
A ad Steam Swager. Rose, Harry. 285-287. 
us. 


New England Jnl. Dentistry, I, 1882. 
Swaging Gold and Silver Plates 
Zinc vs. Babbitt Metal. Haskell, L. P. 270-271. 


w England Jnl. Dentistry, Il, 1883. 
Babbitt Metal. 26. 


w Jersey State Den. Soc. Trans. 
Mechanical on: (Swaged Pa — "hasten, 


New Jersey State Den. Soc. Trans., 

Telschow’s Hydraulic Press. (Design te to Facil- 
itate the Stam ing of Metal Plates.) Timmie, C. 
A. 233-234. nic. 


New York Odontological Soc. Trans., 1883. 
Spence’s Metal Die. Bogue. 31. 


ews, (Dental, Knightstown, Ind.), VII, 1884-85. 
Making a Plate of Watt's Metal. 133.’ Selected. 


Odontographic Jnl, I 1883-84. 
Zine versus Babbitt Metal, Haskell. 57. Selected. 


Odontolog. Soc. XVI, 2nd Ser., 1883-84. 
Schmidt’s Press for Fe Re Plates. 67-08. 


Ohio State Den. Soc. Trans., 
Swaged Metal Plates versus Plastic Work. Dor- 
rance, Wm. H. 27-31. 


Ohio State Jnl. Den. Sci., Il, 
About Impressions and Other Things * Haskell, L. P. 


122-125. 

Zine Dies for Swaging Plates. Dorrance, Wm. H. 
264-270. 

Dies, Ete. Haskell. 380-382. 


Ohio State Jn . V, 1885. 
Swaging Plates. Haskell, ‘eS P. 16-17. 


Practitioner (Dental), 1883. 
Zine bom Babbitt Metal, Haskell. 122-123. Se- 


lec 
Metal Castings for Dies. Hall, W. R. 130-131, 147. 
Record (Dental), II, 


The Casting of Zine Models” Ward, George. 5-8. 
Babbitt’s Metal. Wallis, C. J. B. 479-480. Corres. 


For index and key to classification numbers, see pink sheets. 
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ister (Dental), XXXV. 
Partial’ Cases of Swa ) Base Plates, 
Where There is Acidity in the Mouth. Voak, 0. 

S. 300. Corres. Answer, . 


Dental), XXXVI 


mec at te : Babb eRe iaskell "LP. 456-457. Se- 


lect 


D323 Fusible 


See also D32. 


Advertiser (Dental), VII, 1876. 
The Stuck Method Sim lified. (Cast Dentures.) 
Wingate, John D. 5i- 


Advertiser (Dental), XVI, 1885. 
Cheoplasty. Vanderpant, Lawrence. 5-6. 


n Jnl. Den , 3rd 1876-77. 
The Aateck "Method Simplified’ (Cast “Metal Den- 
tures.) Wingate, John D. 37-38. Selected. 


American Jnl. Den. Sci., 3rd Ser., 1880-81. 
Btaquees on Advantage of Gold Plates. 41-43. Se- 
ecte 


American Jnl. Sci., XVIII, 3rd Ser., 1884-85. 
Cast Metal Plates. PMiaskell, L. P. 188- 10. “Selected. 
Canoe: Vanderpant, Lawrence. 420-422. Se- 

ected. 


Archives of Dentiotey. I 
Cast Metal Plates as ell, t 2 373-374. 


Archives of Dentistry, II, 
Cheoplastic Metal. Harper, — G. 397-398. 


British Dental Assn. Jni., VI, 
On Cast Metal as a Base. pt. a Chas. M. 
642. Clinic. 652-655. 


British Jnl. Dental Science, XXIII, 1880. 
Warpage in Casting. Wilson. 1151-11 153. 


British Jnl. Dental Science, XXIV, 1881. 
The Casting of Zinc Models. Ward, George. 1130- 


Cosmos (Dental), XXVI, 
Cast Plates for Lower Jaw. _ N. W. 262- 
264. Dise. 264-265. 


Dental Eclectic, I, 1885. 
Watts’ Metal. Haskell. Nov. 19. 


Dental & Oral Science Magazine, I, 1878. 
Discussion on The Aluminium Base. -O4. 


Independent Practitioner (Dental), II, 1881. 
Geld vores Epeter for Artificial Dentures. Carr, L 


Independent Practitioner (Dental), IV, 1883. 
Cheoplasty. Sanger, R. M. 
Hydraulic Press. (Designed to Facilitate & =P 
ing of Metal Plates.) Timme, C. A. 50. nic. 


Independent Practitioner (Dental), 
Artificial Teeth Mounted on a Metallic "make . 
ey, W. 206. 


Items of Interest (Dental), II, 1880. 
Spence’s Metal. 9%. 


* of Interest (Dental), V, 1883. 
A Substitute for Celluloid. (Fusible Metal.) 477. 


Selec 
Celluloid: ‘to be Superseded. (Fusible Metal.) 525 


Southern Dental Jnl., I, 1882-83. 
Sine, = Metal. Haskell, L. P. 342-343. Se- 
ec . 


Dental Jnl., Til 
Fitting fot Metal Plates Made. Easy. Haskell. 3. 
ecte 


Metal Dentures. 


Items of Interest (Dental), VI, 1 
Cast Metal Plates. Haskell, L. P. 


ms of Interest (Dental), VII, 1 
Blind” "Tenders of the Blind. (re Metal Plates.) 
Haskell. 33-34. 
Watt's Metal Plates. ee, L. P. 540. Selected. 
Silver Plates. Haskell, 


Johnstons’ Dental Miscellany, VII, 1880. 
Gold. Alloy Cast Dental Plate. eese, G. F. 296-297. 


Missouri Dental oul. VIII, 1876. 
Gelvaniom: Produced by Metal by Lumpkin, 
J. A. 97. Corres. emarks, 97-98. Ed. 


is. Selected. 


Missouri Dental Jnl., XIV, 
Lower Dentures of Tin. Mublbausicr. 508-509. Trans. 


New England Jnl. Dentistry, I, 1882. 
Base Metals. Parker. 332-333. 


New England Jnl. Dentistry, III, 1884. 
Cast Metal Plates. Haskell, L. P. 243-244. 


New York Odontological Soc. Trans., Il, 1876. 
La LF ts ~ With Gutta-Percha. Rogers, Claude. 
se. 


News, (Dental .° -~ e Ind.), III, 1880-81. 
Spence's Metal. 76. Selected 


ews, (Dental, Knightstown, Ind. 55 os 1884-85. 
Cast’ Metal Plates. Haskell, L. P. 94-95 Selected. 


Ohio State Den. Soc. Trans., 188: 
Swaged Metal Plates versus Plastic Work. Dor- 
rance, Wm. H. 27-31. 


Ohio State Jnl. Den. Sci 1882 
The Mowe of Lower "plates (Watt’s Metal.) 
282-284. Comment, 441. 


Ohio State Jnl. Den. Sci., V, 1885. 

Watt's Metal Plates. Haskell, L. P. 276. 

To Use Watt’s Metal. 456. 

An Interesting Case in Practice. (Watt's Metal 
Plate.) askell, L. P. 586-587. (Cont. in Vol. 
VI, 108-110. Corres.) 


Record (Dental), V, 
Cast Metal as a Base. * a Cc. M. 499. Ab- 
stract. 
airtng 1 (Dental), XXXVIII, 1884. 
Be ai —». Plates of Watt’s Metal. 159-160. 
ombination. (Aluminium Base At jactoa 
With Watts’ Metal Instead of Rubber.) 160. 
it. Louis Dental Guagserty, I, 1877-78. 
Weston's Metal. July. 24. 
Southern Dental Jnl., ‘7? 1884-85. 
sien, * oem » ~~ on a Metallic Base. Kingsley. 


Cast Metal Plates. Haskell, L.P. 394-395. Selected. 


Southern Dental Jnl., IV, 1885. 
Watt's Metal Plates. Haskell, L. P. 323. Selected. 


For index and key to classification numbers, see pink sheets. 
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D324 Porcelain Dentures. 


See also D32. Porcelain ovens, D31. General Articles on Porcelain, bD23. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
a Gum Work. Verrier, A. B. 56-64. Se- 


American Jnl, Den. Sci., XVIII, 3rd_Ser., 1884-85. 
A New Invention Useful to Dentist’s Working Con- 
Gpeces Gum and Plate Work. Genese. 9-10. 1 

us. 


British Dental Assn. Jnl., Il, 188 
On a Gum Work. Cetclen. “A. B. 474-484. 
2 illus 


British Jnl. Dental Science, XIX, 1876. 
Continuous Gum Work. Roberts, W. A. 205-212. 


British Jnl. Dental Science, XX, 1877. 
Continuous Gum Work. Crapper. 728-731. 


British Jnl. Dental Science, XXII, 1879. 

Continuous Gum. Fletcher, Thomas. 

Continuous Gum. Fletcher, Thomas. 357. 

Continuous Gum Work. lkwill, F. H. 402-403. 
Comment, 445. 553-557. Reply, 605- 

Fletcher's Furnace. (For ‘ee te Gum Work.) 
Balkwill, F. H. 445-446. 504. 

The Possibility of Makin Porcelain Gum Blocks in 
the Ordinary Dental Workroom of General Prac- 
tice. Balkwill, F. H. 557-562. 

Continuous Gum Work. Vanderpant, Lawrence. 
603 - 605. 


British Jnl. Dental Science, XXIV, 1881. 
On Continuous Gum Work. Crapper. J. 
Continuous Gum Work. Verrier, A. B. 707- 74. 
Continuous Gum Work. 839-840. 


British Jnl. Dental Science, XXV, 1 
as — Gum Furnace. Verrier, A. B. "446-448, 2 
us. 


British Jnl. Dental Science, XXVI 
Continuous Gum Facings, for Use With Vulcanite, 
cate. or Other Bases. Verrier, A.B. 131-132. 


Continuous Gum Facings, and Gas Furnaces for 
Working Them. Verrier, A. B. 312-317. 
Continuous Gum Facings and Work. Verrier. 980. 


British Jnl., Dental Science, XXVII, 1884. 
Continuous Gum-Work, Materials. Tees. 27. 


Canada Jnl. Dental Science, IV, 1877- 
Preservation of the coe in Mechanical 5 ey 
(re Block Teeth.) 


Cosmos (Dental), XVIII, 1876. 
Discussion on Continuous Gum. 601-604. 


Cosmos (Dental), XIX, 1877. 
Allen’s Continuous Gum. ‘Haskell, L. P. 55-56. 
Re Continuous Gum Teeth. Tees, Ambler. 499-500. 


Dental Office & Lab., IV, 2nd Ser. 
a, Gum Work. ‘Tees, pe Suiy. 1-2. 
se. 


Dental Office & Lab., VI, 2nd Ser., 1882-83. 
Continuous Gum Dentures. Jan. 5. Selected. 


Items of Interest (Dental), V, 1883. 
Continuous Gum Dentures. 53. Selected. 


Items of Interest (Dental), VI, 
Continuous Gum Facin -— = Haskell, L eet. 469. 
Broken Gum Teeth. lected. 


Items of Interest (Dental), VII a 
On Continuous Gum Work. Taft, 5. 


Continuous Gum. Haskell. 106-107 

Continuous Gum Work. Haskell, P. 249-250. 
Continuous Gum Work. Tees, ESS, 349. 
Continuous Gum. Haskell, L. P. 568-569. 


tons’ Dental Miscellany, VI, 1879. 
The a poeeibility of Making Porcelain Gum Blocks in 
the Ordinary Dental Workroom of General Prac- 
tice. Balkwill, F. H. 420-425. 


Missouri Dental Jnl., X, 1878. 
Improvement in Artificial Teeth. 604. 
Missouri Dental Jnl., XI, 1879. 
The Rwy of Continuous Gum Work. Crap- 
J. Sugden. 509-513. Selected. 
The Possibility of Makin Porcelain Gum Blocks in 
the Ordinary Dental Workroom of General Prac- 
tice. Balkwill, F. H. 513-518. Selected 


Pisther’s Furnace for Continuous Gum Blocks. 
Balkwill, F. H. 518-519. Comment, 519. Select- 


uri Dental Jnl., XIII, a 
Continuous Gum Work. Verrier, A . B. 464-471. Se- 
ecte: 


Missouri Dental Jnl., XV, 
Continuous Gum. Aitkin, T. kt ‘June. 103-104. 
Continuous Gum Work. Verrier, A. B. Sept. 261- 
267. Selected. 


Monthly Review of Den. Surgery, VI, 1877. 
Continuous Gum Work. Crapper. -323. Abstract. 


y Review of Den. Surgery, VIII, 1879. 
On the Possibilite of Making: Porcelain Gum Blocks 
2 ar Sw > a Dental Workroom. Balkwill, F. 


ersey State Den. Soc. Trans., 1884. 
Lillip at Pn for Continuous Gum Work. Tees, 
mbler. 105. Clinic. 


Odontolo r, eg Trans., X, 2nd Ser., 1877-78. 
Continuous Gum Work. Crapper. 2-5. 


Odontological Soc. Penn. Trans., 1880. 
Continuous Gum Work. Tees, Ambler. 59-64. 1 
illus. Dise. 64-67. 


Practitioner (Dental), 1884. 
Continuous Gum a hy © Haskell, 166-167. Se- 


lected. 
Prosthetic Dentistry. (Continuous Gum Work.) 
Faber, Frank R. 241-245. 


Record (Dental), I, 1 
Continuous Gum-Work. , an A. B. 124-129. 


Record (Dental), III, 1883. 
Continuous Gum Work. Verrier, A. B. 205-210, 285. . 
Corres. 290-297. 8 illus. (Cont. in Vol. IV, 380.) 


Coulianeen Gam Ww rk — | 
ontinuous um or = the Lilliput Furnace. 
Tees, Ambler. 380-381. Abstract. 4 


Register ital), XXX, 1876. 
Porcelain Destores bi . 57. 


Register (Dental), XXXI nest. 
Continuous Gum Dentures. 51-52 


Register (Dental), XXXVI, —¥ 
Continuous "Gum Dentures. 569-5 Ed. 


Regis (Dental), XXXVIII, 1884. 
Prosthetie T Dentistry. (Continuous Gum.) 617. 


For index and key te classification numbers, see pink sheets. 
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D325 Celluloid Dentures. 


See also D32. 
Advertiser (Dental), VIII, 1877. 
Working Celluloid. 4. 
Advertiser (Dental), XII, 
Mechanical Dentistry. (cellulota ne Rubber Plates.) 
Flagg, E. M. 9-13. Selected. 


American Jnl. Den. IX, 3rd Ser., 1876. 
Discussion on Celluloid. ore 485. 


American Jnl. Den. Sel., X, 3rd Ser., 1876-77. 
Mechanical Dentistry: Its Present Condition, and 
the Advantages of Celluloid in Placing It Upon 
a True Artistic Basis. Haskell, L. P. 97-104. 
Celluloid. Mease, J. H. 122-127. Selected. 


American J XI, 3rd Ser., 1877-78. 
Preparation of Celloloia’” ‘ibs. ‘Selected. 
Celluloid. 519-520. Ed. 


American Jnl 
Discussion on Cellutela. 


Sei., XII, 3rd Ser., 1878-79. 
512-515. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
Apparatus. (To Facilitate ‘the Packing of ‘Celluloid 
and Vulcanite.) 279-280. 


American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 
Manufacture of Celluloid. 47. Selected. 
Mechanical Dentistry. (Celluloid.) Flagg, E. M. 357- 
368. Selected. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
New Vulcanizer and Heater for Rubber and Cellu- 
loid Work. Evans, W. W. 523. Clinic. 


American Jnl. Den. XVII, 3rd_ Ser., 1883-84. 
i—- oapaten on Ceituioia. Howe, T. C. 278-280. 
ecte 


American Jnl. Den. Sci., XIX, 3rd Ser. 

Steam, and Its Effects on Rubber and Cciluloid fa When 
property Applied. Seabury, F. W. 25-29. Se- 
ecte 


Archives of Dentistry, I, 1884. 
Repair of Celluloid Dentures. 329-330. Selected. 


British Dental Assn. Jnl., 
Practical Demonstrations in the Working of Cellu- 
loid and Vulcanite. Campbell, J. S. 509-511. 


British Dental Assen. Jni., III, 1882. 
Celluloid. Hunt, W. A. 156- "159. 
Celluloid. Hunt, W. 265-267. Disc. 267-269. 


British Dental Assn. Jnl., IV, 1883. 

The Manufacture of Celluloid. 87-88. Abstract. 

Description of a New Dry Heat Injector, Self-Regu- 
lating Vuleanizer and Press for Celluloid and 
Rubber. Gartrell, J. H. 146-149. 1 illus. 
British Dental Asean. Jnil., V, 1884. 

Congestion of the Tongue From Contact With Cellu- 
loid. Brownlie, J. R. 23-24. 


British Jnl. Dental Science, XIX, 

Celluloid. Hunt, R. Finley. 412- 414, “ihe. 459. Ab- 
stract. 
British Jnl. Dental Science, XX, 1877. 


Celluloid. 755-756. Selected. 


British Jnl. Dental Science, XXI, 1878. 
Celluloid in Artificial Dentures. Macleod, W. B. 
240-244. Dise. 244. 


British Jnl. Dental Science, XXII, 
Winderling and Sons Dental Ejector. 
._o & Dise. 363-364. Comment, 
Rey nly, 437. 
Cellulold ‘and Vuleanite Injector. 363. 
The Working of Celluloid. Gartrell, J. 
3 illus. Dise. 530-531. 


British Jnl. Dental Science. XXIII 
Machine for Celluloid Work. 555-556. 
Celluloid. 1125-1127, 1175-1177. 


British Jnl. Dental Science, XXIV. 
What Are the Advantages of calluioia? 
Hodgskin. 15-16. 


atts 334. 351- 
387-389. 


A. 562-568. 
. 1880. 
1 illus. 


Suse, w. 


The Manufacture of Celluloid. 60-62. Selected. 


wag, A wn - ~ Does Not Succeed. Flagg, B. M. 109- 
4. Selected. 
British Jnl. 
Vulcanite and Conulotd y——- 3 y ‘ior "selected. 
Celluloid. 255- pugeee, 
Celluloid. Hunt, W. 600-603. Disc. 603-604. 
The Perils of Celluiota, Ward, George. 726. Cor- 


res. 


British Jnl. Dental Science, XX VII, 

Rapermene With eos: and the eo Mode Heat- 

Spence, 8S. J. 120-121. lected. 

Celluloid. Faber, Prank R. 228-229. Selected. 

A Substitute for Celluloid. 285. 

Ingenious Ap paerese Designed for the Better Work- 
ing of Celluloid. Cameron, James. 328. 

Repair of Celluloid Dentures. 504-505. Selected. 


Best Way to Stipple a Celluloid Gum for Plain 
Teeth. Ford. 801. Selected. 


British Jnl. Dental Science, XXVIII, 1885. 
How Celluloid is Made. 76-77. Selected. 
California 8. De Assn. 

Celluloid Plates. —» D. 271- ue aise. 74. 276. 


Connecticut Cattefoid” 
Advantages of Celluloid te "Rie Teecans. 
Jewett, F. R. -186. 


osmos (Dental), XVIII, 1876. 
Re Dark Line in Celluloid Plates. 


52. 
Re Dark Line in Celluloid Plates. 52. 
To Harden Plaster Moulds in Celluloid weet. 277. 
How to Work Celluloid. Watson, John R. 336. 
Celluloid. Chase, R. 502-508. 
Celluloid Base With Plain Teeth. 
A Sure Guide for Those Workin 
Celluloid Base With Plain Teeth. Hilzheim, A. H. 


560. 

Celluloid Base With Plain Teeth. Robinson, H. A. 

A Sure Guide for Those Working Celluloid. Everts, 
C.. 671-672. 


Stewart, Jas. M. 


559-560, 
coluieid, 504. 


Cosmos (Dental), XIX. 
Cause of Air-Bubbles in Celluloid. 110, 111. 
Black Lines in Celluloid Plates. 221, 222. 331. 
Black Lines in Celluloid Plates. Hurd, O. J. 221. 
Black Lines in Celluloid Plates. Honsinger, B. 222. 
Working a Plates on Metal Models. Max- 


well, , ° q 
What is Celluloid Chemically? JEssig, Charles J. 
Black Lines in Celluloid Plates. Boardman, C. N. 


331. 
Celluloid. MHilzheim, A. H. 332. 
To Repair Celluloid Plates. Drew, F. F. Dw 391. 
To Repair Celluloid Plates. Hickok, _ = 446. 
roe Oo Capetere. Stone, Henry C. 
Celluloi 


Cosmos (Dental). XX, 1878. 
Flasking Celluloid. Martin. 127. 


Celluloid Plates. 5 
Celluloid Plates. McDonald, Geo. B. 405. 
Celluloid Plates. Tullis, J. B. 

Locke, E. H. 519. 


Refitting Celluloid Plates. 


Cosmos (Dental). XXI, 1879. 
Bleaching of Celluloid Plates. Laskey, P.B. 112. 


XXIII, 1881. 


Cc Dental), 
osmos (Den Dentures of Celluloid and 


Esthetics in Artificial 
Plain Teeth. Spence. Stewart J. 455-457. 

The Compatability of Rubber aa Celluloid With the 
Tissues of the Mouth. Niles, EB 458-461. 


A Caution About the New-Mode Heater. (For Cel- 
luloid.) ’ 
Cosmos (Dental), XXIV, 1882 

Metal Clad be for Celluloid Work. Guiwits, F. 

. 277-27 

Metal cs Caste for Celluloid Work. Rathbun, 
Charles J. 555- 

Some Difficulties in the Manipulation of Celluloid. 
Galbreath. 639-640. 
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Cosmes (Dental), XXV, 1883. 
To Re-Stipple Celluloid. Teague, B. 
— 1. a With Celluloid. 


167. 
Rubber vs. Celluloid. Parsons, B. 


Cosmos (Dental), XXVI, 1884. 

Experiments With Celluloid and the New Mode 
Heater. Spence, Stewart J. 8-12. 

Working Celluloid. Seabury, F. W. 319-320. 


Cosmos (Dental), XXVII, 1885. 
Steam, and Its Effect on Rubber and Celluloid When 
Properly Applied. Seabury, F. W. 157-160. 


Headlight (Dental), V, 1884. 
Which is the Best for Permanent Base, Celluloid, 
Rubber or Gold? Clement, G. B. 1-6. 


Illinois State Dental Soc. Trans., 1876. 
Celluloid. Kitchen, C. A. 90-96. Disc. 96-98. 


Illinois State Dental Soc. Trans., 1878. 
Celluloid. Smith, C. S. 99-100. 


Independent Practitioner (Dental), IV, 1883. 
Celluloid. 571. 


Independent Practitioner (Dental), V, 1884. 
Celluloid. 108. Ed. 


Items of Interest (Dental), III, 1881. 
Working Celluloid. Pope, Horace B. 35. 


Items of Interest (ental. Vv, 1883. 
Celluloid. Delange, L. H. 
Celluloid. 101. d. 
Sore 1 mesthe Se Rubber and Celluloid. Johnstone, 


Items of Interest (Dental), VI, 1884. 
How Celluloid is Made. 596. 


Jairus (Dental), I, 
Celluloid Explosion. 248-249. Selected. 


Johnstons’ Dental Miscellany, VI, 1879. 
Discussion on The Use of Celluloid. 16-18. 
Advantages of Genuine in the Mechanical Dentistry. 

Jewett, F. 66-68. 


H. 56. 
Low, Frank W. 
609-610. 


hnstons’ Dental be Ber VII, 1880. 
Celluloid Machine. Campbell 
Mechanical Dentistry. "Celluloid.) 
418-423 


“Theos BE. M. 


Luminary (Dental), III, 1881-82. 

Celluloid. Allen, T. M. 

The Best Method to Prevent Pits in the Palatine 
—— of Celluloid Plates. Coyle, J. H. 3. 
‘orres 


Luminary (Dental), VI, 1884-85. 
The Best Way to Sti je Fy 1 Celluloid Gum for Plain 
Teeth. Ford, W. 


Mary 
Celluloid. 


land State Den. Assn. Trans., 1876. 
Hunt. 41-42. 


Missouri Dental Jnl, VIII, 1876. 
Steam Celluloid Apparatus. Harper, J. G. 245. 
Missouri Dental Jnl., IX, 1877. 
Rubber—Celluloid. 5-6. kd. 
Celluloid. 40. 
How to Avoid Misfitting Celluloid Plates, A ees by 
the Giving of His Plaster. 115-117 
Celluloid. Smith, John S. 249-250. 


Missouri Dental Jnl., X, 18 
Discussion on Celluloid. 111-114 
Celluloid. Smith, C. Stoddard. "119-120. 

Celluloid. 355-356. 
Practical Suggestions to Celluloid Workers. North, 

Gustavus. 478-480. 


Missouri Dental Jnl., a 1880. 

Celluloid. 525-527. Selected 
Missouri Dental Jni., XIII, 188 

Practical Demonstrations in the » Working of, Cells of Cellu- 
loid and Vulcanite. Campbe 458-459. 
Clinic. Selected. 


149 
Dental Jnl., XIV, 1882 
Rose, Harry. 217-225. Selected. 


Vv, 1876-77. 
18-25. Se- 


Missouri 
Celluloid. 


Monthly Review of Den. ~~ 
“=o 3S Celluloid. Hunt, R. "Finley. 
lected. 


lonthly Review of Den. Surgery, VII, 
Gartrell's Improved Celluloid Apparatus ay Vul- 
canizer Combined. 182-183. 1 illus. 


Monthly Review of Den. oereety, VIII, 1879. 

Dental Ejector. Fox. 256. Disc 256-258. 

A New Celluloid Apparatus. 319. 

Improved Press for Making Pieces From Celluloid 
Plates. 422-423. 

On the Working of Celluloid. Gartrell, J. A. 458- 
459. 3 illus. Remarks, 412. 


New England Jnl. Dentistry, I, 1882. 
Repairing Celluloid Plates. 95. 


New York Odontological Soc. Trans., V, 1879. 
Flasks. Kingsley, Norman W. 32. 


ew York Odontological Soc. Trans., 1883. 
Cellulold Injector. Bogue. 33. 


New York Odontological Soc. Trans., 1884. 
Steam, and Its Effect on Rubber and Celluloid 
| ao Properly Applied. Seabury, F. W. 152- 


News, (Dental, Knightstown, Ind.), I, 1878-79. 
Working Celluloid. May. 1. 
Practical Suggestions to” Celluloid Workers. North, 


Gustavus. Oct 

To Avoid Cracking the Teeth and Gums in Work- 
ing Artificial Dentures. North, Gustavus. Nov. 
5. Corres. 

Discussion on Use of Celluloid. March 3. Selected. 


Celluloid. Fishbough. April. 6 Abstract. 


(Dental, Knightstown, Ind.), II, 1879-80. 
> Advantages in Mechanical Dentistry. 


ted. 
oie, BE. H. 14. 
Celluloid. Newton, 26. 
Apparatus to Facilitate the Packing of Celluloid and 
Vulcanite. Winderlin bstract. 
Working Celluloid. Stou ei, D. A. 87. Se 


News, (Dental, Knightstown, - ). V, 1882-83. 
Celluloid Plates. Aug. 4. Selecte 


News, (Dental, Knightstown, Ind.), VI, 1883-84. 
Another Opinion on Celluloid. Howe, T. C. Sept. 
3. Selected. 


News, 
eae ~~ 
Jew R. 5. Selec 
Refitting. Gellulnia Plates. 


Odo senqeseee Jni., I, 1880-81. 
Celluloid. 12-14 


Odontolog. Soc. Trans., 2nd Ser., 
Apparatus to Facilitate the. jpackin 2 Gellutoid 
Winderling. 1 Remarks, 


and Vulcanite. 
159-163. 


tolo , &. gee, Trans., XIV, 2nd Ser., 1881-82. 
un 


Cellutotd, W. A. 168-179. 5 illus. Disc. 
180-185. 


Ohio State Dental S Trans., 

Discussion on Celluloid, oes ys —¥ = ve and Disad- 
vantages—Different Methods of Mounting Artifi- 
cial Teeth on Metallic Bases, and Their Respec- 
tive Advantages. 68-69. 


Ohio State J 
Degas on Callulota td and paler ,_ 392- 


Pennsylvania 1. 
Popes 38 on ‘Celluloid. “ae ’R. 


Celluloid. _ J. H. 203-207 
Effect of Heat At Different Degrees Upon Cellu- 
loid. Wildman, BE. 323-324. 


Shiney” Tee 195. 238- 


Practitioner (Dental), I, 1883. 
Celluloid. Hall, W. R. 70- 
Another Opies on Celluloid. Howe, 


T. Cc. 85-86 
Coligiett. Faber, Frank 179-181. (Cont. in 
ol. 


For index and key to classification numbers, see pink sheets. 





150 


tioner na), a » 1884. 


(Cont. from Vol. I.) Faber, Frank R. 


Practi 
Celluloid. 
5-8. 
Record (Dental), I, 1881. 
Colles and Its Manipulation. Walker, Gilbert. 


An a Press. (For Rubber and Celluloid 
Work.) Duchesne, Joseph. 227-229. Selected. 


Record (Dental), II, 1 
Celluloid. Rose, Harry. i 100, 145-148. 
Celluloid. Hunt. 318- Disc. 320-321. 


Record (Dental), IV, 1884. 
Experiments With Celluloid and the New Mode 
Heater. Spence, Stewart J. 87. Abstract. 


rd (Dental), V, 1885. 
Steam, and Its Effect on Rubber and Celluloid When 
Properly Applied. Seabury, F. W. 185-186. Ab- 
stract. 
igor (Dental), XXX. 
A Well Marked Case of Rubber F Rescateg Cured by 
Substituting a Celluloid Plate. Overstreet, w. 


Celluloid. 190-191. Corres. Ed. 


(Dental), XXXI, 1877. 
96. 


Register 
Celluloid—What About It? 95- Ed. Answer, 
168-170. 
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aint fee Working Celluloid. Palmer, Edgar. 471- 
ter (het), XXXII, 1878. 
Celluloid. Tullis, J. B. 73-74. 


— Manufacturing Company. Smith, C. Stod- 
dard. 83-84 
Register (Dental), XXXVI, 1882. 
Celluloid. Buckingham. 441-442. Disc. 


Register (Dental), XXXVII, 1883. 
A Substitute for Celluloid. 451-452. 


St. Louls Dental Quarterly, I, 1877-78. 
Disses on Experience With Celluloid. Oct. 18- 


442-444. 


thern Dental Jnl., I, 
Metal: ‘Clad Casts for Celluloid Work. Guiwits, F. 


203-204. Selected. 


mtal Jni., II, aes 
Stippling Celluloid. Lester, D.D. 80. Answer, 129. 
A New ‘eeeetee for Working Celluloid. Evans, W. 


Southern Dental Jnl., IV, 1885. 
How Celluloid is Made. 37. Selected. 


D33 Crowns and Bridges. 


Facings. Repairing Crowns and Bridges. 


British Jnl. Dental Science, XXVII, 1884, 

A Consideration of the Merits and Claims of Arti- 
ficial Crown and Bridge Work. Williams, J. L. 
27-28, 119-120. Selected. 

Ready-Made Backings for Flat Teeth. 79. 


British Jnl. Dental Science, XXVIII, 1885. 
Original Suggestions for the Construction of Arti- 
Spaulding, J. H. 


ficial Crowns and Bridges. 
108-112. Abstract. 
Cosmos (Dental), XXII, 1880. 

Another New Departure. Prosthetic Dentistry, 
Crown and Bridge Work. 431. Ed. 

Cosmos (Dental), XXIII, 1881. 

Operative Dental Surgery, (Crown and Brid 
Work.) Thompson, Finley. 401-411. 6 
illus. 

osmos (Dental), XXV, 1883. 

Artifietal Crowns. Dexter, James EB. 169-179. 10 

illus. 225-235. 25 illus. 281-204. 23 illus. Disc. 


Vol. XXV, 329-331 

Gold Fillings in Artificial Teeth. 448. 

A Consideration of the Merits and Claims of Arti- 
ficial Crown and Bridge Work. Williams, J. L. 


622-631. 


Cosmos (Dental), XXVI, 1884. 
Artificial Crown and Bridge Work. Beavis, G. 128. 
Description $74, Ap ogtteeston of, of fae Cantilever Crown. 
Farrar, llus. 
Obtaining Souk “Models. wid W. H. 673-674. 


See also D331, Crowns; D332, Bridges. 


Cosmos (Dental), XXVII, 1885. 


Crowns and Bridges. 605-610, -686. 

The Merits and Claims of "Artificial Crown and 
ridge Work. Williams, J. L. 705-716. 138 
illus. 


Headlight (Dental), V, 1884. 
A Consideration of the Merits and Claims of Arti- 
ficial Crowns and Bridge-Work. Williams, J. L. 


78-80. 


Independent Practitioner (Dental), V, 1884. 

Suggestions for the Construction of Artificial 
Crowns and Bridges. Spaulding, J. . 670- 
5. 


Missouri Dental Jnl., XV, 1883. 
A New Method of Backing an ‘Artificial Tooth. Mat- 


hews, L. M. Aug. 200-201. 


Ohio State Jnl. Den. Sci., V, 1885. 
Discussion on Improvements in ‘Dental Prosthesis. 
(Crown and Bridge Work.) 271-273 


Record (Dental), I, 1881. 
Backing Teeth. Musgrave, J. J. 98-100. 1 


Record (Dental), IV, 18384. 
A Consideration of the Merits and Claims of Arti- 
ficial Crowns and Bridge Work. Williams, J. 
L. 8-85. Abstract. 


Record (Dental), V, 1885. 
Suggestions for the Construction of Artificial Crowns 
and Bridges. Spaulding, J. H. 22-26. Selected. 
Wallis, C. J. 282- 


illus. 


Bar and Bridgework. 


Crown, 
5. Corres. 


For index and key to classification numbers, see pink sheets. 
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See also D33. 


Advertiser (Dental), XIII, 1882. 
Remarks — Bonwill’s ‘Method of Romeries 
= on Roots. Stebbins, EB. A. Se- 


dvertiser (Dental), XV, 1884. 
artificial Crowns. Buckingham. 30-31. 


Advertiser (Dental), XVI, 1885. 
A New Method of pases the Old- pesttoges Pivot 
Crown. RKedgell, BE. C. 25-26. Selected 


American Dental Assn. Trans., 1883. 
Richmond Crowns. Trueman, W. H. 71-73. 
Crown Work. Matteson. 74-76. 24 illus. 
Artificial Crowns. Morrison. 81. Disc. 81-82. 

—-. 


American Jnl. Den. Sci., XI, 3rd 
A New Method of Pivoting Teeth. 280- 50 oan. 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
New Method of Attaching Gold ents to Natural 
Roots of Teeth. Richmond, C.M. 425. 


can Jnl. Den. Set. XIV, 3rd Ser., 1880-81. 
Pivot “Teeth. Steel, Chas. 490-497. 


merican Jni. Den 3rd Ser., 1881-82. 
—— Upon Bonwill’ 8 Micthed. ‘of Restoring Crowns 
Upon Roots. Stebbins, E. A. 423-425. lected. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Vacancies in the Dental Arch. (Crown Work) 
Wardlaw, W. C. 117-120. Selected. 
eg | Crowns. Shulze, W. H. 219-224. Se- 
Attachment of Artificial Crowns to Natural Roots. 
Buttner, H. W. F. 481-494. 8 illus. Selected 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
Metallic Crowns. Morrison, Wm. N. 13-18. Disc. 
, 86-88. Selected 
Sci., XVIII, 3rd Ser., 1884-85. 
Selected. 
Gere to Roots of Teeth. 


American Jnl. Den. 
Artificial Crowns. 47. 
Adapting Artificial 

Smith, Geo. W. 73-78 


Selected. 
The Teeth and Their Treatment. {owetins.) 


lie, Elton R 145-164. Selected. 

A Method of Mounting a Porcelain Faced Crown. 
Hunt, Selected. 

A New Method of Placin the Old-Fashioned Pivot 
Crown. Redgell, E. C. 422-423. Selected. 
American Jnl. Den. Sci., XIX, 3rd Ser., 1885. 

i as Crown. Williams, M. W. 81-82. Se- 
ected. 

Pivot Crowns. Field. 132-134. Selec 

Crown Work. Williams, M. W. 141- ti. Selected. 


A Common Sense Pivot Tooth. Adams, L. C. 188- 


184. 
Saving Roots. ‘Taft, J. 236-237. Selected. 


Archives of Dentistry, I, 1884. 

Still Another. (Improved Methods of Attachin 
Artificial Crowne to the —— of the Natura 
Teeth.) Richardson, J. 6-9 

Root or (Crown Work.) Bak te John G. 

Discussion on Artificial Crowns. 107-1 

Cast Top of Tooth-Crown. McMillen, ». J. 462- 

A Method of Monsttes a Porcelain-Faced Crown. 

unt, A. O. - 
Archives of Dentistry, II. 1885. 
A New Artificial Crown. Williams. M. W. 351-352. 


Aneas Crowns to Roots. Matteson, L. M. 443- 


British Dental Assn. Jni., II, 
An Improved Method of Fixing Bonwill Crowns. 
Brunton. G. 
Crowning Fractured Teeth. 


British Dental Assen. Jni., TV, 1883. 
A wy Al hs of Pivoting. ‘Buttner, H. W. 85-87. 


7 -270. sc -2 


Campion, H. 273. 


On the y > of Crowns to Molar and Bicus- 
pid Teeth. Ladmore, Prosper. 502-508. 


British Dental Assn. Jni., V, 1884 

Case of Displacement of the Two Central and Left 
Lateral Incisors With Fracture of the Right 
Lateral, in Which Perfect eae Took Place 


With Union of the Broken Late Crowning. 
Bellisario. 301. 
A Method of Pivoting. Jones, Alfred. 475-476. 
Verrier. 701- 


— of Artificial Crowns. 


British Dental Assn. Jnl., VI, 
Pivot Teeth Attached by Cohesive wold: and Soeeipen 


pw A cata Field, George. 418-420. 
Mounting Porcelain Crowns on Pulpless Molar 
Roots. Balkwill. 663-664. 
British Jnl. Dental Science, XX, 187 Hg 
J. 12-13. 


~~). for Pivoting. Hutchinson, S. 
A Buried Pivot. Hope, W. W. 476-477. 


British Jnl. Dental Science, XXI, 1878. 

Chapters on Mechanical Work, Illustrated by Cases 
ae (Pivoting Teeth.) Balkwill, F. H. 
-15. us. 


British Jni. Dental Science, XXIII, 1880. 

New Method of Substitutin an_ All-Porcelain 
Crown Upon any Root in ther Denture. Bon- 
will, W. G. A. -1002. 


British Jnl. Dental Science, XXIV, 188 
On Attaching Porcelain Crowns to the Reece of 
Teeth. arrison, Walter. 507-515. 
Conservative Dentistry—A New Mineral Crown. Co- 
mer, Frank. 607-611. 6 illus. 


British Jnl. Dental Science, XXV. 
Our Confessional—When to Crown * Pivot Chil- 
dren's — —A Case in Practice. Coffin, Wal- 
ter 
Richmond's Pivot Teeth. 647. 
Weston’s Pivot Teeth. 647. 
Metallic Crowns. Morrison, Wm. N. 


lected. 
ee ee of Pivoting Teeth. Buttner. 
i 


991-996. Se- 
1187-1189. 
us. 


British Jnl. Dental Science, XXVI, 1883. 
Pivots. Whitehouse, Walter. 93-94. 
To + a Tooth on an Cn_eetey Stump. Robert- 


on, J. Lewis. - 
A New Method of Pivoting Teeth. Redmond. 326- 


327. 
The Adaptation of Crowns to Molar and Bicuspid 
Teeth. Ladmore, P. 928-929. Abstract. 


XXVIII, 1884. 


British Jnl. Dental Science, 

Another Method of Mounting Crowns. -Swasey. 173- 
174. Selected. 

Pivot Teeth. Herbst. 222. Selected. 

Artificial Crowns. Buckingham. 319. 

Upon the Setting of Extracted Incisors. (Crown 
Work.) Witzel. Anton. 469. Select 

Tooth Pivots. Kohler. Paul. 655-656. Selected. 

Gold Restoration of Abraded Dentures. Brown, E. 
Parmley. 681-686. 

Saving a Split Tooth. (Crown Work.) Francis. 
843. 
British Jnl. Dental Science. XXVIII, 1885. 

A New Method of using the Odd- Fashioned Pivot 
Crown. Redgell, Cc. 185. Selected. 

Gold Crowns. Case. @ S. 281-285. Setected. 


Crown Work. Ross. A. M. 330-332. Selected 

On the Late Dr. Marshall Webb’s Method of Pivot- 
ing Teeth, Witn Some Remarks on Morrison 
Gold Crowns. Field. George. 673-676. 

Crown Work. Williams. M. W. 839. Selected. 

A Goed Pivot Tooth. Miles. J. Allen. 964. Selected. 

The Adaptation of Artificial Crowns. Rilot, Chas. 


F. 971-979. 
The A. of Bagie, Tube hn Vanderpant. Law- 


nce. ed 
Vuleanized Pivot Teeth. Hahn, Gustave. 1110-1112. 
A Makes ut M ti P lain Crowns on Pulp 
et 0 ountin orcelain : 
leas. Molar eet. Balkwill, F. H. 1113-1116. 
Dise. 1145-1146. 
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Caulk’s Dental Annual 

Another Method of waa Crowns. Swasey, J. 
A. Jan. 32-33. 

A Method of Mounting a Porcelain Faced Crown. 
Hunt, A. O. April. 31-33. 


Cuulk’s Dental Ann 1885. 
My Method of Pivoting. _ 4-4 J. EB. 62-63. 


mnati Med. & Den. Jnl., I, 1885. 
~—, Method of Preparing Tooth Bands. 


Cosmos (Dental), XVIII, 1876. 
Pivot Teeth. 37-39 
On a Method of Pivoting. 39-40. 


94-95. Ed. 


Pivot Teeth. Clapp, Dwight M. 53-54. 
Pivot Teeth. Wilcox, J. B. 110. 
Pivot Teeth. Doremus, Boyd A. 


224. 
ae =< - 2 Amalgam and Crowned. Clowes, 
Split Tooth Banded. Hawes, A. C. 518. 
reatment of Broken-Down Molars. Francis, C. E. 
585-587. ise. 587. 


Cosmos (Dental), XIX, 1877. 

Separated Roots of a Lower Molar Joined by an 
Amalgam Crown. Teague, B. H. 

a Molar Split po Saeee, Steces, Held ‘by Swaged 


Pp. Bogue, 

Mechanical Dentistry, Report of Committee. 308- 
31 Dise. 311-313. illus. 

Concerning Pivot Teeth. 447. 

New Method of Pivoting Teeth. Bonwill, W. G. A. 
481-487. 2 illus. Dise. 487-489. 

Cosmos (Dental), 1879. 

A New Method of bivetiag Teeth. Leech, H. K. 
232. 4 illus. 

A Richmond - Made by Dr. Richmond. Kings- 

ey, 261-262. Disc. 262-263. 

Replantin " Fs a New Method of Ingrafting Porce- 
lain Crowns on Natural Roots. Weld, George 
W. 289-296. 4 illus. 

Crown ts y Ay Roots of Bicuspids. Jarvie, Wm. 

us 

Discussion on Crowning. 510-512. 

Cosmos (Dental), XXII, 1880. 


Opening the Bite Temporarily, With Gyment. (re 
Crown Work.) Dwinelle. . BH. 70-71 

Natural Crown Replaced on Tooth With Screw Post. 
Bogue, A. 186. 


To Fasten Pivot Tooth to Root. 222, 279. 
To Fasten Pivot Tooth to Root. Drew, F. F. 
Some on Broken Central Incisors. Treatment. 


New Method of Substituting an _  All-Porcelain 
Crown Upon Any Root in Either Denture. Bon- 


will, W. G. A. 410-419. 10 illus. 
Gold Crowns. Talbot, Bugene, S. 463-466. 3 illus. 
Bonwill Crowns. Chupein, Theodore F. 567-568. 


illus. 
Porcelain Crowns. Smith, E.G. 568. 
Gold Crowns. Robinson, W. H. 623-624. 


Cosmos (Dental), XXIII, 1881. 
re a oe ‘ srace Invention, etc.) Morrison, 


Talbot, Eugene 8. 


Serewe By Artificial Crowns. 
é (Fractured Piece 


illus. 
Repair of a Fractured Incisor. 
Retained by a Post.) S04. 


Cosmos (Dental), XXIV, 
roa Coane on Natural Roots. 
us. 


Weston, Henry. 


Mounting Porcelain Crowns. Gates, W. H. 119- 
123. 4 illus. 

Screws for Crowns. 128-130. 

My Method of Mounting Porcelain Crowns. 166-167. 


illus. 
A Method of Restoring Broken Crowns With Pieces 
s. Artificial Teeth. Rambo, 8S. D. 221-223. 10 
f. 


Discussion on Crowns. 256-258. 
Improved Method of Setting the All-Porcelain Tooth 
wns. Bonwill, \_f* G. A. 304-312. 14 illus. 
Pivoting Teeth. Cryer, M. H. 355-362. 12 illus. 
Extensive and Difficult erations Attaching Crowns 
to Single Instead of Two Teeth Where Roots 
oe _ wueing. Webb, Marshall H. 419-422. 1 


Plain’ "Plate Teeth for Povetiog the Bonwill 
Crown. Spence, Stewa 





D331 CROWNS 


Dr. Suttner’s ae of Pivotin Bo. BK. A 
40-41. Disc - _ 


Discussion on Pivetine. 643-644. 


Cosmos (Dental), XX 1883. 
Attachment of Artificial ieee to Natural Roots. 
Buttner, H. W. F. 12-22. 7 illus. 
Artificial Crown Setting. Keese. 34-55. Disc. 35. 
Artificial Crowns. Flagg, John S. 164. 1 illus. 
Improved System of Ketaining Large Contour Fill- 
ings in Incisors and for Sustaining Amalgam 
and Gold Crowns in Bicuspids and Molars. 
Webb, M. A. 164-165. 3 illus 
eg ee Tooth Crowns. Webb, M. A. 
Churchman, Ney. 167 


2 illus: 
Artificial Crowns. . 

Dexter, James BH. 169-179, 10 
om 225-235, 26 illus; 281-294, 23 illus. Disc. 


Artificial Crowns. 

A New Artificial Tooth Gove. How, W. Storer. 
179-181, 16 illus; 240-241, 4 illus; 356-358, 7 illus. 
Dise. Vol. XXVI, 299-300. 

Another Method for Artificial Crowns, Bepecialty 
for the Upper and Lower Bicuspids. 

A Case of x wy Substitution. odecker, C. F. 
W. 313-316. 6 illus. 

Artificial Crowns. 

The Collar Crown. Liteh, Wilber F. 449-454. 6 illus. 

The Richmond Crown. Trueman, W. H. 530-532. 

Pivot Teeth Set With Amalgam. 613-614. 

Re Preparing Roots for Crowns. Morrison, W. N. 
649. Dise. 649-651. 


Cosmos (Dental), XXVI, 
A ee ae —— ote 


A Method of Preparing Gold Crowns. 
liam. 338-339. Disc. — 
Artificial Gold Cap. Ryne 369. Clinic. 
Method of Setting “Artiscial Crowns. 


PTictstmese, George 
Jarvie, Wil- 


New Rich- 
mond, C. M. Clin 

The Crowning of Tooth- “Roots. Brown, E. Parmly. 

The All-Porcelain Dovetail oe Crown. How, W. 
Storer. 464-465. 10 illu 

Lower Molar Split Through’ Bifurcation. Banded. 
Jarvie, Wm. 539. 
Cosmos (Dental), XXVII, 1885. 

Method of Attaching Artificial Crowns. Kulp, W. 
0. 605. Dise. 605. 
Dental Eclectic, I, 1885. 

Saving Roots. Taft, J. Sept. 18-19. 
Dental Office & Lab., VII, 2nd Ser., 1883-84. 


To Insure an Excellent Crown Filling. Jan. 8. 
Ingrafting of Artificial Crowns. Leech, H. K. April. 
1. 4 illus. Dise. 1-2. 


tal Office & Lab., VIII, 2nd Ser., 1884-85. 
artifelal Crown. Register. April. 4-5. 2 illus. 
Root Model. Harper, John G. April. 7. Selected. 


Dental Office & Lab., IX, 2nd Ser., 1885. 
To Use Poor Roots for ow 2. April. 6. 
Fitting Crowns to Roots. 


Dental Oral Science Ma ne, I, 1878. 
Ineffectual Piveting. Mills. 110. 
Treatment of a Split Tooth. Stockton, C. 8. 


Palmer. 183. 


110- 
111. 

Crown Work. 

Headlight (Dental), IV, 


1883. 
Attachment of Artificial Crowns e 


Natural Roots. 
Buttner, H. W. F. 49-53 us. 


Headlight (Dental), VI, 


1885. 
New Devices for Attaching Artificial Crowns to 


Natural Roots of eos in Moutk. Williams, 
W. 37-39. 1 illu 
Crown Fillings. veeakiin, 3 S. 73-78. 
Herald of Dentistry, 881-82. 
To Whom Does thé Crcalt Belong? Porcelain in 
Crown Work.) Cannon, J. G. April. 1-2. July. 
on 


erald of Dentistry 1882-83. 
The ites Method of Betting Artificial Crowns. 
Buttner, H. W. F. Jan. 5. April. 9. 


Herald of Dentistry, III, 1883-84. 
Different Methods of Adjinting Gold Crowns. 
Smith, U. July. 4. Corres. 


For index and key to classification numbers, see pink sheets. 














Illinois State Dental Soc. Trans., 1882. 
Meta Crowns. Morrison, Wm. N. 


Illinois State Dental Soc. Trans 
Porcelain-Faced Metallic Crowns. 


1 illus. 
Porcelain Faced Crown. Matteson, A. B. 162. 
linic. 
Independent Practitioner (Dental), II, 1881. 
About Richmond Crowns. Robinson, J. A. 417-418. 


Selected. 


Independent Practitioner (Dental), IV, 1883. 
Morrison Method of Pivoting Teeth. Edwards, 657- 
658. isc. 658. 


Independent tm (Dental), ¥ 1884, 
Pivot Crown. Howard, E. 368-369. 


Independent Practitioner (Dental), VI, 1885. 
Crown Work. Ross, A. M. 9- 
shes Crowns. Elliott, W. St. G. 82-85 1 
able. 
A Teeth Crown of the Buttner Style. Loe, F. H. 


Artificial Crown. Williams. 312-313. Abstract. 


Iowa State Dental Soc. Trans., 1885. 
A New Tooth Crown. Low, J. BE. 184-187. 7 illus. 
Dise. 187-190. 


Items of Interest (Dental), I, 1879 
— New in Pivot Teeth. "Bonwill. 22. Ab- 
strac’ 


Items of Interest (Dental), III, 1881. 
Pivot Teeth. 3. 
Pivoting Teeth. Barney, M. L. 42. 


Items of Interest (Dental), VI, 1884. 
To Have Gold Show Unnecessarily Conspicuously. 


91. Ed. 
Pinless Teeth. 139. Ed. 
Gold Crowns. 292. 
Saving a Split Tooth. Francis, C. B. 391. 
Pivot Crown. Howard, F. B. 446. Selected. 
Pivot Crown Again. Rohland, C. B. 6519. 
Saving Pulpless Roots. (Crowning.) Taft, J. 616. 


Items of Interest (Dental), VII, 1885. 
In the Attachment of Artificial Teeth to the Roots 
of Teeth. Taft, J. 57. 


Capping Teeth. 181. Corres. 

Teeth ithout Plates. 3565. felostes. 

Saving Roots. (Crowning.) Taft, 430. 

The Setting of Porcelain and Other Socun Luckie, 
B. 437-439. Selected. 

Oxyphosphate for Setting Crowns. Essig. 454. 


Settin onwill Crowns. Leech, 

ie ate in Mending Casts and ‘Setting Crowns. 
Spalding, A. W. 497. Corres. 

The mportance of Accurate Impressions in Mount- 

ing Pivot Teeth, and Other Like Operations. 

Trueman, William H. 515-517. 


Discussion on Setting Artificial Crowns. 544-545. 
Selected. 
Saving Roots. (Crowning.) Taft, J. 577. 


Jairus (Dental), I, 1880. 

Discussion on Artificial Crowns Engrafted Upon the 
Natural Teeth. 131-133. 

Mechanical Dentistry. (Crown and Rubber Work.) 
Swain, Edgar D. 184-187. Dise. 188-189. 


Jairus (Dental), IIT, 
Discussion on Inserting Pivot Teeth. 166-169. 


Dental Miscellany. » 1878. 
Hale, Edw. 335-336. 


Johnstons’ 
Gold Crowns. 


Johnstons’ Dental Miscellany, VII, 
Crowning a Fractured Tooth. Latimer, ri BE. 60-61. 
Treatment of Fractured Teeth. Hepburn, Davia. 158 - 


Pivoting Teeth. Elliott. 476-477. 


Johnstons’ Dental Miscellany, VIII, 1881. 
Method of Setting Artificial Crowns. Bonwill. 96- 


(Pivoted Crown.) Shafer, 
208-209. Clinic. 


Case in Office Practice. 
Pivot Teeth. 
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55-60. Disc. 


-» 1883. 
Matteson, A. E. 
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153 
Crowning a Fractured Tooth. 318. Corres. 
Remarks u n Bonwill’s Method of Restoring 
Crowns Upon Roots. Stebbins, B. A. 401-403. 
Kentucky State Den. Assn. 1878. 
— of Inserting Pivot "Teeth, Peabody. 
Luminary (Dental), IV, 1882-83. 
Sensitive Roots. 90. 
Method of Mounting Porcelain Crowns. 90. Se- 


lected. 


Michigan State Den. 
Discussion on the Mountin 
Natural Roots. 113-1 


Missouri Dental Jnl., VIII, 1876. 
Grafting a Crown on the Root of a Lateral Incisor. 
Park. 410-411. 


Trans., 1882. 
of Artificial Crowns op 


Missouri Dental Jnl, IX, 1877. 
A New Mode of Pivoting Teeth, etc. 
illus. Corres. 


uri Dental Jni., X, 1878. 
Incidents in Office or Gold Pivot Tooth Re- 
plantation. 173-174 


Missouri Dental Jnl., XI, 


151-153. 8 


1879. 
Edwin T. 


Artificial Crowns. Darby, 429-434. 5 
illus. Dise. 434-451. 
Missouri Dental Jnl., XII, 1880. 

Mechanical Dentistry. (re Artificial Dentures; 
Crowns.) Swain, Edgar D. 71-76. Disc. 76-77. 


Missouri Dental Jnl., XIII, 1881. 
Gold Crowns. Talbot, Eugene S. 138-139. Selected. 


Improved Method of Fixing Bonwill Crowns. Brun- 
ton, G. E. 418-421. Selected. 
Missouri Dental Jnl., XIV, 1882. 

Porcelain Crowns. Shulze, Wm. H. 301-305. Se- 


lected. 


Missouri Dental Jnl., XV, 


aes Crowns. Morrison, wa “N. Feb. 74-79. 


A Method of Mounting Bonwill Crowns. Hunger- 
ford, C. L. Ju ely. 152-153. 

We Tread on the Tail of His oe. (Abuse of 
Richmond Crown.) Au 236-237 


a Artificial Dental Gown. Matteson, A. EB. 
Nov. 358-362. 24 illus. Selected. 


Missouri State Den. Assn. Trans. 
Goes a Crown on the Root of a Waleoat Incisor. 


45. 


Monthly Review of Den. Surgery, VII, 1878. 
Fracture Treated by Crowning. Read. T4. 


New England Jnl. Dentistry, I, 1882. 

Bonwill Crowns. Chase, R. M. 133-136. 

Pivot Crowns. 187-188. 

Vacancies in the Dental Arch. (Crowning.) Ward- 
law. . C. 217-220. Selected. 

The Introduction of a New Porcelain Crown. Bon- 
will. 254-255. Disc. 

Porcelain and Metal Caps, Stoppers. etc., as Em- 
loyed = & Case of Decayed Teeth. Perine, 
George H 377-380. 7 illus. 


New England Jnl. Dentistry, II, 1883. 

Attachment of Artificial Crowns to Natural Roots. 
Buttner, H. W. F. 109-112. 8 illus. 

vend . eo pusenee, H. W. F. and Baker, H. 


Dead Roots and Crowning. Williams, J. L. 264- 
G dei oe Noir d Bi id Teeth—An Art 
r) rowns for Molar an cusp eeth—. - 
= of Manufacture. Rynear, M. 340-343. 1 
us. 
Metal Crowns. 393-396. 


Butler. 392-393. Disc. 


New England Jnl. Dentistry, IIT, 1884. 


A Method of Mounting a Porcelain-Faced Crown. 
Hunt, A. O. 444-447. 


Sec. Trans., 1 


New Jersey State Den. 
Bonwill, 


All-Porcelain Tooth Crown. 
118. Clinic. 


882. 
Ww. G. A. 
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New Jersey State Den. Soc. Trans., 1883. 
A Crown for the Anterior Roots of Either Denture. 
Slegel, E. 231-233. 


New York Odontological Soc. Trans., II, 1876. 
Crown Work. Francis, *C E. 57-59. 


New York Odontological Soc. Trans., III, 1877. 

Caps for Split Molars. Bogue, *. A. 6. 

Pivoting Teeth. Francis, C. E. 

New a. of Pivoting Teeth. onwill, W.G.A. 
55-62. 2 illus. Dise. 62-64. 

Description of the Operation of Attaching an Arti- 
ficial Tip to the Broken Crown of an Incisor 
Containing a Living Pulp. Perry, 8. G. 132- 
135. 1 illus. Dise. 136-141. 


New York Odontological Soc. 
Attaching Artificial Crowns. Kingsley, N. W. 55-56. 
Attaching Artificial Crowns. Abbott, Frank. 56-57. 
Method of Attaching an Artificial Crown. Jarvie, 

William. 68. 1 illus. 


New York Odontological Soc. Trans., VI, 1880. 
se Cases of Fractured Teeth. (Crown- 
ng.) 


New York Odontological 
Setting the Bonwill Crowns. 
Dise. 121-123. 


Trans., V, 1879. 


aoa. 


Sec. Trans., 1881. 
Perry, 8. G. 120-121. 


New York Odontological Soc. Trans., 1882. 
Attachment of Artificial Crowns ~. aus Roots. 
Buttner, H. W. F. 104-113. 8 il 


New York Odontological Soc. Trans., 1883. 
Device for Setting Pivot-Teeth. Bogue. 29. 


New York Odontological Soc. Trans., 
Method of Preparing Gold Crowns. , hw 
Dise. 48-51. 
Crowning a Split Bicuspid. Jarvie. 109. 


“47-48. 


New York State Den. Soc. Trans. 
‘The Festocsties of the Crowns of Testh. _— A. 


New York State Den. Soc. Tran 
Cane os Copping oF Split Tooth. Re a_i E. &- 


New York State Den. Sec. Trans., 1883. 
Romer on Artificial Crowns. Kingsley, N. W. 
81-84. 

Artificial Crowns. How, W. Storer. 85-88. 
New York State Den. Soc. Trans., 1885. 
Restoration With a Porcelain Tip. Jarvie, 

119-120. Dise. 120. 


Wm. 


News, (Dental, Knightstown, Ind.), I, 1878-79. 
Teeth of Gold. Dec. 2. Selected. 


News, (Dental, Knight«town, Ind.), TI, 

A New Method of Inserting an Avtinelal “Soon 
Upon a Root. Moyer, H. A. 29. Selected. 

A New Method of Inserting a Single Tooth on a 
Plate. Hogle, E. 

Discussion on Artificial Crowns Engrafted Upon the 
Natural Teeth. 111. Abstract. 


(Dental, Knightstown, Ind.), ITT, 1880-81. 
Pivot “Teeth. Holt, J. W. 38. Corres. 38, Ed. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
Arteta Crowns. Siddall, Charles J. 28-29. Se- 


News, (Dental, Knightstown, Ind.), V, 1882-83. 
Methods of Mounting Artificial Crowns. 1. Se- 


lected 
The “Buttner Method of Setting Artificial Crowns. 
Buttner, W. F. Feb. 2. Selected. 


News, (Dental, Knightstown, Ind.), V . 1883-84. 
Discussion on The Restoration of Crowns w- Nat- 


ural Roots. Au 1, 4. Selected. 
A Crown for the Anterior Roots of Either Denture. 
Dec. 2-3. Selected. 


Amalgam Crowns. Perry. 37. Selected. 


News. (Dental, Knightstown, Ind.). VII, 1884-85. 
A Method of x a Porcelain Faced Crown. 
Hunt, A. O. 15-17. Selected. 
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A New Method of Placing the Old-Fashioned Pivot 
—- Redgell, E. C. March. 144-145. Se- 
e 


Odontographic Jnl., III, 1882-83. 
Discussion on The Mounting of Artificial Crowns 
on Natural Roots. 87-90. Selected. 


Odontog hie Jnil., IV, 1883-84. 
ers Method of Attachment of Crowns. Butt- 
8 illus. Selected. 


18-20. 
Improved Artificial Dental Crown. Matteson, A. E. 


24 illus. 
Ellis, Chas. J. 144-149. 


Odontographic Jnil., V, 1884-85. 
Another New Crown. 184. 


FE ivoting. 


Odonto Soc. Trans., XVI, 2nd Ser., 1883-84. 
A New method of Supplying Antifelal Crowns. 
Dunn, C. W. 201-204. Disc. 205-206. 


Odontolog. Soc. Trans., XVII, 2nd Ser., 1884-85. 
On the Late Dr. Marshall Webb's Method of Pivot- 

ing Teeth With Some Remarks on Morrison Gere 

Crowns. Field George. 251-256. Dise. 257-258 


Odontolog. Soc. Trans., XVIII, 2nd Ser., 1885. 
A Method of Mounting Porcelain Crowns on Pulp- 
ae, Molar Roots. Balkwill, F. H. 10-15. Disc. 


Odontological Soc. Penn. Trans., 1880. 
Grafting Artificial Crowns Upon Natural Come and 
Roots. Register, H. C. 56-57. Dis 57- 


Odontological Soc. Penn. Trans., 
Grafting Artificial Crowns in Lieu of. Pilates. Reg- 
ister, H. C. 87-91. 3 illus. Disc. 91-96. 
Treatment of Fractured Teeth. Pettit, Jos. 135. 
Dise. 135-136. 
140. Dise. 140- 


nonesee Crown. Kingsbury. 


Odentological Soc. Penn. Trans., 1882. 
Ingrafting of Artificial Crowas. Leech, H. K. 
180. 4 illus. Dise. 181-183. 


ontological Soc. Penn. Trans., 1883. 
Artifelal Crown. Register. 205-206. 2 illus. 


Odontological Soc. Penn. Trans., 1885. 
The Setting of Porcelain and Other Crowns. 
S. B. 99-101. Dise. 101-106. 


178- 


Luckie, 


Ohio State Dental Soc. Trans., 1879 
Discussion on Artificial Crowns Engrafted Upon the 
Roots of Natural Teeth. 28-37. 


Ohio State Dental Soc. Trans., 1881 


Discussions on Mounting Crowns. 131-149. 
Ohio State Jnl. Den. Sci., I, 1881. 
Robinson, J. A. 134- 


About Richmond Crowns. 
135. 


Ohie State Jnl. Den. Seci., 

Discussion on Methods of Mounting Trtificial Crowns 
on the Roots of Teeth. 186-188. 

Metallic Crowns. Morrison. Wm. N. 401-406. 8 
illus. Opp. 1. 


Ohio State Jnl. Den. Sci., III, 1883. 
Discussion on The Restoration of Crowns Upon Nat- 
ural Roots. 341-348. 


Ohio State Jni. Den. Sci., IV, 
Discussion on Artificial Crowns U Best 
Methods of Adapting Them. 238. 
Adapting yn x Crowns to Roots of Teeth. Smith, 
Geo 261 -265. 236- 


Dise. 238. 
Dr. icowan's Tooth Crowns. Miller, Wm. B. 381- 


Low, J. E. 505-512. 9 illus. 


1884. 
n Roots: 


3R2. rres. 
Artificial (im 


Oh'e State Jnl. Den. Sei 
A Coyaee Sense Pivot “Tooth. oe L. C. 367- 


Pennsylvania State Den. 
Artificial ‘Crowne. Darby, Edwin’ rT "ie Disc. 


For index and key to classification numbers, see pink sheets. 














Pennsylvania State Den. 1885. 

The Importance of Accurate fae for Pivot- 
ing and Other Like oo. Trueman, Wil- 
liam H. 35-36. Dise. 36-37. 1 illus. 


Practitioner (Dental), 

A Crown for the Anterior | By of Either Denture. 
Slegel, E. 145-146. 

Another Use for the “How” Screw. 186. Ed. 


Practitioner (Dental), III, 1885. 

A Method of Mosseye 2 Porcelain Faced Crown. 
Hunt, A. O. 15-17. Gorsestion, 46. 

Insertion of Crowns Where Roots Are Missing. 
Sharp, C. M. 176. 


Record (Dental), II, 1882 
Bonwill’s Method of Restoring Crowns Upon Roots. 
Stebbins, E. A. 17-1 
Operative Dental Surgery. (Crown Work.) Thomp- 
son W. Finley. 6 illus. 
Gold Restoration of Abraded Dentures. 
Brown, E. Parmly. 355-357. Abstract. 


Record (Dental), III, 1883. 
A Note on Pivots. Whitehouse, Walter. 57-58. 
On Crowning Molars and Bicuspid Teeth. Ladmore, 


(Crowns.) 


Prosper. 459-461. 
Dental Serials. (Collar Crown.) Litch, W. F. 473- 
474. bstract. 


On ae for Molar and Bicuspid Teeth. Rynear, 
568. Abstract. 


Record (Dental), IV, 1884. 

An Improved Method of Aaisieg Artificial oath. 
Crowns to Natural Roots. Best, A.H. 97-99, 193 
199, 4 illus; 337-339, 2 illus 

Radical and Heroic Treatment. ‘of Alveolar Abscess 
by Amputation of the Roots of Teeth, With De- 
scription and Application of the Cuateiover 
Crown. Farrar, J. 187. Abstract. 

Ada og Partial Crowns to Roots of Teeth. Smith, 

W. 328-329. Abstract. 

Discusion on Gold Crowns. 330-331. Abstract. 

Crowning of Tooth Roots. Browne, E. Parmly. 373- 
374. Abstract. 

Fractured Tooth and Crown Work. De Trey. 461. 

Porcelain Crowns. Elliott. 473-474. 1 table. 

The —~ aad Crown. Low, J. E. 541-544. Ab- 
stract. 


Record (Dental), V, 1885. 

Pivot Crowns. - Field. 320-322. 

Method of Mounting Porcelain Crowns on Pulpless 
Molar Roots. Balkwill, F. H. 570-571. 


Register (Dental), XXXI, 


Discussion on Mechanical Dentistry. (Pivot Teeth.) 
200-208. ; 
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(Dental 
Pivot Teeth. 


), XXXII, 1878. 
Peabod. » KF. 271-277. 
Teeth of Gold. 482. "na. 


Register (Denial), 
Discussion on Novel Dental-O 
on Roots of Teeth.) 217- 


(Gold Cap 
A New Method of Inserting an Artificial Crown 
234-236. 


» 1870. 
ration. 
9. 


Upon a Root. Moyer, H. A. 


Register (Dental), XXXIV 
Discussion on Artificial Crowns Ex Bnerafted Upon the 


Roots of Natural Teeth 
On the Value of Retaining the Rests of Teeth After 


the Loss of Their wns. (re Pivot Teeth.) 
Wright, C. M. 117-119. ‘ 
Register (Dental), XXXV, 

Artificial Crowns. Siddall, Charles J. 221-224. 


Register (Dental), XXXVII, 1883. 
Description of a ovel Tooth-Crown. How, W. 


Storer. 331-335. 20 illus. 


Register (Dental), ee 1884, 
Artificial Crowns. Howe, 1 86-190. 
Artificial Crowns. 
—— gee Crowns to Roots of Teeth. Smith, 


A New Crown. Case, C. S. 624-625. 


Register (Dental) XXXIX, 1885. 
A New Artificial Crown. bf ae M. W. 297. 
Crown Work. Williams, M. W. 382-383. 


Southern Dental J: I, 1882-83. 
Remarks a Bonwill's Method of Restorin 
Crowns Upon Roots. Stephens, BE. A. 68- 


Selected. 
hiees — in the Dental Arch. Ward- 
W. C. 136-139. 


Gold” Restoration of Abraded Dentures. (Crowns.) 
Brown, E. Parmly. -237. 
Discussion on Mounting Crowns. 509-511. 


Southern Dental Jnl., III, 1884-85. 

Amalgam Crowns. Perry. 78. 

Discussion on Artificial Crowns. 240-241. 

Cases in Practice—Attaching an Artificial Cusp- 
Gold Band bea Amalgam Crown. Hilzim, A. 
H 


323-327. 
the Odd-Fashioned Pivot 
. 407-408. 


(Crowns.) 


a 2 illus 
A New Method of Placin 
Crown. Redgell, EB. 


Southern ee Jnil., IV, 1885. 


Crown-Work. Teague, B. H. 91-93. 
A Good Pivot Tooth. Miles, J. Allen. 318. 
Improved Crowns. Matteson. tw 


Discussion on Crowns. 376-3 


156 





D332 Bridges, Fixed and Removable. 


See also D33. 


American Jnl. Den. Sci., XIX, 3rd Ser., 1885. 
Bridge-Work. Elliott, ‘st. George. 18-21. Dise. 21- 
25. Selected. 


Archives of Dentistry, I, 1 

Claims “ Artificial Crown-and- Bridge Work. 
liams, J. L. 89. Select 

Bridge ’ Work. M’Graw, D. F. 442-446. 


wil- 


Archives of Dentiatt, Il, 1885. 
Bridgework. Brown, E ‘armly. 440-441. 


British Dental Assn. Jnl., VI, 1885. 


Bridge Work. Elliott, St. George. 364-366. Disc. 
366-368. 


British Jnl. Dental Scienve, XXVII, 1884. 
Bridgework. Honer, F. 1018-1019. Selected. 


British Jnl. Dental Science, XXVIII, 1885. 


Bridge Work. Elliott, St. George. 548-550. Disc. 


Cosmos (Dental), XXI, 1879. 

Lateral Facing Attached to Central and Ae by 
Gold Filling. Webb, H. 695-606. 
tion, Vol. XXII, 53-54. 


Cosmos (Dental), XXII, 1880. 

Some Methods for the Permanent Attachment of 
Artificial Teeth to Natural Teeth in the Mouth. 
Litch, Wilber F. 396-402. 10 illus. 

Grafting Artificial Crowns Upon Natural Crowns 
and Roots. Register, H. C. 425-426. Dise. 426. 


Cosmos (Dental), XXIII, 1881. 
Grafting Artificial Crowns in Lieu of Plates. Reg- 
ister, H. C. 257-261. 3 illus. Disc. 261-266. 


Cosmos (Dental), XXV, 1883. 

The Cap Plate; A New Appliance ‘in peochantont Den- 
tistry Dexter, James EB. -350. 1 illus. 
The Cap Plate. Fletcher, Thomas. 

Cosmos (Dental), XXVI, 1884. 
Bridge Work. 9. Ed. 
The Cause of Failure in Bridge Work. Palmer, P. 


A. 317-319. 
Bridge Work. Haskell, L. P. 576. 


Cosmos (Dental), XXVII, 1885. 


Bridge Work. Brown, E. Parmly. 601-602. 


D34 Surgical Prosthesis. 


Dental Office & Lab., VII, 2nd Sor. — 
Bridgework. Low, J. E. Oct. 1-3. 4 illus. 


wa State Dental Soc. Trans. 
Bridge > Work. From the Stand 
Kulp. 119-123. Dise. 123-1 


Items of Interest Pie 3 1884, 
Bridge Work. Haskel PD st-318. 
Bridge Work, &c. P 490. 

Items of Interest (Dental), 
Bridge Work. M’Graw, D. F 
Bridge Work. Taft, J. 


ssourl Dental Jnl., XV, 1 


> 1885. 
int of a Wearer. 


an 1885. 
65-67. Abstract. 


sade. Spence, Stewart = "Dee. 413-414. Se- 
lected. 
Odontolog. Soc. Trans., XVII, 2nd Ser., 1884-85. 
ee fe Elliott, Sz. George. 230-232. Disc. 
-236. 
Ohio State Jnl. Den. Sci., III, 1883. 
Bridgework. Low, J. E. 427-434. 11 illus. 
Bridgework. Spence, Stewart J. 544-545. 


Record (Dental), IIL 


Bridge’ Work. Spence, Stewart J. 562. Abstract. 
Record (Dental), IV, 1884. 
Bridge Work. De Trey. 461. Clinic. 


Record (Dental), V, 
Brid Work, Elliott, +e George. 275-277. 


T- 
Bridge Work. Mecredy, R. H. 433-436. 


Register (Dental), XX XIX, 
Discussion on Improvements in Prosthetic Dentistry. 
228-230. 


Disc. 


w (Dental, Charlotte, Mich.), I, 1884. 
Bridge Work, 15. Selected. 
Southern Dental + III, 1884-85. 
ar ae Rawls, A. O. 440-403. 
n Dental oul. IV, 1885 


Bride’ Work. Brown, E Parmly. 37 og 
Discussion on Bridge Work. 3 


‘exas Dental Jnl., Il, 1884. 
Bridge Work. Haskeil, L. P. 35. Selected. 


Obturators and Similar Appliances. 


Prosthesis in Treatment of fractured jaws, see D713. Articles on Cleft Palate, see D751. 


American Dental Assn. Trans., 
Appliance for Improving Speech. 
1 illus. Dise. 80. 


merican Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
Hard Rubber Appliances for Congenital’ Cleft Pal- 
ate. Gunning, Thomas Brian. 289-298. 4 illus. 


1883. 
Kingsley. 76-80. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
Artificial Palate. 383. Abstract. 


American Jnl. Den. XVII, 3rd Ser., 1883-84. 
Mechanical Treatment “t “Cleft Palate, Obturators, 
and Sane Velum. Booth, Oscar. 357-362. 
ecte 


British Dental Assen. Jnil., II, 
Closin jthe Gaps s Caused by 0 
inson, Cavaliere. 460- 


h Dental Assen. Jni., 1882. 
Artificial, Substitutes for Nose and Jaw. 


ations for Tumours. 


Watson. 


British Dental Assen. Jni., I 
Obturator and Nose Sepoest j A, ‘Case of Extensive 
Syphilitic Destruction of the Nasal Bones and 


Palate. Macleod, Bowman. 547-548. 


British Dental Assen. Jni., V, 1884. 
L’Homme a La Tete De Cire. 379-380. Selected. 


ritish Dental Assn. Jnl., VI, 1885. 

Relative Merits of Plastic Operations on the Palate 
and the Use of Prosthetic Apparatus as a Substi- 
tution for the Former. Trelat. 123-124. Selected. 

Discussion on Mechanical Restoration of Ravages 
Caused by Malignant Disease. 218-219. 


British Jnl. Dental Science, XXII, 

Hard-Rubber Appliance for Congenital Clete Palate. 
Gunning, Thomas. 172-178. illus. Selected. 
Wire Support for the Nose in a oo of Sy = 
—— of the Septum. Ranger. 265- 2 Re- 

marks. 4 


British Jnl. Dental Science, XXIV, 
Cleft and Perforate Palate. ‘Mechanical *Treatment.) 
Turner, W. A. 102-109. 


British Jnl. Dental Science, XXV, 1882. 
Artificial Vela. Macleod. 196. 
The Treatment of Cleft Palate. (Surgical and Me- 
chanical. Heath, seeetapnes. 1131-1135. 2 fl- 
lus. 1176-1182. 3 illus. 


For index and key to classification numbers, see pink sheets. 














tish Jnl. Dental Science, XXVI, 1883 
artificial Obturator and Nasal Support. 
336-338. isc. 338-339. 


“Macleod. 


British Jnl. Dental Scien XXVILI 
Reparation of a Defect in the Upper Jaw, _ by 
a Gunshot Wound. Bleichsteiner, Anton. 87- 


Selected. 
Getting | =. Artificial 117-118. 
t 
On Setting “Ss on Jaws. Kay, W. 
507-509. ted. 


Excision of the Left Supemee 2 Maxilla: enesetive 
Dentistry. Jenkins, O. 1-812. Selected. 

An Improved Appliance in_the Ph ay Treat- 
ment of Cleft Palate. Baker, Henry A. 847-848. 
Selected. 


British Jnl. Dental Science, XXVIII, 1885. 
Artificial Restoration. Sjoberg. 4 
Hare-Lip Operation. New Apparatus for Drawing 
zepeees the Cheek. Cheesman, William 8S. 141- 


142. 
Vulcanite Plate for a Patient Whose Right Superior 
Maxilla had been Removed. Hern. -387. 
isc. 387-388, 428-429. 
A Method for Producing the Kingsley Cleft-Palate 
701-704. Selected. 


Velum. Case, C. 8S. ecte 
Sim mSegtion of Obturators. 1002-1004. Se- 
ected. 


Jaws. (Appliance) 


(Appliance) 


Sauer. 


S. Dental Assen. Trans., 


California 1881. 
(Velum.) Odermatt, F. A. 


A Case of Cleft Palate. 
150-152. 


Cosmos (Dental), XIX, 

Experiment With ‘Artificial Palates. 
N. W. 231-236. 5 illus. 

Cosmos (Dental), XXII, 1880. 

Re Soft Rubber. 677. 

Re Obturators. Patterson, J. D. 678. 


Cosmos (Dental), XXIII, 


An Kingsley, 


An Appliance for Congenital, ‘Clete Palate. Baker, 
Henry A. 178-186. 5 illu 
smos (Dental), XXVII, 
Weber. 172. 


can of Cleft Palate With an a 
Dise. 172-174, 227-228. 

A Method of Producing the , ingste C Cleft-Palate 
Velum. Case, C. S. 385-3 


Independent Practitioner (Dental), 
Dental Prosthesis. (Replacing an A rtincial T Nose.) 
Kleinmann, Fr. 371-374. 


Independent Practitioner (Dental), VI, » 
The Construction of Suersen’s Obturators.. Weber, 
Th. 188-190, 243-245, 290-296. 3 illus. 
Cotes and Artificial Vela. Kingsley, N. W. 304- 


Artificial Appliances. Kingsley, N. W. 608. 


Jairus (Dental). II, 1881. 
An Obturator and Artificial Palate, Complicated With 
greene and Inferior Dentures. erriman, A. 
7 illus. Correction, 


Johnstons’ Dental Miscellany, III, 1876. 
A oP PF eee Dentistry. Kingsley, 
-7. us. 


Johnstons’ Dental Miscellany, IV La 
Obturators, Ancient and wy Kings N. W. 
361-366, 8 illus; 401- 404, 4 illus; 441- 7 14 illus. 


Johnstons’ Dental Miscellany, V, 1878. 
Mistery of Artificial Vela. Kingsley, N. W. 1-7. 3 


The Errors of Scientific Literature—Relating to Ar- 
tificial Vela. Castle, A. C. 281-287. 
nital Cleft Palate. 
-835. 4 ill 


Hard Rubber Appliance for Con 
Gunning, Thomas Bryan. 3 us. 


Johnstons’ Dental Miscellany, VI, 
Treatment of a Case of Perforation re the Palate. 
Waller, Robert. 231-232. 


Johnstons’ Dental 
Plates to Fill Up the Gap 8 eSiade de’ b 
Gold so Plates With Vela At 


N. W. 


VIII, 1881. 
Operations. 389. 
ched. Atkinson. 


(Dental), IV, 1882-83. 
87. ‘Selected. 


A cellulora 1d Nose. 
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For index and key to classification numbers, see pink sheets. 





157 


ssouri Dental Jnl. VIII, 18 
Entire Loss of Palate. Cravens, 7 unius B. 419-426. 
The Nose.—A Case. Keith, 
H. H. 482-484. 
uri Dental Jni., X, 1878. 
Hard. mubber Appliance for Congenital ba > Pale’. 
Guestag Thomas Brian. 617-625. illus. 667- 


(re Prosthetic Surgery.) 
3 illus. 


ssouri Dental Jnl., 

Mechanical Treatment of xMert t Palate, Obturators, 
ges Artificial Velum. Booth, Oscar. Nov. 342- 

Cleft Palate. (Obturators.) Patterson, J. D. Dee. 
387-388. 


Monthly Review of Den. Sasser. EV 
Notes of Six Cases of Congenital eforimity y™ the 
sane Treated Mechanically. Hogue, T. Wilson. 


onthly Review of Den. Rursery, 
Hard. ‘Rubber Appliance for Congenital Cleft Palate. 
a Thomas Brian. 515-523. illus. Se- 
ected. 


Monthly Review of Den. Surgery, VIII, 1879. 
Mechanical Restoration. 173. 


w England Jnl. Dentistry, III, 1884. 
Substitutes for ‘ee Jaws. ay, W. 156- 158, 225- 


ns. 
An Improved A pihanee in the Physiological Treat- 


ment of Cleft Palate. Baker, Henry A. 269-277. 
5 illus. 
New York Odontological Soc. » 1879. 
Case of Double 2 and leet “Palate, Mechan- 
ical Treatment. Kin oe -1 
Cleft Palates. Dwinelle, W 
* Kingsley, N 


a | of Cleft Palate 


Odontographic Jnl., IV, 1883-84. 
Cleft Palate and Articulate to Kingsley, Nor- 
man, W. 133-138. 1 illus. 


Odon _y = Soc. Trans., XI, 2nd Ser., 1878-79. 
Syphilitie D se of the Septum. (fechanieal Re- 
storation.) Ranger. 113-114. Dise. 114-115. 
Successful Treatment of a Case of Perforation of the 
Palate, Due to Gunshot Injury. Coleman. 119. 


. Soc. Trans., XIII, 2nd Ser., 1880-81. 

Vuloanite 1 Pinte to Fill Up. the Gaps 1 Made by Opera- 
tions. Atkinson, Cavaliere. 183. 

Gold Palate Plates With Vela grnenes. Atkinson, 
Cavaliere. 183. Disc. 183-184 


Odon Soc. Trans., XVI, 2nd Ser., 1883-84. 
Artificial a. and Nose Support. Macleod, 
Bowman. 6-7. 


Soc. Trans., XVII, 2nd Ser., 1884-85. 
(For a Patient Whose Superior 
Been Removed.) Hern. 148-150. 


veloute oriite 
Maxilla Had 
Dise. 150-151. 


Ohio State Dental Soc. Trans., 
An Obturator to Replace a ise Maxilla. 
Thos. H. 59-60. 


Smith, 


Ohio State Jnl 


Den. Scl., II, 1882. 
A Come in Practice. (Obturator.) Tullis, J. B. 171- 


rd (Dental) 
Plates “A After wan." = “the Jaws. Atkinson, 8. 


Record ( pent)... II, 1882. 

Artificial Vela. Macleod. 89. 

Method 1 Accurately Adjusting Obturators. Tur- 
ner. \ 


Record (ented), Ft 1883. 
Two Cases of Artificial’ Noses. Coulliaux, A. 620. 


Trans. 
Record (Dental), V, 1885. 

Prosthetic Appliance %b Conceal Deformities. Hern. 
174. Dise. 174-175. 


Dr. O. Guerim’s Artificial Velum Palate. 522. 
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Register (Dental), XXX, 1876. 
Discussion on Mechanical Dentistry, Including Ir- 
regularities of the Teeth. 307-309. 


Register (Dental), XXXII, 1878. 

Hard-Rubber Appliance for Congenital Cleft Palate. 
Guanine, Thomas Brian. 513-521. 4 illus. Se- 
ected. 





D34 SURGICAL PROSTHESIS 


Jni., II, 1884, 
Clett ‘Palate. mtvela) Patterson, J. D. 3. 


D37 Dental Physics. 


Calif. State Den. Assen. Trans. 
Some Notes Relating to Chemistry” “Metailurey, and 
pny mes oe as p 408 ied to Dentistry. Know 


onto phic Jnl., IV, 1883-84. 
A on in Physics. 95-97. Selected. 


D38 Dental Chemistry. 


American Dental Assn. Trans., 
Report of the Commeeetee on Dental 1 Chemistry. Pal- 
mer, 8S. B. 1-106. Dise. 115-122. 


American Dental Assen. Trans., 1877. 
Repest oft the Committee on Chemistry. Cassidy, J. 


Report on Chemistry. (Mercury and Its Compounds.) 
Essig, C.J. 137-139. Dise. 140-142. 


American Dental Assn. Trans., 
feport < a on Dental Ba cates. Noel, L. 
G. 9-222. Disc. 222-223. 


merican Dental Assn. zeane-. 1883. 
Chemietry. Buckingham. 70-71 

merican Jnl. Den. ay 
The er; of Salicylic fe Acid. 3 $36. Selected 
Cement for Rubber and Glass. sa Selected 


merican Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Solvent for Rubber. 91. Ba. 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
Chouetez and Therapeutics. (re Fillings.) Ford, 
W. W. 223-231. 


Archives of Dentistry, I, yest. 


Chogests. Taggart, m. 354-355. Dise. 355- 


British Jnl. Dental Science, XIX, 
Snow-White Salicylic Acid. “chemistry” ‘of.) 
ert, Aug. 24- Selecte 


British Jnl. Dental re XXIII, 
The Sompouttion of Tonga: A Re “i Hteputsa Moresty for 
Neuralgia. Gerrard, A. 


British Jnl. Dental Science, XXV, 1882. 
Pure Chloroform. 280-281. Ed. 


California 8. Dental Assen. Trans., 1879. 
Report of Committee on Dental Chemistry. Asay, J. 
L. 244-248. Disc. 248-250. 


Calif. State Den. Assn. Trans., -83-84-85. 
Some Notes Relating to em = Ry .o< and 
ehyees 0 Applied to Dentistry. Knowles, 


Raut- 


Caulk’s Dental Annual, 
Chemistry and Dentistry. "stabblefield, D. R. 60-62. 


Cosmos (Dental), XTX, 
Dental Gemistey 5 Mepers A Committee. Palmer, 8. 
B. 23-25. Di 


Chenetz Report of Comnittee. Cassidy, J. 8. 


Chemistry. Besig, Cc. J. 634. Disc. 634-635. Cor- 
rection, Vol. XX, 66 


Dental), XXV, 1883. 


Chemistry. uckingham, T. L. 580. 


ore tah 
The, “Odors W FM ——. Charles. 732-740. 
se 


Dental Office & Lab., IV, 2nd Ser., 1880-81. 
Making Quantitative Analyses of Amalgams. 
pr a 


Essig. 


Herald of Dentistry, Il, 1882-83 
Test for Chloroform. Yvon. Oct. 10. Selected. 


Minols State Dental Soc. 


Chemistry. Taggart, W. H. 146-158. ise. 153-155. 


Independent Practitioner (Dental), V, 1884. 
ee of paeesotes and Disinfectants. Mayr, 
arles. 


Items of Interest (Dental), a 1880. 
now to Detect Cadmium in Amalgam. Howe, J. M. 


4. Selected. 
Items of Interest (Dental), V, 1883. 
Oxygen. Steele, J. D. 83-86. 
Ozone. Steele, J. D. 136. 
A Gpeer 4s ame of the Oil of Cloves. Bottger. 145. 
oe _ Steelle, J. D. 184-185. 
Papier-Mache. 241-242. Selected. 


The Nascent State of Chemical Reagents. 386. Se- 


lected. 


Items of Interest (Dental), VI, 1884. 
Isomerism. 461. 


Items ot See (Dental), VII, 1885. 
pomioeery- aggart, Wm. 


-24. 
— Ss or arb a een Its Affinities. Elliott, W. 


Jairus (Dental), I, 
Repert of Committee By ‘Dentel Chemistry. Asay, J. 
L. 170-174. Dise. 174-176. 


Dental Jnl., XI, 1879. 
5 wisubetitute for Gutta Percha. 170. Se- 
ec 
A Valuabie Convenience for the Laboratory—Boiling 
pee A Ten Seconds. Fletcher, Thomas. 329- 
‘ ected. 


Balata ta, 


Missouri Dental Jni., XII, 1 
Report ¢ Committee on Dental Chemistry. Asay, J. 
L. 158-165. Selected. 


Missouri Dental Jnl., XIV, 
The Reducing Power o Conimercial Oil of Cloves. 


Bottger. 478. Selecte 
ssouri Dental Jnl., 1883. 
4 Principles. Shes.) Sanborn, J. 
F. July. 145-1 


Monthly Review of Den. 8 » VII, 1878. 
Examination of Commercial Wax. -31. Selected. 
Adulterated White Wax. 31-32. Selected. 


New England Jnl. Dentistry, III, 1884 
for Dental Chemists. Mayr, Charles. 


Somethin 25-26. 
A ion mical Product—Inflammable Liquid. 222- 


For index and key to classification numbers, see pink sheets. 



























New York Odontological Soc. Trans. 


Alloys and Amalgams Chemically Considered. Ho: Howe, 
Morgan. 10-16. Dise. 17-22. 


A Test for Cadmium in Our Amalgam Alloys. Howe, 
. M. 48-49. 


Ohio State Jnl. Den. Sci., V, 1885. 
Familiar Chemical Actions Simplified. 583-585. Ed. 


Register (Dental), XXXIV, 
Report of Committee of Dental ‘Chemistry. Asay, J. 
L. 66-70. Selected. 


Register (Dental), XXXV, 

Chemical Theory, or Chemical Philosophy. Lloyd, 
J. U. -126. Selected. 

Solution and Suspension. 432-433. Selected. 


D39 Dental 


Soldering. Blow pipes. Tempering metals. 
See D41. Soldering in Orthodontia. 


vertiser (Dental), XII, 1881. 
Critieism of Dr. rk s Statement on Alloys. 
Thomas O. 127-128. Selected. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Hardening Compound for Steel. 93. Sel d. 

The New Metal Gallium. 186 Selected. 

Washing and Squeezing Amalgams. 372-373. Selected. 


Oliver, 


merican Jnl. Den. Sci., , 3rd Ser., 1877-78. 
Dental Alloys. Chase Henry a 179-181. ‘Selected. 


Substance of Lectures on Gold. Hodgkin. 
(Cont. in Vol. XII.) 


American Jnl. Den. Sci., XII, 
Substance of Lectures on Gold. 
XI.) Hodgkin. 
A New Blow-Pipe. 
—_ of Some Recent Experiments. 
ect 
Some Experience With Dental Amalgams. 
Selected. 


3rd Ser., 1878-79. 
(Cont. from Vol. 
35-39, 173-177, 272-275. 

84. Ed. 


277-279. Se- 
320-323. 


merican Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
a and Chemistry of Metais. Hunt. 315-316. 
78. Ed. Correction, 424-425. > 
Heating Metals in Vacuo by the Electric Current. 
418-423. Selected. 


merican Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 


A Valuable New Compound Metal. Spence. 43-44. 
Spence’s Metal. 334. Selected. 
Alloys and Solders. 429-430. Selected. 

American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
The Structure of Metals. 38-39. Selected 
Hardening and Pe = FF Instruments. Blake, 

Chas. A. 

Tempering Steel. 480. 

American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 

Gold Alloy. Dorrance, W. "H. 575. Selected. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
Tempering Steel. 187. Selec 
Aluminum Alloy. Harkins, D. G. 331. 


n Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 

The Attilisation of Waste Scraps of Old Amal 8 

and by Products of Dental Practice. Mayr, Chas. 
467-469. Selected 


Archives of Dentistry, I, 1884 


Dr. Cushing on Tempering Instruments. 122-123. 
Selected. 
A New Steel. 336. Selected. 


Soft Solder and Flux. ne. 
A Gas Furnace for Metal urgy. o7y olline, William 
Herbert. 543-544. 2 illu 


Archives of Dentistry, I, 
Tee by pay of Waste Scraps ne Old Amal 
by Products of Dental 
97-99, 127-128. 


ractice. Mayr, ~~ 
Clinic. 
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Register (Dental), XXXVI, 
— ae = Practice of. Dentistry. Davis, H. 


Register (Den VII, 1883 
il via. 7 Fe Buckner, N. L. 8S. 378- 


Dental), XXXVIII, 1884. 
aggart, Wm. H. 4 


Chemistry. -485. 
a. Purity of Iodoform. Bouma. 563. 


, 


‘exas Dental Jnl., I, 1883. 
Denial Chemistry. es T. H. 26-27. Disc. 42. 


Dental J » 
Chemistry and Dentletry. Stubblefield, DR. Bz 
Selected. 


Metallurgy. 


Fhe Zeeqgment of Steel for Tools. Mayr, C. 250- 


Trans. 


British Dental Assn. Jnl. 
The Lectures on Metallurgy. Mies 317. Reply, 359- 
360. Corres. 


British Dental Assn. Jnl., II, 1 
Repl ly to the Criticism on My Dental Metallurgy. 
letcher, Thos. 468-469. Corres. 


British Jnl. Dental Science, XIX, 1876. 
Some Ex +. With Palladium. Fletcher, Thom- 


as 9 
Cleaning and Reducing Gold Fillings. Fletcher, 
Thomas. 369. 


British Jnl. Dental Science 
A Simple Furnace. (For Melting Gold. , * 716-717. 


British Jnl. Dental Science, XXI, 
The Production of Fine Metal Gesclage. 


Thomas. 15-17. 
A New Lime Light. 43-45. Selected. 


Fletcher, 


British Jnl. Dental Science. at 1879. 
Method of Tempering. Brow 39. 
Dental Alioy. 748-749. 

The Action of Platinum. 763-764. Selected. 
Dental Alloy. Fletcher, Thomas. 790. 


British Jnl. Dental Science, XXIII, 1880. 

Dental Alloy. Rogers, T. Ab braham. -59. 

Lectures on Metallurgy at the Dental Hospital of 
London. Fletcher, Thomas. 607-608. 


British Jnl. Dental Science, X XV. 
On the More Important Metals Used 2 Dentistry. 
Foulds, William H. 
Alloys. Guetlier. 806-809. Selected. 
Tempering Fine Excavators. 868. 
A New Melting Stove. 1002-1003. 
ees New Stove for the Ladle. 
us. 


1202-1203. 1 


British Jnl. Dental Science, XX VI, 1883. 
sae S Combustion. Fletcher, Thomas. 
st 
Microscope. ‘Structure of Malleable Metals. 
Selected. 


231-235. 
394-395. 


Dental Science, XXVIII, 


sh Jn 
The "Ouilizaiion 4 Waste Sera raps of Old oo 
and B i ~~~) of Dental Practice. Mayr, has 


Gold Solder. Patrick, J. J. R. 652-653. Selected. 


Calif. State Den. Assn. Trans., -83-84-85. 
Some Notes Relating to Chemistry, yh tae and 
Tavees as Applied to Dentistry. Knowles, 8S. B. 
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Dental Office & Lab., Il, 2nd Ser., 1878-79. 
Making, Tempering and _hepaiting Instruments. 
Buckingham, T. W. 


Dental Office & Lab., V, 2nd Ser., 1881-82. 
How To Make a Most Excellent Nerve Canal Cleaner. 


July. 


Dental Office & Lab., VII, 2nd Ser., 1883-84. 
Instrument-Making. Bliven, C. F. Oct. 9. Selected. 


Dental & Lab., VIII, 2nd Ser., 1884-85. 
Receipts for Gold and Silver Solders. ‘April. 5. Se- 
ecte 
Soldering. Bonsall. July. 3. 
To Mend a Chip Blower. Oct. 5-6. 


tal Office & Lab., 1X, 2nd Ser., 1885. 
Makiog Solders. Hall. April. 7. Selected. 


Herald of ey 1881-82. 
Theory vs. Facts. —y*-t Sept. 11. 


rald of Doptiotsz. IV, 1884. 
The “ee of Gold -15. 


Independent Practitioner 
Separating Gold, Silver and 
trolysis. 290-291. Selected 


Independent Practitioner (Dental. IV, 1883. 
Gold Alloy. Dorrance, W. H. 109-110. 
Hard Tempered Drill. 542. elected. 


Ind mdent Practitioner (Dental), VI, 1885. 
A Good Investment. 677. 


Dental), II, 1881. 
opper Alloy by Elec- 


Items of Interest (Dental), III, 1881. 
Aluminem. Clark, A. 13. 
Soldering and Working Aluminum. Essig, G.L. 28. 
Tempering Instruments. 66. 


choqeaas and Tempering Instruments. Blake, Chas. 
Items of Interest (Dental), IV, 1882. 

Reese Cast Gold Alloy. Atkinson. 179. 
Items of Interest ( 

To Give Gold Ames the c Color P ‘Gola: Schlosser. B. 

ect 

Steel and Its Sompering. Franklin, B. W. 170-171. 

Solders and Solderin = 1-833. Selected. 

Gold Alloy. 385. Selec 

Separation of Silver Soom Alloys. Solthien. 386. 


Selected. 


Items of Interest (Dental), VI, 1884. 
The Composition of Gold Solder. 
The Addition of Gold “ Platinum to Silver and 


Tin Aners. Tomes. 
Metallurgy. Robinson. 487-488. 
Gold Solde Patrick, J. J. R. 577 


on a “Silver Solders. Hall, W. R. 590-592. Se- 
t 
Platinum. 625-626. Selected. 


Items of Interest (Dental), VII, 1885. 
Gold Solder. Patrick. 75. 
Platinum. Essig, Chas. J. 110. 
Tempering Process. Gabriel, P. 
Silver- Abenlone Alloy. 509. 
547-48. Ed. 


320. Selected. — 
Aluminum. 


Missouri Dental Jnl., IX, 1877. 
A New Reagent for Gold. 295-296. 


Missouri Dental Jnl., XI, 

Are the _ tH - a ‘(Transmutation of 
Metals.) 55-56. —- Comment, 56-57. 

New Alloy. 359. 

Metallurgy and Chemistry of Metals. Hunt. 597. 
Abstract. 


ri Dental Jnl., XIII, 1881. 
moctealan Steel. 477. 


Missouri! Dental Jni., XIV, 
The More Important Metals 

Foulds, William H. 64-72. 
Alloys. 322-324. Selected. 
Fusion of Metals. 383. Selected. 
Tempering Steel. 507-508. Trans. 


Dental Jnl., XV 
June. 114- iis. Selected. 


“Used in Dentistry. 
ected. 


Missour!l 
Tempering Steel. 
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onthly Review of Den. Sur, ery Vi, ust 
Fleteher's Patent Union Hot Blast ieaelee for 
Candle, ane or Gas. 92-93. 
Dental Alloys hase, Henry 8S. 318-320. Selected. 


Monthly Review of Den. Surgery, VII, 1878. 
Results of Some ~ Experiments. (re Alloys.) 
313-315. Selected. 


New England Jnl. Dentistry, I, 1882. 
The Rare Metals and Their Possible Use for Dentists. 
Mayr, Charles. 165-172. Reply to a Criticism, 


266- 
Volatility of Mercury Where Combined With Other 
Metals. 226-227. Selected. 


New England Jnl. Dentistry, Il, 1883. 
Tools Ruined by Overheating. 25. 
A Look Into the Future. fold Supply.) 247-248. 


Ed. 
Instrument Making. Bliven, C. F. 279-282. 


New England Jnl. Dentistry, III, 1 
Non-Corrosive Soldering Fluid. 73. Sele ected 
A Gas Furnace for Metallurgy. Rollins, 

Herbert. 447-448. 2 illus. 


William 


New York Odontological Soc. Trans., V, 1879. 
Tempering Steel. Dwinelle, W. H. 208-209. 


(Dental, Knightstown, Ind. 1881-82. 
How to “Make Nerve-Bristles. Chupein n, Thee F F. 5. 
ecte 


News, (Dental, Knightetown, Ind.), VI, 1883-84. 
a Instruments. Cushing and Morrison, W. 
. 39-40. lected. 


Chouteqeaaiie Jnl, IV, 1883-84, 

Substitute for Gutta Percha. 91. Selected. 
Practitioner (Dental), 

Rules for Alloying Gold. Wildman, 79-80. 


Practiti © (Dental), II, 1. 

Solders and Soldering. ‘aall, . R. 222-224. 
Practitioner (Dental), III, 1885. 

Solder = Soldering. Hall, W. R. 


(Dental), II, 1882. 
of Heat Necessary to Melt Zinc, Tin, Bis- 
muth, and Lead. Ledebour. 191. 
rated of Heat on Zine. Kalischer. 209-212. Se- 
ecte 
A New Method of Fompering | Metals. 238. 
Colouring Gold. Schlosser. 


357-359. Selected. 
Sands and Quartz for i "Separation of Gold. Kay- 
ner, D.P. 527. Selec 


Record 
Quantit 


Register (Dental), XXXV, 1 
The a of Metals. 200510. Selected. 


Beqieter (Pye. XXXVI, 1882. 
On Soldering in Dentistry. Dorrance, W. H. 607-611. 


Register (Dental), XXXVIII, 1884. 
Copper Wedge and Matrix. Hofe, N. 8S. 49-50. Cor- 
res. 


ister (Dental), XX XIX, 1885. 
Steel Uniformity. 0-9 . Selected. 
Idunium. 93. 


The Precipitation “ot “Gold. 93. Selected. 
A Preparation of Magnesium. 94. Selected. 


St. Louls Dental Quarterly, 78. 
_-* of Some Recent yf (re Alloys.) 


ly. 12-13. 
Fermains for Gold Alloys That are Not Good. July. 
Gold Alloys for Dental Purposes. Oct. 36. Ed. 


Southern Dental Jnl., I, 1882-83. 
Alloys. Guetlier. 204-206. Selected. 
Tempering Metals. Clemandot, M. 217. Selected. 


Southern Dental Jnl., ITI, 1884-85. 
On Temperin ¢ Instruments. ‘Cushing. 116. Selected. 
Solder. Pat -239. 


Soft Solder and. Flux. 395. Selected. 


For index and key to classification numbers, see pink sheets. 























agement of Children. 


See D4a, Normal Occlusion; D41, Instruments and Appliances; D42, 
D44, Retention; D45, Development of Face. 


D43, Treatment ; 


Archives of Dentistry, I, 
——— in Human Teethe * Patrick, a & & 
424 


British Dental Assn. Jnl. 
The Mouth in the Insane. 
Dise. 401-408. 
Cosmos (Dental) XXII, 1880. 
Discussion on Dr. Kingsley’ s Book on Oral Deformi- 
ties. 308-310. 
Illinois State Dental Soc. Trans., 
Irregularities. Cushing, G. H. 114- un “4 illus. 
Independent Practitioner (Dental), V, 
Irregularities in Human Teeth; or, Dental Teratolo- 
gy. Patrick, J. R. 573-575. 


‘Ricaes W. A. 413-415. 


D4 Orthodontia. 
Relation of Orthodontia to Dentistry and other specialties in Medicine. 


Facial Expressions. Man- 


Etiology and Diagnosis; 


Items of Interest (Dental), III, 188 
—. of Teeth as a a of Civili- 
zation. 


minary (Dental), I, 1879-80. 
The ‘Duties of the Dentist. Ford, W. W. 1, 47. 
News, (Dental, Knightstown, Ind.), VI, 1883-84. 
Mechanical Dentistry. (Orthodontia.) Hooper, J. 
Dec. 3. Selected. 


Odontolog. Soc. Trans., XIII, 2nd Ser., 1880-81. 
Irregularity of the Teeth and Brain Deficiency. Can- 
ton, F. 81. Dise. 81-82. 


D41 Instruments and Appliances used in Orthodontia. 


Soldering devices for Orthodontia. 
See also D43, Treatment of Cases. 
British Jnl. Dental Science, XXV, 


The Expansion ote ee. Plate. SR oanctan. 
Peter. 45-47, 205-206, 254-255. Corres. 
Gutta-Percha oo lmpressions in Regulating. Coffin, 

Walter. 


New Clamps for Back Molars. 1100. 2 illus. 
A New Expander. Robertson, L. 1150. 


British Jnl. Dental Science, XX VIIL 
Etieden’ Congstcanes for the ae of Teeth. 
dam, G. C. 44-45. Dise. 45. 
Cali ver Spreaders for Widening the Dental Arch. 
‘arrar, J. N. 802-804. Selected. 


Cosmos (Dental), XX, 1878. 


A aoaees Appliance. Hyde, W. E. 406-407. 3 
us. 


Cosmos (Dental), X XI, 1879. 
Re Manufacture of Regulating Apparatus by J. N. 
Farrar. 592. 


amos (Dental), XXIV, 1882. 
Coffin Pts ee for Regulating Teeth. McKellops, 


osmos (Dental), XXVI, 
Triplex. Acting Device for ‘Regulating Teeth. Far- 
J.N. 671- 2 illu 


rar, J. 673. 

Apparatus for Rotation of the Teeth. Farrar, J. N. 

8-720. 3 illus. 

Cosmos (Dental), XXVII, 1 

Apparatus for reo eth Teeth. w Barrer, J. N. 3-7, 
14 illlus; lus; 464-467, 8 illus. 

Dental Daniistiog Apparatus. Talbot, Eugene S. 
274-276. 3 illus. 


For index and key to classification numbers, sce pink sheets. 


Johnstons’ Dental Miscellany, VI, 1879. 
Contrivance for Twisting Malplaced Teeth. 
Storer. 310. 


mary (Dental), IV, 1882-83. 
Coftlin Split | Plate for Regulating Teeth. McKellops, 


Bennett, 


New Jersey State Den. Soc. Tran 
The Use of the Patrick Re ulators, “illustrated B. | 

Models and Diagrams. rown, Cc. nd 

Brown, G. Carleton. 32-33. Disc. oan 


New York Odontological Soc. Trans., 1885. 
Regulating Apparatus. Perry. 55. Dise. 55-57. 


Odontolog. Soc. Trans., XI, 2nd Ser., 1878-79. 
Contrivance for Twisting “Maiplaced Teeth. Bennett, 
Storer. 158-159. 


tolog. Soc. Trans., XIV, 2nd Ser., 1881-82. 
Method ‘of Making Steel Springs. Stevenson. 167. 


Odontolog. Soc. Trans., XVII, 2nd Ser., 1884-85. 
Effectual Contrivance for the Regulation of Teeth. 
raking G.C. 36-37. Dise. 37. 


ord (Dental), III, 1883. 
The eo of the Screw ‘in Regulating Teeth. Free- 
man, W. H. 513. Abstract. 


Southern Dental Jnl., I, 1882-83. 
New Method of seaetrecting, Apptances for Regulat- 
ing Teeth. McKellops, 321-322. 


Southern Dental Jnl., IV, 1885. 
Discard Oxyphosphates. aera, C. A. 238-239. 
Coffin Plate, Walker, J. R. 255 
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D42 Etiology, Diagnosis, Classification of Cases of Orthodontia. 


See also D4. See subdivisions: D421, Heredity; D422, Habits; D423, Nasal Conditions; D424, 


Extraction of Teeth as a cause of Irregularities. 


American Dental Assn. Trans., 1876. 
Report of the Committee on Etiology 

tionate Reduction * Size of the 

Hawxhurst, D. C. 147-151. Dise. 173-176. 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
The Causes of Irregularities of Position of Teeth. 
Gunning, Thomas Brian. - 


(Dis reper 
Joe and ) 


American Jnl, Den. Sci., XVI, 3rd Ser., 1882-83. 
Malformation of the Jaws of a Horse. Liautard. 
479. Selected. 


American Jnl. Den. Sci., XVIII, 3rd Ser 
Irregularities of the Teeth. (Causes.) 
Norman. 452-458. Selected. 


British Dental Assn. Jnl., 
The Causes of Irregularities ne Position of Teeth. 
Gunning, Thomas Brian. 622-623. 


-, 1884-85. 
Kingsley, 


British Dental Assn. Jnl., V, 1884. 
Serious Results Which Might Happen to Rodent Ani- 
mals From the Continuous Growth of Their 
Characteristic Teeth When From An Cause 
Their Normal Antagonism Was Lost. 362. 


British Jnl. Dental Science, XX, 1877. 
Discussion on Irregular and ‘Abnormal Tooth De- 


velopment. 363- 


British Jnl. Dental Science, XXIII, 1880, 
Causes of Irregularities in the Position of the Teeth. 
(Etiology.) Matthews, W. 665- 


British Jal. Dental Science, XXIV, 
Two Cases of Protrusion of the a ‘Central In- 
cisors. Sewill, Henry. 491. 
The on ein and Treatment of Certain Irregularities 
the Teeth. Coles, Oakley. 966-971. 
The "Causes of Irregularities of Position of Teeth. 
Geuasias. Thomas Brian. 999-1000. Disc. 1000- 


Carabelli’s Mordex Prorsus and Its Relation to Prog- 
nathia Ethnologica and Meyer's Crania Progen- 
oea. Iszlai, Jozsef. 1000. Abstract. 


British Jnl. Dental Science, XX VI, 1883. 

The Etiolo ogy of Dental Irregularities. Burton, Hy. 
Sanfor 114-1 

Abstract of Paper = Congenital Double Lower Jaw 
in a Girl, Aged 14. Meyer, Willy. 1058-1062, 
1109-1112. Selected. 


British Jnl. Dental Science, XXVII, 

The Irregularity of Sar crowding of othe Front 
Under Teeth in Child 207. Selected. 

On the Causes of bisproportion Between the Size of 
the Jaw and the Teeth. Parreidt, Jules. 712- 
713. Selected. 

Disturbances in the Development of Childrens Teeth. 
Morquextean, Michael. 1062-1065. Selected. 

Irregularities of the Teeth. elegy inst Treatment.) 

ingsley, Norman. 1089-1002, 11 

Causes of Changes in the Angles of the "Edate Jaw. 

Witzel, Anton. 1114-1115. Selected. 


mos (Dental), XX, 1878. 
Crowded. Dentures. (Classification of Cases.) 464, 


57. 


Cosmos (Dental), XXII, 1880. 
The Causes of Crowded Dentures and 7: me 


Trueman, William H. 43-52. Disc. 


Cosmos (Dental), XXIII, 
Causes of Irregularities of Position of the Teeth. 


Gunning, Thomas Brian. 


Illinois State Dental Soc. Trans.. 
Irregularities in Human Teeth: or, Dental Teratol- 
ogy. Patrick, J. J. R. 127-146. 17 illus. 


Items of Interest (Dental), VII, 1 
Causes of Irregularities. ingsley, 


i162. Abstract 
Irregularities. (Classification.) Jarvis, O. A. 474. 


Johnstons’ Dental neeore, V 
Deformities of the Upper Jaw; An vittens —~ a x * 

fication of Them. Coles, Oakley. 186-204. il- 

i 1 table. Disc. 204-205, 354-364. 3 illus. "00. 


885. 
Norman. 161- 


Missouri Dental Jnl., XII, 1880. 
The Causes of Crowded “Dentures and Irregularities. 


Trueman. 176. Selec 
in the Position of the Teeth. 


-574. Selected. 


tal Jnl., XTIL ~~ = 
Deformity, - Maxillae. "390-327. 
The Causes of Irregularities of Position of Teeth. 


Causes of Irregularit 
Matthews, — 


Gunning, Thomas Brian. 494-495. Disc. 495-496. 
Missouri State Den. Assn. Trans., 1881. 
(Etiology ; Treatment.) 


Irregularity of the Teeth. 
‘onrad, Wm. N. -97. 


New York Odontological Soc. Trans., V, 1879. 


Cause of ae. Atkinson. 166-i67. Com- 
ment, 
News, Geant, Knightstown, Ind.), I, 1878-79. 
Comp. of | eae Hawes, A. Cc. June. 4. 


News, (Dental, Knightstown, Ind.), II, 1879-80. 
Discussion on Infiuences Upon Second Dentition by 
Derangement of the First. 17. Selected. 


Odontolog. Soc. Trans., XII, 2nd Ser., 
Deformities of the Upper Jaw: An Attemr tea “Classt- 
fication of Them. Co coees- 108-135. 9 il- 


lus. 1 table. Disc. 


Odontolog. Soc. Trans., XIII, 2nd Ser., 1880-81. 
V-Shaped Dental Arch, ith Unusual Contraction 
in the Neighbourhood of the Second Bicuspid. 
Foran, J. -38. 
Irregularity of the Upper Jaw. May, Percy, 80-81. 


Soc. Trans., XVI, 2nd [ * i 


Odontolog. 
Sutton, John Bland. 


Malformations. 


Odontolog. Soc. Trans., XVII, 2nd Ser., 1884-85. 
—— Malformation of the Jaws. Mason, 
rowne. 


Record (Dental), I, 1881. 
The Origin and Treatment of Compete Irregularities 
of the Teeth. Coles, Oakley. 


Record (Dental), IV, 1884. 
Irregularities of the Teeth. (Etiology.) Kingsley, 
Norman. 563-569. Disc. 569-570 Vol. V, 57-62. 


Reeord (Dental), V, 1885. 

Malformation of the Jaws. Browne-Mason. 272. 
Register (Dental), XXXIII, 1879. 

Discussion on Influence Upon eon Dentition by 
Derangement of the First. 210-211 


ster (Dental), XXXVIII, 1884. 
Irregularity of the Teeth of Rodents. 461. 
Southern Dental Jnl., III, 1884-85. 
Irregularities of the Teeth. (Etiology and Regula- 
tion.) Kingsley, Norman. 501-507. Selected. 


For index and key to classification numbers, see pink sheets. 
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D421 Heredity as a Cause of Dental Irregularities. 


See also D42. 


ritish Jnl. Dental Science, XXVII, 1884. 
The” Possibilities of Hereditary Transmissions of 


Oral Lesions. Starbuck, . C. 929-930. Se- 
lected. 
Connecticut Valley Soc. Trans., 1876. 


Is om Dentition Miereditary ? Brackett, Cc &. 


Cosmos (Dental), XX VII 
Peculiar Type of Jaw and ‘teeth Inherited. Regis- 
ter. 373-374. Disc. 374-376. 


D422 Habits as Causes 


See also D42. 


Advertiser (Dental), XIII, 1882. 
On Tongue Sucking as a Cause of Protrusion of the 
Upper Incisors. King, Appleby. 6-8. Selected. 


American Jnl. Den. Sci., I Srd Ser., 1876. 
Are Irregularities of the Teeth Ever Caused by 
pone ane Thumb Sucking? Thompson, James 


American Jnl. Den. Sci., XV, 3rd Ser., 
The Origin 2 Treatment of Certain 2. + © 
of the Teeth. Coles, Oakley. 395-400. Selected. 
On Tongue Sucking as a Cause of Protrusion of the 
Incisors. King, Appleby. 462-466. Selected. 


British Dental Assn. Jnl., III, 1882. 
Thumb-Sucking. Goodwillie. 86. Abstract. 


British Jnl. Dental Science, XXIV, 
On Tongue Sucking as a Cause of Protrusion of the 
Upper Incisors. King, Appleby. 913-917 


pendent Practitioner (Dental), V, 1884. 
The Peauibilities of Hereditary Transmissions of Oral 
Lesions. Starbuck, W. C. 483-487. 


Missouri Dental Jnl., VIII, 1876. 

The Causes of — ~ — in the Development of the 
Fo | (Heredit ingsley, N. W. 57-70. Se- 
ected. 


New York Odontological Soc. Trans., II, 1876. 
Hereditary Irregularities. Goble, J. R. 29. 


of Dental Irregularities. 


Cosmos (Dental). XX, 1878. 
Thumb Sucking. Chandler, T. H. 440. 
Thumb-Sucking in Childhood as a Cause of Subse- 

= Irregularity of the Teeth. 565-569. 3 il- 


Cosmos (Dental), XXI, 
dees E Come of ee ey Gait.) Atkinson, Wm. 
693 -694 


mos (Dental), XXVI, 
Pig- Shaped Mouth, Caused by ‘Thumb- Sucking. Wat- 
kins, 8. C. G. 368. Cli 


Pennsylvania State Den. Soc. Trans., 1879-80. 
Discussion on Irregularities. 98-99. 


Southern Dental Jnl., II, 1883-84. 
Thumb-Sucking in Childhood as a Cause of Subse- 
= Irregularity of the Teeth. Chandler, T. 
. 524-528. Selected. 


D423 Nasal and Phrynegeal Conditions as Causes of 
Dental Irregularities. 


Treatment of Mouth Breathing. 
See also D42. 


British Dental Assn. Jnl., IV, 1883. 
Mouth-Breathing and Its Attendant Evils. Whiting, 
Guy F. 390-396, 553-558, 603-605. 


Cosmos (Dental), XXII, 1880. 

Errors in Conformation of the Nasai Chambers 
Studied With Relation to the Cause of Nasal 
Disease and Irregularities of the Teeth. 163-164. 


Dental), XXV. 
Mouth” Breat ing and Its Attendant Evils. Whiting, 
Guy F. 295-306. 


Cosmos (Dental), X XVI, 
Deformity of U ga Jaw oan a Adenoid Growths of 
Pharynx. 


ri Dental Jnl., 


Misso XV 
Mouth- "Breathing and Its Atiendant au. Whiting, 
Guy F. July. 162-175. Selected 


D424 Extraction of Teeth asa Cause of Dental Irregularities. 
See also D42. Extraction in Treatment. See D43. 


British Dental Assn. Jnl. 
Permature Extraction of the + Canines. 
Hutchinson, 8. J. 481-482. Disc. 482-485. 


ish Dental Assn. Jnil., V, 1884. 
On the $ 7 and Injudicious Extraction of Teeth. 
ia ot ioe ie "2 Kingsley, Norman W. 


On ro {= —%. = Rs 4 of the 7: ‘eon Ca- 
nines. Hutchinson, 8. J. 75-82. 21 


British Jnl. Dental Science, XXIV, 
Premature Extraction of the Y ath “Teeth and 
Irregularities. Wilson. 90. 


sh Jnl. Dental Science, XX VI, 


On the yoo Extraction of the :~ — Ca- 


yee ‘Teeth. (Irregularities.) Hutchinson, 8. J. 
1-922. Abstract. Disc. -925. 


For index and key to classification numbers, see pink sheets. 





164 


British Jnl. Dental Science, XXVI 
Discussion on Judicious and Injudiclous eteacticn. 
138-141, 181-183, 1-283. 


Cosmos (Dental), XXII, 1880. 
Case of ors a ae (Premature Extraction.) 
Francis. C. E 25-27 
Cosmos (Dental), XXVI, 1884. . 
Promesuse Removai of the Temporary Cuspid. 155- 
158. 
nd dent Practitioner (Dental), IV, 1883. 
fon of Kingsley, N. W. 


matenainn of Deciduous Teeth. 
397-401. 


Missouri Dental Jni., VIII, 1876. 
Lectures on the Premature Extraction of the Tem- 
porary Teeth. Gaddes, Thomas. 27- 


Premature Extraction of Temporary Teeth. Line, 
J. Edward. 456-473. 4 illus. 
Monthly Review of Den. Surgery, V, 1876-77. 
Line, 


Premature Extraction of Temporary Teeth. 
J. Edw. 379-387, 518-524. lected. 


Odoentological Sec. Penn. Trans., 1879. 

Sequences of the Extraction of the Lower First Per- 
manent Molars, After the Eruption + the Second 
Molars. Woodward, J. A. -36. 1 illus. Disc. 
36-37. 1 illus. 





D424 EXTRACTION OF TEETH, ETC. 


Pennsylvania Jnl. Den. Sci., Til, 1876. 

On the Premature Extraction of the Temporary Teeth 
as a Cause of Contraction of the Jaws and Ir- 
regular Arrangement of the Teeth of the Per- 
manent Series. Line, J. Edward. 355-368. 


Practitioner (Dental), II, 1884. 
Extraction of Deciduous Teeth. (Cause os snguine- 


ity.) Kingsley, N. W. 38-41. Select 
Record (Dental), III, 1883. 
Premature Extraction of the Temporary = i. 
Hutchinson, 8. J. 427. Abstract. 
ter (Dental), XXXVI, 
The Mtuiative Value of the Cus jueth (Extraction as 
a Cause of Irregularity.) rewer, F. A. 282-286. 
Selected. 
Register (Dental), XXXVII, 1883. 
Extraction of a Temporary Cuspid. 147. Corres. 


Register (Dental), XX XIX, 1885. 
Oral Deformity. (Irregularities Produced by Ex- 
traction.) Hooper, 377-382. 


Southern Dental Jnl., III, 1884-85. 
Extraction of Deciduous Teeth. Kingsley, 
Selected. 


. W. 39- 


D43 Treatment in Orthodontia. 


Appliances used in treatment of Cases. 
See also D41. 


Advertiser (Dental), XIII, 1882. 
The Old and new Methods of pegutating Teeth. 
Southworth, S. S. 97-101. 2 illu 


American Dental Assn. Trans., 1882. 
Some Thoughts on seeeiases Teeth. 
Wm. N. 43-45. Dise. 46-5 2 illu 


Morrison, 


American Jnl. Den. Sci. Srd Ser., 1876-77. 
Artistic Knowledge and Critical Taste in Dentistry. 
(re Geqgectcn of Irregularities.) Perine, George 
- 6-a2 


Den. Sci., XIII, 3rd Ser., os. 
Twistin Malpiaced Teeth. (re 
Bennet, Storer. 278-279. 


American Jnl. 
Contrivance for 
Treatment.) 


American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 
Extraction of First Molars. (Treatment of Irregu- 
larities.) Harlan, A.W. 38-40. Selected. 
General Csere of the Mouth for Patients Under Twenty 
Years of Age. (re Sueptpens of Crowded Mouths; 
Pyorrhea.) Taylor, L.C. 250-265. Selected. 
Irregularities of the Teeth and Their Surgical Treat- 
ment. Fox, Francis. 419-425. Selected. 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 

A Generalized Treatment of Irregularities. Coffin, 
Walter H. 385-392, 495-504. Selecte 

The Origin and Treatment of Certain ‘Irregularities 
of the Teeth. Coles, Oakley. 395-400. Selected. 


American Jnl. Den. Sci.. XVI, 3rd Ser., 1882-83. 
Treatment of the Mouth During the Eruption of the 
Permanent Teeth. (Prevention of Irregularities.) 
32-35. Selected. 
Some Thoughts on the Correction of Irregularity. 
98-200. 


Morrison, W.N. 196-198. Disc. 

American Jnl. Den. Sei., XVII, 3rd Ser., 1883-84. 
Things to be Considered in Regulating Teeth. Guil- 

ford. 184-185. Selected. 

American Jnl. Den. Sci., XVIII. 3rd Ser., 1884-85. 
Irregularity—A Practical Case. Weinrich, Chas. P. 


117-122. Selected. 
Prevention of Irregularity. Brownlie, 
Prevention of Caries and Irregularity. 
Brownlie, J. R. 305-306. 


Kingsley, 


J. R. 284-285. 
Sewill, Henry. 


Prowention of Irregularity. 
Di 306. Selected. 
Irregularities of of the Teeth. (Treatment.) 

orman. 72-458. Selected. 


For index and key to cl 


Extraction of Teeth. Prophylaxis. 
Instruments and appliances; D44, Retention. 


Choice of Teeth for Extraction for the Purpose of 


Uniformity. 524. Selected. 
an ularities of the Teeth. “(Regulation.) Kingsley, 
rman. 565-567. Selected. 


American Jnl. Den. Sci. =e. 2 3rd Ser., 1885. 
Regulating Teeth. 45-47. Selected 


Archives of Dentistry, I, 1884. 
Statistics Showin Which Teeth Should be Extracted 


in Crowded Dentures Where Expansion is Not 
Practicable. May. Percy. 85-86. 181-183. 3 
tables. Selected. 
Operative Dentistry in Belaticn to Regulating Teeth. 
Patrick. 218-220. ise. ae 280. 
A Case of Irregularity. Miller, J. E. 446-448. 
Report of a Peculiar Case of Malformation of ine 
Jaws, and the Treatment. Allport, W. W. 
556. 3 illus. Selected. 


Archives of Dentist 
a — r-Spreaders for 
ar 


for Widening the Dental Arch. 
rar, J. N. 289- 


British Dental Assn. Jnl., II, 1881. 

ier as | of Irregularity of the Dental Arch. Walk- 

The “Generalized Treatment of Irregularities. Coffin, 
Walter. 587-594. Abstract. Disc. 594- 

The Origin and Treatment of Certain Forms of Ir- 
regularities of the Teeth and Jaws. Coles, Oak- 
ley. 623-625. 


British Dental Assen. Jnl., III, 1882. 
Loss of Four Teeth Owing to the Misuse of India- 


Rubber Bente for Regulating Purposes. Daish, 
W. G. 104-1 
Gutta-Percha Impressions in Regulating. Coffin, 
alter. 118-120 
Correction of Irregularities. Murphy, J. 247-248. 


British Dental Assn. Jni., IV, 1883. 

Removal of a Permanent Tooth to Correct an Ir- 
regularity. Turner, J. 8. 1 

On Regulating Teeth. Tracy, Nathaniel. 166-168. 

Method of Treating a Very Coptracted Upper Maxil- 
Ja. Renshaw. 529 529-530. 


British Dental Assen. Jnil., V, 
Cases of Interest. Regulating. Stirling. 
Retarded Eruption of Permanent Central 
(Treatment of a Case of Irregularity.) 
man, John B. 428-430. Dise. 400-401. 
Irregularities of the Teeth. Kingsley, Norman. 
Dise. Vol. VI, 23-27. 


100-101. 
Incisor. 
Bridg- 


720- 


725. 


#, see pink sheets. 

















British Dental Assn. Jnl., 


Prevention of Irre ae. scales, J. R. 11-18. 
Dise. Vol. V, 

Case of Irregularity ao to Thumb-Sucking, With 
Treatment. Biggs, J. Austin. 406-408. 2 illus. 
British Jnl. Dental Science, XIX, aig 

Regulation Plates. Baikwill, F. H. 9-13, 3 illus; 


174-177, 3 illus. 


70-73, 1 illus; 128-132, 4 illus; 
Roberts. 


Cases of Irregularity and Treatment. 
217. 2 illus. 
The Sreptment of £ Dopaguiactstes of Permanent Teeth. 


The Use vi: the Lever in Rotating Misplaced Teeth. 
Dodge, Henry. 563. 


British Jnl. Dental Science, XX 
Rubber Dam in Regulation Cases. 
Discussion on the Subject of Irregularities. 


British Jnl. Dental Science, XXI, 1878. 

Treatment of Dental Irregularities; Extraction ver- 
sus Expansion of the Dental Arch. Coleman. 
233-235. Dise. 235-240. 


216- 


a 22. 
75-76. 


British Jnl. Dental Science, XXII, 1879. 
Disastrous Results Which Might Be Caused by the 

Injudicious Application of Regulation Plates. 

Tomes, Charles S. 130. Dise. 130-132. 
Contrivance for Twisting Misplaced Teeth. Bennett, 


Storer. 362. 
Case of Irregularity. 400-401. 


Robinson, George. 
British Jnl. Dental Science, XXIII, 1880. 

Irregularities of the Teeth and Their Surgical Treat- 
ment. Fox, Francis. 402-406. 


British Jnl. Dental Science, XXIV, 
Case of Irregularity of the Dental jy * Walker. 


Murrell, G. 622- 


274. 
Regulation of the Teeth in Adults. 
Coffin, 


A Generalized Treatment of Irregularities. 
Walter. 798. bstract. 

The Origin and Treatment of Certain Irregularities 
of the Teeth. Coles, Oakley. 

A Generalised Treatment of Irregularities. Coffin, 

Valter H. 

A Method of Rotating Incisor Teeth. Balkwill, F. 

H. 1125-1127. 3 illus. 


British Jnl. Dental Science, XXV, 1882. 
Correction of Irregularities. Henry, W. T. 511. 
Dise. 511-512. 
British Jnl. Dental Science, XXVI, 
On Regulating Teeth. Tracy, Nathaniel 459-461. 
Extraction of Deciduous Teeth. (Prevention of Ir- 
Kingsley, N. W. 982-983, 1078- 


sogptacities. ) 
1081. Selected. 


British Jnl. Dental Science, XX VII, 1884. 

Statistics Showing Which Teeth Should Be Extracted 
in Crowded Dentures Where Expansion is Not 
Practicable. May, Percy. 1-3. 

Models of es Cases. Stirling. 284. 

ee of the Teeth, and the Modern Method of 

orrecting Them. Crapper, J. S. 346-350. 3 
us. 

Regulation of Teeth. Dunn, C. W. 392-395. 2 illus. 

Best Method of Vergeating Irregularities. Morrison, 
Wm. 509-510. Selected. 

Abnormal a of the Jaw. With Some Re- 
marks ypes., ts Regulation. Werner, Ad. 654- 
655. Selected. 

Expansion of the Maxillary Arch, By Means of Cot- 
fin’s Expansion Plates. Schwarizkopff, BE. 708 
710. Selected. 

Models of 2 Regulation Cases. Truman, C. 1023. 

Disturbances in Development of Children’s Teeth 
ead ee. “ar aa nee. Morgenstern, M. 1066- 

ecte 


Irregularities of the Teeth. he zyentusent.) 


ingsley, Norman. 1089-1 
tish Jnl. Dental Science, XXVIII, 1885. 
Irregulariticn of the Teeth. treatment) Smith, C. 


9 
The Narrowing “ the Arch of the J , 
BN tale tH) e Jaw. Kuhns, C. 


Irregular Le oe im. @?- =. Selected. 
es 0 e Teeth— ‘a i b 
eely, George W. 734-736. ipliiartta aca 
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Hooper, 1. A. 837- 


Oral Deformity. (Treatment.) 
839. Selected. 

The Treatment os a Case of Irregularity. Crapper, 
J. 8. 1117-111 


California 8. Dental Assn. Trans., 1 
Oceate -Clasis. (Treatment.) Harding Ww. Cc. 122- 


124. 
Treqqpest of Irregular Teeth. Goddard, C. L. 168- 


California 8. Odontolog. Soc. Trans., 1884-85. 
Rotation of Central Incisors With the Forceps. Rabe, 
John. 224-225. 


Canada Jnl. Dental Science, IV, 1877-78-79. 
AU —_ Case of Regulating Teeth. Beers, W. Geo. 
39-43. 3 illus. 
First or Second Bicuspids? * Treatment of Ir- 
regularities.) Stackhouse, 8. 71-72. 


Caulk’s Dental Annual, 

Statistics Showing Which treet Should Be Extracted 
in Crowded Dentures Where Expansion Is Not 
Practicable. May, Percy. 66. Selected. 


Connecticut yates Den. Soc. Trans., 1878. 
Regulating Teeth. furlbut, C. 8. 148- 149. 


149-151. 


Dise. 


Connecticut Valter Den. Soc. Trans., 1879. 
General Care of the Mouth for Patients Under Twen- 
ty Years of Age. (Diagnosing Diseases in Their 
Incipient Stages With Treatment of sesegeeet 
ities.) Taylor, L. C. 203-209. Dise. 200-212. 


Cosmos (Dental), XVIII, 1876. 

An Inquiry Into Physiological and Pathological 
Changes in Animal Tissues in Regulating Teeth. 
Farrar, J. N. 13-24. 6 illus. 

One of the Quickest Coren of Regulating on Record. 


eers, Geo. 
On the Use of the Lever in Rotating Misplaced Teeth. 
Dodge, Henry N. 508. 


Cosmos (Dental), XIX, 1877. 
Case of Malocclusion. Thomas, D. 107. 
Case of Malocclusion. ingeces®. T. SB aicht. 221. 
Regulation of Cuspids. 
Case of Irregularity. Adams, G. W. 362. Disc. 32- 


On Some Ontoward Results of Immediate Torsion of 
the Teeth. 376-3 

Teeth in Their Sockets in the Process of 

Regulation of Teeth Made 

4 illus. (Cont. in 


W. 587-588. 


Rotatin 
Their Regulation. 
Easy. Farrar, J. N. 519-521. 
Vol. XX.) 

Case of Regulating. Kingsley, N. 


Cosmos (Dental) 
Rotating "Teeth in ineie’ Rockets in the Process of 
Their Regulation. Regulation of Teeth Made 
Farrar, J. N. 


Sasy. (Cont. from Vol. XIX.) 

18-22. 2 illus; 79-86, 2 illus; 145-153, 3 illus; 302- 

312, 16 illus ; 605- 5 illus. (Cont. in Vol. XXL) 
Case of Irregularity. Raymond, George A. -294. 
Rules for Securing Regular Dentures. 295. 
Treatment to Correct the Con uences of Premature 

ieee of the Deciduous spid. Jack, Louis. 


332. 

Ww x, Was the First to Suggest the Use of Screw 
Pressure in Correcting Irregularities of the 
Teeth? 404-405. 

Conservatism in the Treatment of Irregularities of 
. Teeth. Kingsley, Norman W. 428-437. 7 

Regulation at 65 Years. Blu, U. L. 576. 

osmds (Dental), XXI, 1879 

Rotating "Testh in Their Sockets in the Process of 

Their Regulation. Regulation of Teeth Made 
. (Cont. from Vol. XX.) Farrar, J. N. 

80, 11 illus; 207-200, 4 illus; 305-306, 4 

606-611, 8 illus. 

Protrusion of the Lower Jaw and Treatment. Two 
pees. Allan, Geo. S. 92-9. 2 illus. Dise. %- 


Regulating Teeth. Kingsley, N. W. 322-326. 6 illus. 
Dise. 326-328. 
Protrusion of the Lower Jaw. ah Case in Practice. 


Wardle, Thomas. 371-373. us 
Treatment of Short Teeth. 690-693. 


mos (Dental), XXII, 
teeewalasilles of the ‘Teeth and Their Surgical Treat- 
ment. 440-445, 
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Cosmos (Dental), XXIII, 1881. 

Cases of Irregularity. 79-8 1. 

Regulation of Teeth a per by the Positive Sys- 
tem. Farrar, J. N. 9 illus; 230- 235, 0 
illus; 302-307, 15 itlus: 46-30, 6 illus; 572-575, 4 
illus. (Cont. in Vol. XXIV. 

Relations of the Teeth and Seseondtos a ag e 


oe one tee. of Irregularities. Smith 

225-2: 

The “Regulation of Teeth by peseet Pressure. Talbot, 
Eugene S. 575-577. 4 illu 


A Geperaineed Treatment of Soeauiactties. Coffin, W. 
H. 500-600. 


Origin and Treatment of Certain Irregularities of 
the Teeth. Coles, Oakley. 


os (Dental), XXIV 
ey of Teeth Made Hage 1 By the Positive Sys- 


tem. (Cont. from Vol. 11.) Farrar, J. N. 
12-15, 2 illus; 71-80, 8 Titus: 186-193, 6 illus; 
350-355, 7 illus; 427-429, 5 illus. 


Treatment of an Undeveloped Superior Cuspid. 31- 


35. 
A Generalized Treatment of Irregularities. Coffin, 
Walter H. 463-471. 

Some Thoughts on Regulating Teeth. 
N. 473-476. Dise. 476-486. 8 illus. 

Regulating. 496-498 

Case of Irregularity. MeQuillen, D. N. 599. 


The as” of Gutta-Percha in Regulating Cases. 611- 


Morrison, W. 


Cogmes (Dental), XXV, 1883. 
Case of Dental Irregularity. Crapper, J. Sugden. 91. 
Two Cases of Irregularity. Tenison, W. D. 201. 
Correction of Malocclusion by a Plate C > gy Gums 
and Teeth. Woodward, C. A. 541-543. illus. 
Dise. 543. 


Cosmos (Dental), XXVI, 1884. 

Prevention of Decay and of Irregularities. 35-47. 

Method of Enlarging the Angle Between Ramus and 
Body of Jaw. oar, F. 1 

Case of an Irregular Central Incisor. (Treatment.) 
337-338. 

Case of Irregularity 
Dodge. 


Cured by Opening the Bite. 


Regulating Teeth. Patrick. 431-434. Disc. 434, 498- 
ee | and Masking Dental Irregularities. Mey- 
on H. 668-671. 1 


8. 
Regulating and Masking Dental Irregularities. Hodg- 
kin, J. B. 768. 


Cosmos (Dental), 
Case of Irregularity. Littig, J. Bond. 81-82. 
Simple Device for rawing in or Back Teeth Which 

tand Out of Line. Perry, 8. G. 343-344. Disc. 


Roberts, G. 371. Disc. 371. 
Hiller. 416. Clinic. 
La Roche, W. T. 419. 


XXVIII, 1885. 


Case of. Irregularity. 
Case of Irregularity. 
Case of Irregularity. 


Dental Eclectic, 
Regulating Teeth. "Guilford, 8S. H. Sept. 12. 
Dental Lab., Il, 2nd Ser., 1878-79. 
eer = Rotation. Guilford, Simeon H. Oct. 1-2. 
5 illus. 


Dental Office 2 Lab., II, 2nd Ser., 1879-80. 
Torsion. Long, M. Luken. Jul y. 3. 
Dental Office & Lab., IV, 2nd Ser., 1880-81. 
Treatment of an tIrregularity. Woodward, J. A. 
Apri 
Dental £ Oral Magazine, I, 1878. 
Case of Irregularity. Woodward, C. A. 109. 
Case of Irregularity. Hawes, A.C. 1 


(Dental), 
Irregular Teeth relghtened. Scofield, 8S. R. July. 


Illinois State Dental Soc. Trans., 1882. 
Regulating Teeth. Patrick, J.J. R. 163-167. 1 illus. 
Dise. 167-100. 


Minols State Dental Soc. Trans., 1883. 
Best, Method of gee nd Irregularities. Morrison, 
Wm. N. 128-131. Dise. iat 133. 
State Dental See. Trans. 


Illinois i» 1885. 
A Case in Practice. Irregularities. Pritchett, T. W. 
130-131. 
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Independent Practitioner (Dental), Ill, 1882 
Regulation of Teeth. Morrison, W. N. 516- ‘517. Ab- 
stract. 


Independent Practitioner (Dental), IV, 1 
The Use of the Screw in an Regehtiee ecmen, 
William H. 521-526. 


Independent Practitioner (Dental), V, 1 
7 of F wae Reid, J. G. BOA, 19. 320. 
i 
Reguiatiog ¢ Ee Patrick. 324-327, 369-370. Disc. 
370-372, 3 


Report of a a a Case of Malformation of the 
awe, and the Treatment. Allport, W. W. 679- 
68]. 4 illus. Disc. 681-682. 


Items of Eatpsest (Dental), III, 1881. 


Irregularities. 


Items of Interest (Dental), IV, 


Beingiag Into Place an oo EME Tooth. Rich, 
B. 69. 


Some Thoughts on Regulating Teeth. Morrison, W. 
N. 164. Dise. 165. : 


Items of Interest (Dental), 
Fundamental Principles of the Positive System of 
Regulating Teeth. Farra N. 
The Screw in Regulating. Tresmes, William H. 414- 
415, 458-461. Dise. 440-442. 


Items of Interest (Dental), VI, 
Discussion on Extracting for ha 1-5. 
Best Method of Correcting Irregularities. Morrison, 
Wm. N. 382-383. Selected. 
Regulating Teeth. 618-619. Ed. 


Items of Interest (Dental), VII, 1885. 
A Case of Irregularity. Miller, J. E. 72-73. Selected. 
Dental Cases. (Irregularities.) Woodward, C. A. 
145-149. 3 illus. 
Extracting to Regulate. 248- 
249. 
Kingsley, 


Kingsley, Norman. 


Irre fularities of the Teeth. (Regulation.) 
‘orman. 252-253, 254. bstract. 

Correction of Irregularities. Elliott, W. S. 354. 

Regulating Teeth. 357-358, Dd. 

Discussion on “Coffin” Plate in Regulating. 422-424. 


Jairus (Dental), IV, 1483. 
Some Thoughts on the Correction of Irregularity. 
Morrison, W. N. 20-21. Abstract. Dise. 21-25 


Johnstons’ Dental Miscellany, III, 1876. 


Case of Irregularity. Kingsley, Norman W. 121-123. 
3 illus. 241-244. 4 illus. 
Johnstons’ Dental Miscellany, IV, 1877. 
Resmetas Teeth. Kingsley, Norman W. 1-5. 6 
Elasticity. Kingsley, N. W. 41-45. 5 illus. 


Treatment of Irregularities With Inclined Planes 
and Levers. Kingsley, Norman W. 121-125. 5 
us. 


Johnstons’ Dental Miscellany, VI, 18 

Disastrous Results Caused by the ‘Tajudicious Ap- 
lication of Regulation Plates. Tomes, Charles. 
48-149. Dise. 149-151 


Johnst ’ Dental Miscellany, VII, 1880. 
Regulation Cases. Hutchinson, 8. J. 109. Disc. 110. 


Johnstons’ Dental Miscellany, VIII, 1881. 
Correction of an Irregularity 
Correcting an Irregularity Hr the Dental Arch by 
hree Weeks’ Featmnent. Walker. 179. 


Missouri Dental Jnl., VIII, 1876. 
Perspective Dental Coasts cae. @ {areeeutastttes.) 
ravens, Junius EB. 1 
One of the Quickest Conse. of of Regulating on Record. 
Beers, . George. 


Missouri Dental Jni., EX, 1877. 
Elasticity. Kingsley, N. W. 121-126. 5 illus. 
Treatment of Irregu arities With Inclined Planes and 
Levers. Kingsley, Norman W. 235-240. 5 illus. 





Missouri Dental Jnl.. 
Fundamental Principles bs inet Positive System of 
Regulating Teeth. Farrar, J. N. 97-99. 
(In “ine Art of Regulating 
Farrar, J. N. 605-610. Abstract. 


Success versus Failure. 
Teeth.) 


For index and key to classification numbers, see pink sheets. 

















Dental Jnl., 

Irregularities of the Teeth a Their Surgical Treat- 
Fox, Francis. 223-228. Select 
Srocgeiesttien of the Teeth and Their Surgical Treat- 

ment. Fox, Francis. 576-581. Selected. 


Missour! Dental Jnl., XIII, 
Congasting, srrogumarity of the Dental Arch by Three 


eeks’ Careful upervision and Treatment. 
Walker. 210. 

A Generalized Treatment of Irregularities. Coffin, 
Walter. 408- 


A Generalized Treatment of iesepubgtitios. Coffin, 
Walter H. 487-494. Disc 

The Origin and Treatment “of Certain Irregularities 
of the Teeth. Coles, Oakley. 496-501. Selected. 


Missouri Dental Jnl., XIV, 
Gutta-Percha NS gg ~ e in “Tenetoties. Coffin, 
Walter. 120-1 Selected 
Some Thoughts and Suggestions on the Irregulari- 
ties of Teeth. Morrison, W. N. 375. Abstract. 
Gutta-Percha for Impressions in Regulating Teeth. 
Coffin, Walter H. 385-386. Abstract. 
Regulation of Teeth. 481. 


Missouri Dental Jnl., XV, 

Some Thoughts on Reguiatin Teeth. Morrison, Wm. 
N. Feb. 41-44 -62. 

Discussion on Regulating Teeth. May. 86-87. 

Some Thoughts on Regulating Teeth. May. 89-90. 


Ed. 
aie ~ to pe Considered in Regulating Teeth. Guil- 
ford. June. 127-128. Selected. 


Missouri State Den. Assen. 
Sw of the Teeth. 
‘onrad, Wm. N. 85-97. 


(Etiology : ; "Veccement: ) 


Monthly Review of Den. Surgery, V, 1876-77. 
Discussion on neeetes Regulation Cases 
Regulation of Teeth ithout Mechanical Contrivan- 
ces. 


Monthly Review of Den. Surgery, VII, 1878. 

On the Treatment of Certain Forms of Dental Ir- 
regularity—Extraction versus Expansion of the 
Dental Arch. Woodhouse. 172-174. Dise. 174- 
179. Abstract. 


Monthly Review of Den. Surgery, VIII, 1879. 
Disastrous "Results of the Wearing of Regulation 
Plates. Tomes, C. S. 73-74. Dise. 74-76. 
Apparatus ~ _ Twisting Malplaced Teeth. Bennett, 
Storer. 35-256. 
New England Jnl. Dentistry, I, 1882. 
Regulatin eeth. Morrison, W. N. 284-285. Disc. 
Regulating Case. Shepard. 333-335. 
New England Jnl. Dentistry, III, 1884. 
Report of a Peculiar Case of Malformation of the 
Jaws, and the Treatment. Allport, W. W. 456- 


460. 4 illus. 


New York Odontological Soc. Trans., III, 1877. 
Extraction of Teeth in the Correction of Irregular- 
ities. Kingsley, N. W. 98-99. 
Conservatism in the Treatment of ieseouigsines of 
the Teeth. Kingsley, Norman W. 7 
illus. Dise. 237-241 


New York Odontological Soc. Trans., V, 1879. 
Protrusion of Lower Jaw and Treatment—The Case 
of 4 qocsen. Allan, George 8. 6-10. 3 illus. Disc. 
Connestias Irregularities. Marvin, C.A. 12-26. Disc. 
Regelatiag Teeth. Kingsley, N. W. 69-72. 5 illus. 

Dise. 72-75. 


Discussion on Treatment of Irregularities. 162-165. 
Came St peregularity. Francis, C. BE. 171-172. Dise. 


New York Odontological Soc. Trans., VI, 1880. 


Treatment of Irregularity. Cook. 88. nag 88-90. 
New York Odontological 1. 
Treatment of Arrested Tooth “Development. Rich, 

John B. 97-100. Dise. 100-105. 
New York Odontological Soc. Trans., 1883. 
Correction of Malformation of the Jaws. Woodward, 


-72. 3% illus. Dise. 
Discussion on Prevention of Decay and Irregularities. 


Discussion on Correcting Irregularities. 142-144. 
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w York Odontological Sec. Trans., 
2 on Correction of an ‘Teregularity.” 40 $e. 
Case of Irregularity. Littig. J. Bond 


New York State Den. 
eas ant Require a ny "ie, W. H. 


News, (Dental, Ralettotews. re ), I, 1878-79. 
Regulating Cases. Mansfield, May. 1. 


News, (Dental, Salghiteme, Ind.), Il, 1879-80. 
Regulating Case. Ottofy, 
Fundamental Principles of the’ Positive System. of 


Regulating Teeth. Farrar, J. N. 
The Upper Bicus ids. Ottofy, Louis. 27 
Torsion. Long, Lukens. lected. 
Contrivance for Twisting Malplaced Teeth. Bennett, 
Storer. 61. Abstract. 
News, (Dental, Knightstown, Ind.), III, 1880-81. 
Crowded Dentures. Chase, Henry 8. 4. Selected. 


Dental Malformation. (Treatment.) Webb, Morell 

A. 100-101. 

New nightstown, fae). ¥ 1882-83. 
Treatment of the Mouth During the ruption of the 
Permanent Teeth. (Prevention of Irregularities.) 
Marvin. July. 25-26. Selected. 


News, (Dental, Knightstown, Ind.), VI, 1 
On Regulating Teeth. Tracy, Nathaniel. 
3. Selected 


(Dental, Knightstown, Ind.), VII, 1884-85. 
Best Method of Correcting Irregularities. * Morrison, 
Wm. N. May. 1-5. Abstract. 


(Dental, 


= 5% 


ontographic Jnl., I, 1880-81. 
— Dentures. Chase, Henry S. 4-6. 
Odontographic Jnl., LI, 1882-83 
Things to be fo nsidered in Regulating Teeth. Guil- 


ford. 81-82. Selected. 


iontolog. Soc. Trans., IX, 2nd Ser., 1876-77. 
Rubber Dam as an Effective Means for Reducing Ir- 
regularity. Hutchinson. 50-51. Remarks, 51-52. 
How Teeth Might Be Regulated Without the Appli- 
eation of any Mechanical Contrivance. Turner. 


Discussion on Irregularities. 71-73. 


Odontolog. Soc. Trans., X, 2nd Ser., 1877-78. 
On Certain Points in the Treatment of Dental Ir- 
roguiastyy : Extraction Vice Expansion of the 
Dental Arch. Coleman, Alfred. 109-118. 6 illus. 
Dise. 119-126. 


Trans., XI, 2nd Ser., 1 
Which’ Might Be Ga i be 
Regulation-P 
69-71. 


Odon 
Disastroes yrs _ the 


Injudicious Application of 
Tomes, Charles. 68-69. Remarks, 


Odontolog. Soc. Trans., XIII, 2nd Ser., 1880-81. 
Correcting an Irregularity of the Dental Arch by 
Three Weeks’ Treatment With Daily Supervision. 


Walker. S4. 
Odontolog. Soc. Trans., a, 2nd Ser., 1881-82. 
Gutta-Percha Impressions Re ulating. Coffin, 
Walter H. 118-126. a, 2129. 
Odontological Soc. Penn. Trans., 1882. 
Regulating Teeth. Register. 160-161. 
Regulating Teeth. Guilford. 161-18. 


Odontological Soc. Penn. Trans., 1885. 

A Case of Irregularity. Roberts, G. 98. 

Correction of a Peculiar td of Jaw and Teeth. 
Register. 95-96. Disc 


Ohio State Jul. Den. Sci., II. 1 
Reguisties Teeth. Morrison, w. aN. 476-478. Ab- 


stract. Disc. 1. 
(Regulation.) Tullis, J. B. 508- 


A Case in Practice. 
Regulating Te ae A . ™ = Practice. Keely, 
Irregula Ay “henpece, G. L. 512- 


510. 31 

Wedeantion. } 

Reguistiog Teeth—Illustrated Case. Keely, George 
w. -502. 3 illus. 
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Ohie State Jnl. Den. Sei., III, 1 
Regulating Sens A yd in Keely, 


pm fethod of Regulating Teeth. Gilmer, Thom- 
as L. 113-118. 


883. 
Practice. 


Regulating Teeth—A Case ag Practice. Keely, 
Geor W. 177-179. 2 “tit 

—=- Teeth—A Case in Practice. Keely, 
W. 325-326. 2 illus. 


Discussion on Treatment of Irregularities; and the 
gvegee Ante onisms of Natural and Artificial 
Teet 

Mechanical Dentistry. {re Se Correction of Irregulari- 
ties.) Hooper, 

Regulating Teeth—A Case ." Practice. Keely, Geo. 
W. 509-510. 3 illus. 


Ohio State Jnl. Den. Sci., 1884. 
Discussion on Irregular Teeth. Vago 

Case in Practice. (Regulation.) Keely, Geo. 

522. 2 illus. 


Ohio State Jnl. Den. Sci., V, 1885. 

eegeees of the Teeth—Cases in Practice. Keely, 
Geo. 36- 2 illus; 235-238, 2 illus; 357-359, 3 il- 
lus; 450- 461, 2 illus. 

Dental ‘Irregularities—The Wise Spring Principle. 
Newkirk, Garrett. 553-559 


Pennsylvania Jnl. Den. Sci., III, 1876. 


4 Case of Congenital Atrophy of the Temporary 
Teeth With Deformity of the Inferior Maxilla. 
Perine, George H. 369-372. 

Pennsylvania State Den. Soc. Tran 

The Use of the Screw in Regulating “Heeth True- 

man, W. H. 23-26. Dise. 26-29. 
Record (Dental), I, 188 
4 Generalized Treatment 7 Irregularities. Coffin, 


Walter H. 
Vol. Il, 91. 


112-119. Dise. 119-120. Criticism, 
Reply, 141. 186-187, Corres. 


Record (Dental), II, 

A New Method YY Regulating ¢ the Incisor Teeth. 
Humby, W. 

On Gutta Percha urimpressions In. in Regulating. Coffin, 
Walter H. Dise. 

Correcting a Deformity in RK, , waa Child. 
Henry, W. F. 266. Disc. 266-267. 

Regelsting Retreating Upper Incisors. Peirce, C. N. 


Record (Dental), III, 1883. 
Resytes Peethe a Case in Practice. Keely, George 
Abstract. 


Record (Dental), IV, 1884 

Prevention of Irregularity. Brownlie, J. R. 431-432. 
Dise. 432. Abstract. 

Irregularities of the Teeth. (Treatment.) Kingsley. 
Norman. - Dise. 569-570. Vol. V, 57-62. 
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Record (Dental), 
Mode of Regeletias Teeth rte Fitting a Gold Band. 
McAdam. 33. 
“and Maskin Dental 
bstract. 


Regulating Irregularities. 


Meyer, John H. 39. 


Register (Dental), XXX, 1876. 

Discussion ‘on Subjects een With Mechanical 
Dentistry, Including Irregularities. 

Discussion on Methods and Appliances for Correct- 
ing Dental Irregularities. 440-441. 


Register (Dental), XXXIV, 


General Care of the Mouth for Patients Under Twen- 
ty ae of Age. Taylor, L. C. 2-438. Se- 
ected. 


Register Pepe. XXXVI, 

A Coane Treatment of “sprewelaritios. Coffin, 
Walter H. 51-60. Disc. 60-62. 

Some Thoughts and Suggestions on the ee 


ties of the Teeth. Morrison, W.N. 423-424. 
424-431. Abstract. 

ist Dental), XXXVII 
Regulating Teeth. 285-287. Se- 


On Regulating Teeth. Tracy, Nathaniel. 
lected. 


Register (Dental), XXXVIII, 
insegeney- A Practical Case. Welnrich, Chas. P. 


St. Louis Dental Quarterly 
Regulating Teeth. Cochran, R. L. 


illus. 
The Extraction of Permanent Teeth in Childhood. 
(Peeveese of Irregularities.) Dodge, J. Smith. 
an , 
An Inquiry Into Physiological and Pathological 
Changes » pata Tissues in Regulating Teeth. 
Farrar, J. Jan. 


I, 1877-78. 
Oct. 9-12. 2 


Southern Dental Jnl., 1882-83. 

Some Thoughts on the ‘Correction ad eliregulasty. 
Morrison, W. N. 326-327. 
stract. 


Southern Dental Jnl., III, 1884-85. 
Regeieties Teeth. Patrick, John J. R. 197-202. Dise. 


Time to Begin Regulating. 236-23 

Cases in Practice.—An Irregular cuspid. 
H. 323- 2 illus. 

Irregularities of the Teeth. (Bier, ond Beadie- 
tion.) Kingsley, Norman ected. 


Hilzim, A. 


Southern Dental Jnl., IV, 


Rotating a Tooth. Chupein. 175. Selected. 


Texas Dental Jnl. 


A Case of Torsion. Willams. T. P. 23. Corres. 


D44_ Retention in Orthodontia. 


D41, Instruments and appliances. See D43, Treatment. 


osmos (Dental), XXIV, 1882. 
Retaining Teeth After Regulating. Pettit, BE. R. 494. 


For index and key te classification numbers, see pink sheets. 

















See also D16, Dental Embryology. 


British Dental Assn. Jni., I 


— on Deformities of tne Upper Jaw. 198- 


British Dental Assn. Jnl., II, 1881. 
Bthaclo get ol. Variation in the Lower Jaw. Renard, 


British Dental Assn. Jnl., I 
The Dee of the Inferivy Neville. Sutton, J. 


British Jnl. Dental Science, XXIII, 1880. 
The Classification of Deformaties of the Upper Jaw. 
Coles, Oakley. 183-194. Abstract. Disc. 379-389. 


British Jnl. Dental Science, XXIV, 1881. 
The Dormer ment of the Lower Jaw. Renard, M. 938. 
ecte 


British Jnl. Dental Science, XXV 
Deformity of Upper Jaw and Adenoia” Growths of 
harynx. David, M. 607. Selec 


British Jnl. Dental Science, XXVIII, 1885. 
Remarkable 
Mason. 


Malformation of the Jaws. Browne- 


D45 Development of the 


For index and key to classification numbers, see pink sheets. 





Lower Half of the Face. 


California 8S. Odontolog. Soc. Trans., 1884-85. 
The Growth and Development of the “Jaw. Burch, 
Maria A. 205-212. Remarks, 212-213. 


Cosmos (Dental), XXIV, 1 
A a of Lessened veaaee Hunt, David. 64- 


Independent Practitioner yee, v 
A Gum- a) Wotent. Mais 3 At Development x the 
Jaws.) Wrigh 


Items of Interest (Dental) 1884. 

The Teeth and Jaws of the Ishatttanes of the Terra 
Del Fuego. (Enormous Development.) Galippe 
and Hyades, M. 508-509. Selected. 


onto; hic Jnl., ITI, 1882-83 
Facial al Indke rations. (re Shape of the Lower Jaw.) 
Arnold. 83-84. Selected. 


Odontolog. Soc. Trans., XV, 2nd Ser., 1882-83. 
Development of the inferior Maxilla. "Sutton, J. 
Bland. 157-171. 5 illus. Dise. 172-174. 
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D5 Oral Hygiene. 


Articles on the technic of mouth hygiene. 


See D072 for Popular Dental Education, Dentistry in Public Schools and State Institutions. Den- 
tal Nurses, Dental Hygienists. See D601 for relation of mouth disease to systemic disease. 


ertiser (Dental), XV, 
Tooth” ‘Brushes: What They Should Be, and What 
They Should Not Be. 61. Selected. 


Advertiser (Dental), XVI, 1885. 
Dental Hygiene. Curtis, G. "L. 84-85. Selected. 


American Dentist, (Biein, ™). I, 1883. 
Tooth Wash. April. 3. Selec 


nl. Den. Sci., IX, 3rd Ser., 
An Excellent Tooth” Wash. 525. Selected. 


American Jnl. Den. Sci., X, F sn Ser., 1876-77. 
Valuable Mouth Washes. 478. ected. 
4 Fine Tooth Paste. 478-479. Selected. 


American Jnl. Den. Sci., XI, 3rd £% 1877-78. 
How to Have Good Teeth. Trego, A. Homer. 372- 
Selected 


American Jnl. Sei., XII, 3rd Ser., 1878-79. 
Salicylic Acid as a PBentifrice 95. Selected. 
Disa —— e of Salicylic Acid as a Dentifrice. 192. 


Selec 
a of Salicylic Acid as a Mouth-Wash. 
432. Selected. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
Evils Arising From the Daily Use of ‘Astringent 
Mouth-Washes. Farrar, 30-34. 


1876. 


American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 
Is Salicylic Acid Injurious to the Teeth? "Buch. 288. 


1881-82. 


American Jnl. Den. Sci., 
92-93. 


Care of the Teeth in Sickness. 
Selected. 

The Preservation of the Teeth. 

Dental Hygiene. Walker. 322- 

A Two Thousand Dollar Tooth. 


XV, 3rd Ser., 
Fredrichs. 


141-142. 
Dise. 328. 
(Rules fer Oral Hy- 


giene.) 430-431. Selected. 

American Den. Sci., XVI, 3rd Ser., 1882-83. 
Oral oh » -- 3H Wiltiam D. 162-163. Ab- 

stract. 

American Jnl. Den. Sci.. XVII, 3rd Ser., 1883-84. 
Kee -~ ty Teeth Clean. Francis, C. E. 38-41. Se- 


The Care of the Teeth. 91-93. Selected. 
On Nicotine and Its Action Upon the Teeth. (re 
Cipaasing the Teeth.) Hepburn, David. 122-126. 


American Jnl. Den. Sci., XVIII, 3rd Ser., 
Tooth Brushes: What They Should Be, Fy What 
They Should Not Be. 189-190. Selected. 
The Care of Teeth. Miller. 191. Selected. 


American Jnl. Den. Sci., XIX, 3rd Ser. 1885. 
Discussion on Hygiene. 53-65. Selected. 
On the Availibility of Cortaia Antiseptics in the 
Pro aries ge of the ral Cavity. 


Miller, W ected. 
Dental Hygiene. Curtis, G. _ 134-136. Selected. 
— 1882. 
485-489. Disc 


American Medical Assn. 
Oral | Hy giene. Kempton, William D. 


Archives of Dentistry, I, 1884. 
Discussion on What Means are Best Ada pted for 
Maintaining the Teeth and Mouth in a PHealthy 


Condition? 114-115. 
Archives of Dootiotey. IE. 1885. 

“Contraria Contrarius ‘-« ff as Applied to Den- 
tistry. Talbot, E. 8. 74-78. Dise. 78-80. 


Report “ Committee on Dental Hygiene. Wardlaw, 
w. 213-215. Dise. 250-268. Abstract. 


Bepest é Committee on : Dental H y giene. Arrington, 
F. 215. Dise. 250-208. Abstract. 


British Dental Asen. Jnl. 1884. 
Messrs. Ma Saw's Patent -. BR. & ¥. Tooth-Brushes. 56- 


British Dental Asen. on. Vv 
Wryeth's a Comaremse Tablets; © en * Florida 
Wa 188, Ed. 


nl. Dental Science, XIX, 
“wats Reid. (Tooth Powder.) Fletcher, Thomas. 


sh Jnl. Dental Science, XX, 


877. 
The Hygiene of the Mouth. Weiss, Fels, 50-54, 96- 
British Jnl. Dental Science, XXI, 1878. 
Dentifrices. 392-394. 
British Jnl. Dental Science, XXIV, 1881. 
Hard Hit. (re Oral Hygiene.) 373- 374. Selected. 
British 


Jnl. Dental Science, XXV, 1882. 
Richards, W. P. 594-598, 


Discussion on What Dentifrice is to be Recommend- 
ed to be Used on Healthy Teeth and Gums. 8038- 
806. Selected. 


British Jnl. Dental Science, XX VI, 1883. 
Row. Shaped Tooth- <> biceapene. 715. 


ral Hygiene. 1 
Tooth Brushes: What They Should Be. and What 
They Should Not Be. 1174-1175. Ed. 
British Jnl. Dental Science, XX VII, 1884. 
Foul Breath. 110. 
Peroxide of Hydrogen as a Parasiticide. 163. Ed. 
India-Rubber and Bristle Tooth-Brush. 219. 
Teeth—Tooth Brushes—Dentifrices. 
Kells, C. E. 270-271. Selected. 
Carboline. 321. 
Tooth Brushes. Abbott. 548-549. 
Dente Hygiene. 649-651, 702- 704, 758-760, 1009-1011. 


Dental Bae 648 - 650. 


British Jnl. Dental Science, XXVIII, 1885. 
Personal Supervision Over the Teeth. 129-131. Ed. 


Common Sense Management of the Teeth. 404. 

The Hygienic Care of the Mouth. Andrien. 614- 
616. lected. 

When to Clean the Teeth. 652. Selected. 
Cosmos (Dental), XIX, 1877. 

Alum in Tooth Powders. om 

Recipe for Bad Breath. 333-334, 386. 

wae Charcoal Not a Good Dentifrice? 286, 500- 


Mouth Wash. Brimmer, Frank H. 557. 


‘osmos (Dental) 
The =. ment of kaliey! ce Shela in Dental Surgery. 
In Mouth Washes. i 


osmos (Dental), XXI, 1879. 
The y —-* and Care of the Teeth. 


amin -334. 
Cleaning “Teeth. Mills, Geo. A. 673-675. 
Vol. XXIL) 


Lord, Ben- 
(Cont. in 
mos (Dental), XXII, 
Cleaning Teeth: (Cont. oie” Tei. XXI.) Mills, Geo. 
see on Tucum Fibre for Polishing Teeth. 118- 


A Ma 


¢ Tooth Powder. 336. 
Is Salicylic Acid Yoo to the Teeth? 


(In Den- 
tifrices.) 453-4 
Dosti Hygiene. Baidwin, Cc. 8S. W. 552-553. Dise. 
Cosmos feet, &: XXIII, 1881. 
Classic Dent “4° th Powder. ) 109-110. 
Mouth Washes in pC hay 445-446. 


tal). XXIV, 1 
Block of F of Felt for for eansing Teeth. Perry, 8. G. 97- 


Hygiene of the’ Teeth, 270-271. 


Oral Hygiene. Jempton, W. D. 
mee (Ps tal), XXV, 1883. 
a isholm, E. 8. 533-534. Dise. 536-539. 
Hygiene. Hunt, R. Finley. 534-536. Disc. 536-539. 
Con (Dental), XX VI 
Prevention of Decay and of Teeequtestties. 35-47. 
Cleanliness of the Mouth. owes, J. W. 100 


Oral Hygiene. Rhein, M. L. 544-545. Dise. 545-548. 
Tae et We Inhale. Mayr, Charles. 732-740. Disc. 
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Cosmos (Dental), XXVII, 
a * ao ardlaw, we C. 278-280. Dise. 
Dest’ Be Arrington, B. F. 280-281. Disc. 
Correction, 


Pulps Exposed b Brushing Teeth. Perry, 8S. G. 338. 

ise. 

Hygiene of the Mouth. Francis, C. E. 613-616. Disc. 
616-625. 


Dental Eclectic, 1885. 
Care of the Teeth. y Nov. 
Advantages of Using a syrings to | ae Teeth 
After Each Meal. Lewis, Dio. Nov. 


Dental Office & Lab., II, 2nd Ser., 1878-79. 
Evil Arising from Daily Use of = * sam Mouth- 
ashes. Farrar, J. N. Jan. 3-4. 


13-14. 


Dental Office & Lab., VII, 2nd Ser., 1883-84. 
An en (re Oral Hygiene.) Bogue, E. A. 
“t . 


Dental Office & Lab., VIII, 2nd Ser., 1884-85. 
The Care of Teeth. Miller. July. 8. Selected. 


Dental & Oral Science Magazine, I, 1878. 


Tooth Powders and Mouth Washes. Hodson, J. F. 
P. 137-138. 
Dentists’ Beacon Light, I, 1882. 
Good Advice. 8. Selected. 
Facts (Dental), I, 1885. 
When to Clean the Teeth. Jan. 10. Selected. 
Nichols’ Dentifrice. April. 7. E 
Good Teeth. Scofield, 8S. R. Ap ril. 9-10. 


The Excessive Use of the Tooth Brush. 
Selected. 


Headlight (Dental), III, 1882. 


July. 20. 


The Teeth-—Their Care and Preservation. Mun- 
son, C. W. 58-60. 
Headlight (Dental), V, 1884. 

Tooth Brushes: What They Should Be, and What 
They Should Not Be. 109-110. Selected. 


rald of Dentistry, I, 1881-82 


The “ieee of the Oral Cavity. Ridgely, N. D. 


Sept. 3. 

Herald of Dentistry, II, 1882-83. 
Healthy Teeth. April. 9%. 

Illinois State Dental Soc. Trans., 1881. 

Dental Hygiene. Richards, W. P. 51-56. Disc. 

56-67. 

Independent Practitioner (Dental), II, 1881. 
Mouth Wash for Tobacco Consumers. Graham, C. 

701-702. Selected. 

Independent Practitioner (Dental). IV, 1883. 
Keeping the Teeth Clean. Francis, C. E. 204-206. 
The Use of Tooth Brushes. 570-571. 

Lyon's Tooth Powder. 687. 

Independent Practitioner (Dental), V, 1884. 
Care of the Teeth. Kells, C. Edmund. 148-149. 

Abstract. Dise. 149-151. 


Discussion on What Means are Best Adapted for 
Maintaining the Teeth and Mouth in a Heal- 
thy Condition? 204-205. 


Independent Practitioner (Dental), VI, 
on Hygiene. Wardlaw. 262-263. 


1885. 
Abstract. 
Dental Hygiene. Curtis, G. L. 302-304. 
Relation of Hygiene to Practical Dentistry. 

lips, C. BE. H. 586. 


Phil- 


Items of Interest (Dental), II, 1880. 
Charcoal as a Dentifrice. Francis, C. BE. 9. 


Items of Interest (Dental), IIT, 1881. 
Too Much Scouring the Teeth. 1. 
Care of the Teeth in Sickness. Fredrichs. 18. 
Teach the People. (Oral Hygiene.) 50. 
Soft Tooth Brushes and How to Use Them. 58. 
Directions for the Care of the Teeth. 59. 


Items of Interest (Dental), TV 
Hints on the Care of the Teeth. 
Tooth Wash. 139. 


y, 1882, 
128. Selected. 
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Items of Interest (Dental), 
A Two Thousand Dollar Tooth. 
Selected. 


Brushing the Teeth. Dodson, M. D. L. 
"heed -y Teeth Clean. Francis, C. E. 272-273. 


Vv, 1883. 
(re Hygiene.) 69. 
258-259. 


of Interest (Dental) VI, 1884. 
The "Teeth in Sickness. (Oral Hygiene.) 


lected. 
The Care of the Teeth. 406. Selected. 
How to Have Healthy Teeth, and How to Treat 
fim Decayed. Chase, Henry S. 579-582. 
stract. 


Items of Interest (Dental), VII, 1885. 
™ Way to Save Teeth. Watkins, S. C. G. 


The Excessive Use of the Tooth Brush Has Its In- 
jurious Effects. 364. Ed. 

Disgust for Decayed Teeth. 

A Good Tooth-Pick. Parker, H. 

Take Care of the Teeth. 533-534. Selected. 


Jairus (Dental), I, 1 
Evils Arising from the a paily ™~ —* Astringent 
Mouth Washes. Farrar, J. N. 
Dentifrice. 143. 
nvqieee of the Mouth. Redier, J. 


rans. 
Hygiene of the Mouth in Syphilis. 
lected. 


” 58-59. Se- 


243-248, 299-301. 
512-513. Se- 


Jairus (Dental), II, 188 

Preservation of the Teeth. 
108-112. Selected. 

Mouth Wash for 
lected. 


Fredrichs. 
Se- 


* megtene) 
Tobacco Consumers. 472 


Jairus (Dental) III, 1882. 


Oral Kempton, W. D. 233-234. Disc. 
234. 


Hygiene. 
Johnstons’ Dental Miscellany, VIII, 1881. 
Dental Facts for Children. 234-235. 


Luminary (Dental), I, 1879-80. 
Rubber for Cleaning Teeth. 7. 


Luminary (Dental), V, 1883-84 
Tooth Brushes—What Kind to Use, and How. Ab- 
bott. 87. Selected. 
° Luminary (Dental), VII, 1885. 
The Grand Duty of a Dentist is to Save Teeth. 
Tignor, W. 31. 
Michigan State Den. Assn. Trans., 1878. 
Dental Hygiene. Hawxhurst. 37-42. Dise. 42-50. 


Michigun State Den. Assn. Trans., 1880. 
Report on Hygiene. Holmes, BE. 8. 52-53. 


Missouri Dental Jni., IX, 1877 
Medical and Dental Certificates. 
Dentifrices.) 469-472. 


Missouri Dental Jnl., X, 1 
Salicylic Acid as a Dentifrice. wie. Selected. 


Missouri Dental Jnl., XII, 1880. 
How to Keep Teeth Clean and Beautiful. 
174-175. lected. 


(Apropos Salicylic 


Mills. 


XIII, 1881. 


Jni., 
Missouri Dental Jn a <n Ge 


Mouth Wash for Tobacco 
lected. 


Missourl Dental Jni., XIV, 1882. 
Dental ae. Richards, W. P. 
155-1 


Discussion on What Dentifrice is to be Recom- 
mended to be Used on Healthy Teeth and Gums. 


167-170. 
The Care of the Mouth During Tiness. Muhthaus- 
ler, 509-510. Trans. 


149-155. Dise. 


ssourl Dental Jnl., XV. 1883. 
ou oft the Teeth. Nov. 372-373. Selected. 


5 wre A } noe pat TM eames Vill, 1878, 
The Electr 00 rush. 
Tooth Wash. Myers, W. S20. Selected. 
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New England Jnl. Dentistry, I, 1882 
Hints on the Care of the Teeth. 56-57. d. 
Vegetable Sozodont Tooth Powder. 61. Selected. 
Dental Hygiene. 227. Selected. 

Cn Sean. Kempton, William D. 257-258. Ab- 
stract. 


New England Jnl. Dentistry, II, 
Formula for a Tooth Wash. 112. 
Brushing the Gums. 153-154. 


1883. 
‘Selec ted. 


New England Jnl. Dentistry, III, 1884. 
Early Treatment of the Teeth. 41. E 
Oral Hygiene. Rhein, Meyer L. 356-361. 4 illus. 


New Jersey State Den. Soc. Trans., 1880. 
Dental Hygiene. Baldwin, C. S. W. 182-185. 


New York Odentological Soc. Trans., 1881. 
Tooth-Brushes. Perry, 8. G. 105-106. 


New York Odontological Soc. Trans., 1883. 
Oral Hygiene. Clowes, J. W. 126-128. 


News, (Dental, Knightstown, Ind.), I, 1878-79. 
Effect of Medicine on the Teeth. (re Hygiene. ) Hod- 
son, J. E. P. April. 4. Selected. 


News, (Dental, Knightstown, Ind.), III, 1880-81. 
Ideal Dentistry. (re Education of the Peo le in Oral 
Hygiene.) Stockwell, C.T. 13-14. Selected. 
Fetor of the Breath. (re Oral Hygiene.) Taft, J. 

16-17. Selected. 


News, (Dental, Knightstown, Ind.), VI, 1883-84. 
The Teeth in Sickness. (Hygiene.) 20. Selected. 
Dental Hygiene. Thompson. Oct. 3. Selected. 


News, (Déntal, Knightstown, Ind.), VII, 1884-85. 
Fermentation in the Human Mouth. (re Oral Hy- 
giene.) Miller, W. D. 77-78. Selected. 
When to Clean the Teeth. 168 


Odontographic Jnl. I, 1480-1881. 
Stamp Your Dentifrice. 15. 
The Preservation of All the Natural Teeth. Cod- 
man, John T. -46. 
Odontographic Jnl., III, 1882-83. 
Hygienic Precautions—The "Teeth. 
Se'ected. 
Hygiene. 
stract. 


‘Oswald. 
William D._ 82. 


15-16. 


Kempton, Ab- 


Odontological Soc. Penn. Trans., 1885. 

The Philosophy vd “v Tooth-Brush—Its Construc- 
tion and Pro Use. 7) ti w. A. 135- 
143. 4 illus. ise. 143-144 


Ohie State Dental Soc. Trans., 1877. 
Discussion on Therapeutic Agents Especially Ap- 
ggg, Dental Practice—Their Properties and 


Ohio State Jnl. Den. Sci., IV, 1884. 
ee ~ < Alum Gargles on the Teeth. 199. Se- 
lected. 


Keeping the Teeth Clean. 
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Ohie State Jnl. Den. 
Mouth Wash. 583. 


Practitioner (Dental), II, 1884 
Dental Hygiene. Ridgell, E. CG 


Sei., V, 1885. 


"195-198. Selected. 


Practitioner (Dental), III, 1885. 
The Care of the Teeth by Patients. 


Register (Dental), XXX, 1876. 
The Tooth Brush as a Prophylactic. 
Abr. 20-25. Criticism, 121-123. Disc 
The Preservation of the bor | Treated ‘as a Spe- 
cialty. Miles, E. D. - 


Register (Dental), XXXII, 1878. 
Prevention of Disease, Self Abnegation. 

Henry 8. -60. 
Discussion on Dental Hygiene. 152-162. 


Register (Dental), XXXIV, 1880. 

A New Tooth Brush. 97. Ea. 

Tooth Powders ons es th Washes—Their Uses and 
Abuses. Wrig M. 471-476. 

A New Special Putters Tooth Brush. 557. 1 illus. 
Ed. 


162-163. Ed. 


Robertson, 
136. 


Chase, 


Register (Dental), XXXV, 1881. 

Quillaia Toothwash. Bennett, Alexander E._ 72. 
Selected. 

Mouth Wash for Tobacco Consumers. Graham, C. 
523. Selected. 


Register (Dental), 
Wooden Tooth-Picks. 
Corres. 


Register (Dental), 
Care of the Teeth. 562 


Register (Dental), XXXIX, 1885. 

The Tooth-Pick Business. 206. lected. 

General Grant and His Tooth Brush. Abbott, Frank. 
258-259. Selected. 

Report of the Committee on Hygiene. Wardlaw, W. 
C. 268-269. Disc. 270-280. Abstract. 


XXXVI, 
Moody, 


1882. 
Mrs. Kate C. 306- 


XXXVII, 1883. 
-563. Ed. 


Arrington, 


Report of the Committee on H jovene. 
B. F. 


269-270. Dise. 270- 
An Antiseptic Tooth-Wash. 527. Selected. 


Southern Dental Jnl., I, 1882-83. 
Dental Hygiene. Edwards, Thomas C. 139-146. 
213-215. Selected. 


Southera Dental Jnl.. II, 1883-84. 
The “ton of the Mouth During Iilness. 
lectec 
Analysis of Tooth Powders. 86-87. Ed. 
Discussion on Dental Hygiene. 388-390, 407-412. 


Southern Dental Jnl., III, 1884-85. 
Discussion on Our Duty to Our Patients. 
Dental Hygiene. Ridgell, BE. C. 281-286. 


Southern Dental Jni., IV, 1885. 
Dental Hygiene. Wardlaw, W. C. 
Hygiene. Arrington, B. F. 156. 
Discussion on Dental Hygiene. 

A Good Tooth-Pick. Parker, H. 


32-33. Se- 


255-256. 


144-149. 
Dise. 156-167. 
291 -293. 
303. 


For index and key to classification numbers, see pink sheets. 





D6 Dental Pathology. Diagnosis. 


See D6a, Dental Bacteriology; D6b, Dental Radiology; D601, 
Oral Sepsis ; D602, Diseases of Deciduous Teeth; D61, Diseases of 


Treatment. 


ay Conditions and the Teeth, 
mel and Dentin, Caries; D62, 


Diseases of ‘Cementum ; D63, Diseases of Dental "Pulp: D64, Diseases of Gingivae and Peridental Mem- 
brane; D65, Alveolar Abscess ; D66, Diseases of Soft Tissues of Mouth, D67, Dental and Facial Neur- 
algia; 615, Dental Materia Medica ; 615.84, Electro- Therapeutics. 


American Dental Assn. Trans., 
Report of the Committee on Dental’ Pathology. 
Flagg, J.. Foster. 53-55. Dise. 55-62. 


American Dental Assn. Le 187 
Report on Etiology. (Dental Berane.) 
Marshall H. 224-228. 


Webb, 


American Dental Assn. Trans., 1885. 
Report of Committee on Pathology, a <- 
and Materia Medica. Harlan, A. W. 141-1 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
The Principles Involved in the Treatment of Dis- 
eased Conditions. Peabody, F. 145-157. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
S. Sexton, M.D., on Diseases of ‘the Mouth. Hodg- 
kin. 447-454. 


American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 

Lectures on the Physical Examination of the Mouth 
and Throat. The Physical Signs Derivable From 
the Breath, Lips, Teeth and Mouth. Poore, G. V. 
367-376. Selected. 


merican Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Physical Diagnosis. Hodgkin, J. B. 189-190. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-34. 
Some Points in Oral Surgery of Interest to the 

General Practitioner. (Pathology and _ Treat- 

ment.) Parmele, George L. 321-326, 349-356. 


American Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 
Dental Diagnosis. Bigelow, A. T. 274-278. 
Comparative Dental Pathology. Sutton, J. Bland. 

391-393. Selected. 


Archives of Dentistry, I, 1884. 
Oral Pathology. 233-234. Selected. 
Dental Diagnosis. Bigelow, A. T. 391-396. 


British Dental Assn. 4Jnl., Il, 1881. 
Diseases of the Teeth. Saunders. 455-457. 
British Dental Assn. Jnl., III, 1882. 
A Study on Diseases of the Teeth. Dunn, C. W. 
33-35. Abstract. 
The Anthropometric Laboratory. (re Dental De- 
generation.) Galton, Francis. 132-133. Ab- 
stract. 


British Dental Assn. Jnl., V, 1884. 
Comparative Dental Pathology. Sutton, 
34-37, 728-730. 


British Jnl. Dental Science, XXIII, 
Notes on Dental Surgery. Robinson. 
rection, 160. 
Lectures on the Physical Examination of the Mouth 
and Throat. Poore, G. V. 461-468, 519-528, 624- 
632, 721-730 


British Jnl. Dental Science, 
A Study on Disease of the Teeth. 
83-85. Abstract. 


British Jnl. Dental Science, XXVI, 
Some Points in Dental Diagnosis. 
261-268, 305-312. 


British Jnl. Dental Science, XXVII, 1884 
Schlenker’s Researches Into the Origin of Dental 
Disease. Dental Path ae Fg, | pe Bent 
Comparative Dental Pathology. Sutton, John » 
149 251-252, 303-304, 354-358, 406-409, 
453 - 457, 497- 500. 


Diagnosis. Ingersoll. 174-175. Selected. 

The Serious Results Which Happen to Rodents from 
the Continuous Growth of Their Characteristic 
Teeth. Bennett, Storer. 

Collective Investigation of Dental Diseases. 1149- 
1150. Ed. 


J. Bland. 


1880. 
71-82. Cor- 


XXV, 1882. 
Dunn, C. W. 


Fy William. 


British Jnl. Dental Science, XXVIII, 1885. 
Compass Dental Pathology. Sutton, J. Bland. 
49-54. Disc. 54-56. 437-442. Disc. 477-478. 
sas or. Dise. 495-498. 544-548. Disc. 553-555. 
585-591, 1- 
om Diagnosis. Charles J. 82-84. Se- 
~~, Ly ny enic Nature of Certain Micro- 5 
uman Mouth and the Consequent Possi- 
bile. of the Infection of Hither Patient or Opera- 
tor Through Wounds Incurred During the Per- 
formance of Dental Operations. Miller, D. 
309-310. Selected. 
Collective Investigation in Dental Diseases. 364. 
King, R. F. H. 


Essig, 


Some Points in Dental Diagnosis. 
491-495, 550-553, 595-506. 
Calif S. Dental Assn. Trans., 1880. 
Report of Committee on Dental Therapeutics. 
dard, C. L. 36-42. 


California S. Dental Assn. Trans., 1881. 
Report on Dental Pathology and Surgery. 
wall, A. 117-121. Dise. 121-122. 





God- 


Corn- 


Caulk’s Dental Annual, 1884. 
Dental Statistics. (re ntal Diseases.) 
son, A. H. Jan. 31-32. 


Thomp- 


Connecticut Valley Den. Soc. Trans., 1879. 
General Care of the Mouth for Patients 
Twenty Years of Age. (Dia 
Their Incipient Stages a 
aan. ) 


Under 
nosing Diseases in 
Pes of sree 
Taylor, L. 203-209. Disc. 


Cosmos (Dental), XVIII, 1876. 
Pathology and | ag ae (Cont. 
b ava) Ra eA a BL | 1-6, 57-62, 113- 
286, 1 337-342, 1 
x "30 505-600 SL 566, 617-622. (Cont. 
of Committee on Dental Patholo See 
Flagg, J. F. 530. Disc. 531-53 


Cosmos (Dental), XIX, 1877. 
Dental Pathology and Thera 

Vol. XVIII.) Flagg. ‘oster. -7, 2 illus; 

57-62. 113-119. 169-174, 705.331. 591-287, 3 illus; 

337-342, 393-398, 449-455, 505-510, 561-566, 617- 
622. (Cont. in Vol. XX.) 


Cosmos (Dental), XX, 

Dental me and setae Flagg, J. Fos- 
ter. 1-7, 71- 3 7 illus 34, 1 illus; 185-191, 
og 255.) 207-305. 409-414, 526-530, 577- 

, 640-645. (cont int Vol. xx ) 


Cosmos (Dental), XXI, 1879. 
- ~ Pathology and Therapeutics. 
ol. XX.) Flagg, J. Foster. 1-7, 

oe 235. in Vol. XXII.) 


Report 
Surgery. 


utics. {os from 


(Goat. from 
64-69, 119-125, 


(Cont. 


Cosmos (Dental), XXII, 1880. 
Dental Pathology and Therapeutics. 
Vol. XXI.) Flag eg. J Foster. 
169-175, 1 illus; 225-282, 281-287. 
407, 457-468, 569-576. (Cont. in Vol. 


(Cont. from 
11-15, 118- 118, 
337-348, 402- 
XXIII.) 


188). 
utics. 
oster. 


cose x ( pentet 9 ad. Ther 

Dental Pathology an era 

Vol. XXIL.) , Flags, 13-20. (Cont. 
in Vol. XXIV 

What is the Matter? (Dingneste. dt Mate- 
rials.) Newkirk, Garrett. 461-4 667- Re- 
marks, 615-616. 


(Cont. from 


Cosmos (Dental), XXIV, 1882. 
Dental Pathology and Therapeutics. (Cont. from 
Vol. XXIII.) Flagg, J. Foster. 169-173. 3 il- 


lus. 
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Cosmos (Dental), XXVI, 1 
Differential Diagnosis. Essig, Charles J. 585-588. 


Cosmos (Dental), XXVII, 1885. 
Pathology, Therapeutics and Materia Medica. 
n, A. W. -676. 


Har- 


Headlight (Dental), IV, 1883 
Physical Diagnosis. Crawford, J. Y. 9-14. 


Independent Practitioner (Dental), IV, 1883. 
Good Diagnosis. 450. Selected. 
A Clear Diagnosis. 624-625. 
Oral Pathology. \ 


I ndent Practitioner (Dental), V, 1884. 
Sputum-Septicaemia. Miller, W. D. 300-301. 
—— oe. Essig, Charles J. 636-638. Disc. 


Independent Practitioner (Dental), VI, 1885. 
Contraria Contrariis eo as Appl lied to Den- 
tistry. Talbot, E. 8. 
Some of the Pathological Conditions of the Oral Cav- 
ity. Nelles, F. D. 513-517. 


Iowa State Den. Trans., 1878. 


Diagnosis. Ingersoll, 7 ‘¢e 12-19. Dise. 19-20. 
Iowa State Dental Soc. Trans., 1880. 
Dental Diagnosis. Garber, 8S. A. 62-65. 
Items of Interest (Dental), VI, 1884. 
Diagnosis—Its Importance. 290-292. Selected. 


Dental Diagnosis. Essig, Charles J. 531-533. Disc. 
533-536. 


Jairus (Dental), I, 1880. 
Dunbar, L. L. 


Dental Therapeutics. 438-441. Disc. 
441-445. 
Jairus (Dental), Il, 1881. 

Physiology and Etiology—Dental Pathology. 253- 

). 

Dental Diagnosis. Garber, S. A. 381-384. Se- 
lected. 
Johnstons’ Dental Miscellany, IV, 1877. 


Dentistry on Horses. 394. Selected. 


(Dental), II, 1880-81. 


Luminary 
Tignor, W. B. 34. 


Dental Pathology. 


Luminary (Dental), VI, 1884-85. 
Differential Diagnosis. Essig. Charles J. 91. 
Selected. 


Michigan State Den. Assn. Trans., 1880. 
Pathology and Semiology. Hawxhurst, D.C. 


Missouri Dental Jnl., X, 1878. 
Diagnosis. Ingersoll, L. C. 506-518. 
Dentistry on the Horse. 657-658. Selected. 


Missouri Dental Jnl., XII, 
The Physical Examination of 
Poore, G. V. 474-482. Select 


76-81. 


1880. 
he Mouth and Throat. 


Missouri Dental Jnl., XV, 1883. 
Oral Pathology. Dec. 409. Selected. 


National Dental Assn. Trans., 1 
Report on Therapeutics. Wright, i *. 57-58. 


New York Odontological Soc. Tran 
Knowledge of the Anatomy and pathology. my the 
Teeth. Jacobi, A. 113-118. Dise. 118-121. 


New York State Den. Sci. Trans., 1876. 

Dental Pathology. (With Special Reference to De- 
a) Marvin, C. A. 98-105. Dise. 105- 
06. 


Odontolog. Soc. Trans., XVI, 2nd Ser., 1883-84. 
Compeneive Dental Pathology. Sutton, John 
land. 88-146. 10 illus. Dise. 147-150. 





D6 DENTAL PATHOLOGY 


Odontolog. Soc. Trans., XVII, 2nd Ser., 1884-85. 
Comparative Dental Pathology. Sutton, J. Bland. 

2-73. 11 illus. Dise. 74-76. 

Ohio State Jnl. Den. Sci., IV, 1884. 
Diagnosis—Its Importance. 48-51. Ed. 
Fact and Fancy. (Dental Degeneracy.) 87-90. Ed. 
Discussion on Dental Pathology and Therapeutics. 

344-346. 

yivania State Den. Soc. Trans., 1884. 

Ditterential" Diagnosis Essig, Charles” J. 17-20. 


Practitioner (Dental), I, 1880. (See Vol. II, Inde- 
pendent Practitioner.) 
Diagnosis: As en in Our Professional Colleges. 
Coy, B. F. 240-242 


Practitioner (Dental), II, 1884. 
ee = — 9 Diagnosis. Essig, Charles J. 231-235. 


Practitioner (Dental), III, 1885. 
Dentistry. (Pathology.) Peirce, C. N. 62-64. Se- 


lected. 

The Value of Pain as a Diagnostic Symptom in Den- 
tal lesions. Kirk, Edward C. 241-244. 

Some of the Pathological Be = of the Oral 
Cavity. Nelles, F. D. 255-259. Selected. 


Record (Dental), I, 188 


Review of the Progress of Odontology. (re Dental 
Pathology.) 252-254. 
Record (Dental), Il, 1882. 
A Study on Diseases of the “Teeth. Dunn, C. W. 
80-81. Abstract. 
Tomes. 317- 


Spemmene of Comparative Pathology. 


Operative Dental Surgery. (Dental Pathology.) 
Thompson, W. Finley. 337-346. 1 illus. 


Record (Dental), IV, 1884. 
140. Abstract. 


Diagnosis. Ingersoll, L. C. 
—— Diagnosis. Essig, Charles J. 517. Ab- 
stract. 


Record (Dental), V, 1885. 


Compeggiore Dental Pathology. Sutton, J. Bland. 


Register (Dental), XXX, 1876. 
Observations Upon the Natives of the Hawaiian 
7 (re * waned of the Teeth.) Whitney, 


Register (Dental), XXXI, 1877. 
The Principles Involved in the Treatment of Dis- 
eased Conditions. Peabody, F. 273-284. 


Register (Dental), XXXII, 1878. 
Diagnosis. Ingersoll, L. C. 353-366. 


Register (Dental), XXXIII, 1879. 
Can Dental Lesions Be Foreseen and Prevented? 


76. 
Discussion on Diagnosis. 118-119. 


Register (Dental), XXXIV, 1880. 
Discussion on Pathology. 360-369. 


Register (Dental), XXXVI, 1882 
Dental re and Surgery. Cornwall, A. 
231. Selecte: 


XXXIX, 1885. 


Register (Dental), 
Dental Diseases. 


Collective Investigation of 
137. Selected. 


Southern Dental Jnl., III, 1884-85. 
Dental Diagnosis. Bigelow, A. T. 
lected. 


136- 


380-386. Se- 


Texas Dental Jnl., II, 


1884. 
Diagnosis—Its Importance. 18. Selected. 


For index and key to classification numbers, see pink sheets. 











D6a Dental Bacteriology. 


Vaccines. Articles on Bacteriology or Vaccines applied to a particular disease, classified with sub- 


American Dental Assn. 878. 
ns > on Histone? Fat Microscopy. (Bacteriology. ) 


American Jnl. Den. Sci., 
A Variety of Leptothrix Discovered by 
Miller, and Named 4 Him Leptothrix Gigantea. 


XVII, 3rd sre 1883-84. 


American Jnl. Den. Sci., 
Micrococci in Kelation to Wounds, 
Septic Processes. 


XVIII, 3rd Ser., 1884-85. 
Cheyne, W. Watson. 


British Dental Assn. Jnil., VI, 
Studies on the F 


Dental Science, XXVIII, 
The Comma-Bacilli of the Human Mouth. 
W. D. 509- 


Studies on Bot of the Human 


Cosmos (Dental), 
Bacteria in Teeth. 


Cosmos (Dental), 
The Fungi of the Mouth. 


Cosmos (Dental). = 1881. 


An Investigation Into the mirerts, of Organisms Upon 
Alveolar Portion of the Jaw. 
LS meag a Arthur, and Mills, 596-597. 


Cosmos (Dental), 
Bicentenary of Bacteria. 381- 
Cre! of py -Organisms of the Mouth. Barrett, 


Cosmos (Dental), XVII, 1885. 
The Bacilli of the Mouth. 123. 
The Products be pe = Pormentetie in 


ndent Practitioner ge Ad 1884. 
Micro-Organisms. 537-538. 


Independent Practitioner peg VI, 1885. 


(Demonstrating the Patho 
Micro-Organisms. ) 
8. 


A Case in Practice. 
Nature of Certain 
Ww. D. ill 





For index and key to classification numbers, see pink sheets. 





Biological Studies on the Fungi of the Human 
| Miller, W. D. 227-232. 283-288. 13 


illu 

A Comme Bacillus in the Human Mouth. Miller, W. 
D. 246-248. 2 illus. 274. Ed. 

A New Comma Bacillus. Miller, W. D. 471-472. 

Ferments and Micro-Organisms. Miller, W. D. 


Missouri Dental Jnl., XIV, 1882. 

An Investigation Into the Effects of Organism Upon 
the Teeth and Alveolar Portions of the Jaws. 
Underwood, Arthur 8S. and Milles, W. J. 8-14. 
Selected. 


New England Jnl. Dentistry, I, 1882. 

An Investigation Into the Effects of Organism Upon 
the Teeth and Alveolar Portions of the Jaw. Un- 
aaa Arthur 8S. and Milles, W. J. 141- 


New England Jnl. Dentistry, II, 1883. 
A Variety of Leptothrix Discovered by Dr. W.D. 
ae and L Soaes by Him Leptothrix Gigantea. 


New England Jnl. Dentistry, III, 1884 
A Fungus Always Present in the ‘Human Mouth and 
in Carious ntine. 39. 


New York Odontological Soc. Trans., 1881. 
Bacteria. (Of the Mouth.) Clark, F. Y. 41-46. 
Dise. 46-52. 


New York Odontological Soc. Trans., 1 
The Products of Putrefaction and Fermentation in 
the Mouth. Mayr, Chas. 14-18. Dise. 18-24. 


Odontolog. Soc. Trans., XVI, 2nd Ser., 1883-84. 
Parasites. Sutton, John Bland. 130-136. 1 illus. 


Ohio State Jnl. Den. Seci., IV, 1884. 
Bacteria. Swain, Edgar D. 105-114. 


Pennsylvania Jnl. Den. Sci., III, 1876. 
The Lower Forms of Life Found Within the Oral 
Cavity. Peirce, C. N. 1-21. 10 illus. 


Record (Dental), III, 
Bacilli in the Breath. Smith R. “Charnley. 73-74. 
Selected. 


Record (Dental), V, 1885. 
Biological Studies on the Fungi of the Human 
Mouth. Miller, W. D. 257-262, 344-350. 1 
illus. Selected. 








D601 Systemic Conditions and the Teeth. Oral Sepsis. 


Pregnancy. Effects of Drugs and Tobacco. 


See D17, Diseases in connection with Dentition ; 613.2, Foods and diet in relation to the Teeth; 
612-3, Conditions of Saliva in relation to the teeth ; D64, Gouty and uric acid diathesis, etc.; D61, In- 


fluence of thyroid gland on dental caries. 


Advertiser (Dental), XII, 1881. 

On the Mode of one of Some Secondar 
(In Connection ith the Teeth.) 
ward W. 113-117. Selected. 


Advertiser (Dental), XIV, 1883. 
Forceps vs. Medical Science ip Indigestion. 
Charles A. 118-119. Selected. 


Advertiser (Dental), XV, 1884. 
Dentistry and Otopathy. Lewis, F, Park. 1-8. 


(Dental), XVI, 1885. 
Threatened Mania From Retarded Wisdom Teeth. 
La Roche, W. T. 80-84. Selected. 


American Dental Assn. Trans., 1881. 

On the Centric Relations of the Teeth, the Mouth, 
and the Adjacent Parts to the Entire Constitu- 
tion, Through the Medium of the Proximate Por- 
tions of the Brain. Buchanan, Joseph Rodes. 
193-212. 1 illus. 


Lesions. 
oore, Ed- 
Cox. 


Murray, 


Advertiser 


merican Dental Assn. Trans., 1882. 
Diatheses and Cachexiae. Odell, F.M. 65-69. 
Refiex Lesions of the Oral Cavity Aasoemies With 

Pregnancy. Richardson, Joseph. 156-160. 


X, 3rd Ser., 1876-77. 


American Jnl. Den. Sci., 
a A a 


The Eyes and the Teeth; Have The 
Connection? Cravens, J. E. 28-31. Pp ‘ 
Extracting Teeth for Brain Disease. 47. Selected. 
Treatment of Teeth During Gestation and Lacta- 

tion. Williams, J. 510-515. Selected. 
A Fatal Case of Parotitis. (Due to Molar Tooth.) 
523. Selected. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Cause of the Breaking Down of Teeth in Gesta- 
tion. 28. Abstract. 
Death from a Carious Tooth. 573. Selected. 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 

Naevus, or the Effects of Dental Operations Upon 
the Female During the Period of Utero-Gesta- 
tion. Chisholm, E. 8S. 358-364. Selected 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
Tooth-Ache as a Cause of Paralysis. Parramore, 
T. H. 470-471. 
Tooth-Caries of Pregnancy—Its Saaee and Treat- 
ment. Kirk. Edward C. 560-564. Selected. 


The Effects of Tobacco. Drysdale, Cc. ins 575-576. Se- 
lected. 


American Jnl. Den. Sci., XIV, 3rd Ser., 1. 
The Effect of Smoking on the Teeth. - 47, 
83-85. Selected. 
On Nervous Diseases Connected With the a 
Brunton, T. Lauder. 101-116. Dise. 116-1 
Cervico-Bronchial Neuralgia Cured by lestuaction of 
a Wisdom Tooth. Musgrave. 431. Selected 


American Jnl. Den. Sei., Srd Ser., 1881-82. 
A Case of Fracture of the Teath Producing Severe 
Symptoms. 47-48. Selected. 
On the Mode of Origin of Some Secondary Lesions. 
Moore, Edward W. Cox. 180-185. Selected. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Hemorrhage and Gangrene From a Carious Tooth. 
Byrd, William A. 191-192. Selected. 
Discussion on Extraction of Teeth in Pregnant 
Women. 327-332. Selected. 
Teeth Injured by Tobacco. Harper, John G. 573- 
574. Selected. 


American Jnl. Den. Sei... XVII, 3rd Ser., 

Correlated Diseases of the Teeth and Ear. Richard- 
son. Joseph. 1-13. Selected 

Inebriety and the Teeth. Crothers, T. O. 141-143. 
Selected. 

Dentistry and Otopathy. Park.  486- 
496. Selected. 


1883-84. 


Lewis, F. 


On the Relations Between Dental Lesions and Dis- 
ye of the Eye. Power, Henry. 529-559. Se- 
ect 


American Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 
Dental Irritation Causing Spasms. 91-93. ‘Selected. 
Symptomatic Pathology of the Mouth. Smilie, El- 

ae R. 494-505, -554. Selected. Correction, 


American Medical Assn. Jnl., I 
A Case of Amaurosis a Upon D Dental I Irri- 
tation. Allport, W 


Archives of Dentistry, I, 1884 

Scrofulous Adenitis Caused by a Molar Tooth. 12- 
13. Corres. 

Alveolar Abscess opeiing Catarrh. 125. Selected. 

Mycosis in Man. (Supposed to Have Seetipetes in 
pias Abscess.) Israel, J. 183-184. Se- 


Ritect, of {Tobacco on Boys. Otis, Edward C. 187-188. 


Case of Spasm of the Muscles of the Face and Cat- 
aract » ® to Dental Irritation. Sewill, Henry. 
225-228. Selected. 

On the Kelations Between > Lesions and Dis- 
eases of the Eye. -285 

Discussion on Pregnancy and Its Effects on the 
Teeth of the Mother and Child. 564-566. 


Archives of Dentistry, II, 1885. 

On Reflex Uterine Dental Action—Fall of the Teeth 
in Gestation and in Cessation of Menstruation. 
Cacciaguerra, Chevalier De. 135-138. Selected. 

Diseases of the Teeth in Relation to So-Called Reflex 
a ~ ee Buxton, Dudley W. 254-258. Se- 
ecte: 


British Dental Assn. Jnl., I, 1880 

Loss of Sight Due to a Diseased Molar. 
127-128. Remarks, 128-1 

Nervous Diseases Connected Wit th the Teeth. 
ton, Lauder. 130-141. Dise. 142-146. 

Affections of the Ear Arising From Disease of the 
Teeth. 174-177. 

Discussion on The Means of Diagnosis Afforded by 
an Examination of the Teeth and Mouth in 
Doubtful Cases of Constitutional Disease. 180- 


Diseases of the Teeth and Epi- 
Henry. 195. Abstract. Disc. 


Carious Teeth the Unsuspected Cause of Serious IIl- 
ness. Canton. -310. Dise. 313-314. 
Carious Teeth the U nsuspected Cause of Serious Ill- 

ness. Mummery. 310-313. Dise. 313-314. 
Notes on a Case of Pyaemia From Alveolar Abscess. 
Watson, G. W. 575-578 


British Dental Assen. Jni., IT, 1881. 
Interrupted Second Dentition as a Cause of Reflex 
Constitutional Disturbance. Corbett, Daniel. 


Walker. 


Brun- 


Relation Between 
lepsy. Sewill, 
196-198. 


British Dental Assen. Jnl., TIT, 1882. 

A Case of Epilepsy Cured by the Removal of Den- 

tal Irritation. Moon, Henry. 118. 

To Extract the be of Pregnant Women. Sewill, 
Henry. 2 

The Value of a Specialiat’s. Opinion. (re Systemic 
Conditions and the Teeth.) 243-244. 

Carious Upper Temporary Molar Causing Convul- 
sions. Coleman, Alfred. 91. 

Illustrative Cases of Disease of the Eye Arising From 
Affections of the Teeth. Ely. Edward T. 598- 
509. Selected. 


British Dental Assen. Jnl., TV. 1883. 

A Case of Cataract of the Right Eve, Probably Due 
to Dental Irritation. Sewill, Henry. 48. 

The. Relation Between Dental Lesions and Diseases 
of ene Eye. Power, Henry. 548-553. Dise. 508- 


For index and key to classification numbers, see pink sheets. 





D601 SYSTEMIC CONDITIONS 


British Dental Assn. Jnl., V, 1884. 
Is Tobacco Smoking ‘nape to the Teeth? Rob- 
erts, J. G. 20-2 


British Dental Assn. Jni., VI, 1885. 
The Kange of Dental Influence. (Systemic Condi- 
tions and the Teeth.) Crombie, P. 398-402. 
Epiphora and Slight Ectropion Cured by Removal of 
Buried Koot = Yooth. Ackland, J. M. 
467-468. Selecte 

Reflex Spasm, a % by Dental Irritation. Hutch- 
inson, 8. 


British Jnl. Dental Science, XIX, 1876. 
Reflex Affections Caused by Diseased "Teeth. Weiss, 


Felix. 401-405. Goodhart, James 
Fay, Tullius W. 


Pye, Following Dental Caries. 
2 24-428. Selected. 

Some Results of Dental Lesions. 
623-627. 


British Jnl. Dental Science, XX, 1877. 
Toothache of Pregnancy. 355-357. Selected. 


British Jnl. Dental Science, XXI, 1878. 
Nervous affections Dependent Upon Dental Caries. 
Hepburn, D. Stuart. 209-220. 


British Jnl. Dental Science, XXII 

Case of Facial Paral sis From a otioes Tooth. 
Poundall, Wm. 

The Effects of Tobacco’ °Emoking © on the Teeth. Hep- 
burn, David. 330-332. 

Mycosis in Man. 623- ee. Ralccted. 

British Jnl. Dental Science, XXIII 

Cervico-Brachial Neuralgia Cured +3 % inxtraction of a 
ae te Mesgrare, J. °° ne Dinsasce of the 

tions of the Bar Arising 

— - Sexton, Samuel. 261-267, 311-318, 359- 
363, 418-424. 

Loss of Vision Due to Diseased Teeth. Walker. 279- 
281. Comment, 

Nervous Diseases Connected With the Teeth. Brun- 
ton, Lauder. 282-291. Dise. 2v1- 

Discussion on The Means of Diagnosis ‘Afforded by an 
Examination of the Teeth and Mouth in Doubtful 
Cases of Constitutional Disease. 

The Relations Between Diseases of the “Teeth and 
Bpllogey- ee Henry. 374-378. Remarks, 378- 

Epilepsy Caused by Diseased Teeth. Kerwick, J. F. 
417 

Tooth-Grinding and Gout. Donkin, Horatio. 442- 
443. Selected. 

Constitutional Conditions and Treatment, as Related 
to the Practice of Dentistry. Stockwell, C. T. 
572-579, 678-681. Selected. 

Carious Teeth a Cause of Disease in Distant Parts 
of the Body. Canton, EB. 506-5 

Some Cases of Nervous Affections. Originating in 
Diseases of the Teeth. Mummery. 601. 

Carious Teeth as a Cause of Ear Disease ro 

Abscess Near the Lower Eyelid of Dental ‘Origin. 
845-846. Selected. 

Notes on a Case of Pyaemia From Alveolar Abscess. 
Watson, G. W. 1148-1151. 


British Jnl. Dental Science, XXIV. a 
Case “ Deafness Caused by Caries. Ditcham, Ww. V. 
On the Mode of Origin of Some Secondary Lesions 

in Relation to yo wy of the Teeth. Moore, 

Edward W. Cox. 407-411 
On the &y pymngathy Existing Between the Ear and the 

Tee urnett, Charles H. 430-432. Selected. 
Case 7 M nefies Irritation From a Carious Tooth. 

Olver, H. 

Link Between Gout and Moulted Molars. 732. Ed. 

Evidence of Reflex Action in Relation to Constitu- 
tional Disturbance Induced by Second Dentition 
and Coming Under the Personal Observation of 
the Author. Corbett, Daniel. 821-824. 

The Health Impaired by Diseased Teeth. 936-987. 
Selected. 

Honeycombed Teeth Regarded as an Evidence of In- 
— Convulsions. Magitot. 989. Dise. 939 

On Erosion of the Teeth Regarded as an Evidence of 
Infantile Convulsions. Magitot. 957-966. 1 table. 
1019-1031. Trans. Dise. 1007-1008, 

Ought We Ever to Allow Teeth or Stumps Giving 
Rise to Chronic Alveolar Abscess to Remain in 
the Mouths of Patients Suffering From, or Hav- 
ing a Tendency to, Tuberculous Disease of the 
Lungs? Hammond, Gurnell, 1175-1177. 


177 


British Jnl. Dental Science, XXV, 1882. 
Reflex Ulceration in the External ow a Meatus 
Conses oe Diseased Teeth. Burnett, C. 88-89. 


Selec 
Case of , —_ from Dental Irritation. Moon, 
Henry. 297. 
Pneumonia | From a Tooth. Chambers, T. R. 438. 
Extraction of Teeth Pe wm wm | Pregnancy. Coleman, 
Alfred. 801-803. 
a td and Dental Fanny Weiss, F. Henri. 947- 
Systemic Conditions and the Teeth. 1006-1008. 


Reflex Lesions of the Oral Cavity Assos With 
ee amma Richardson, Joseph. 1102-1107. Se- 


Oculo-Dental Diseases, or Maladies of the Eye Caused 
Dental Irritation. alezowski. 1174-1176, 
(Cont. in Vol. XXVI.) 


British Jnl. Dental Science, XX VI, 1883. 
ae Irritation Caused by Dental Caries. Cotter- 
C. Vincent. 28-29. 

oul Dental Diseases, or Maladies of the Bye Caused 
by Dental Irritation. (Cont. from Vol. XXV.) 
Galezowski. 73-75. 

On i Results of Dental Caries on the Auditory 

Apparatus. Gelle. 141-142. Selected. 

“ee: Connection With Diseases of the Teeth. 

284-287. Selected. 

Coonan fF aR. of the Teeth and Ear. Richard- 
son, Joseph. 603-607, 668-673. Selected. 

Tobacco. Harper. 976. 

On the Relations Between Dental Lesions and Dis- 
eases of the Eye. vie 1148- 
1155. Selected. (Cont. in Vol. *XXVII ) 

Can Neuralgia Cause Mania? Jarvie. 1177. 


British Jnl. Dental Science, XX VII, 1884. 

The Teeth in the Insane. 22. Ed. 

On the Relations Between Dental Lesions and Dis- 
eases of the Eye. (Cont. from Vol. XXVI.) Pow- 
er, Henry. 61-69, 101-108, 150-153. Selected. 

Amaurosis of One Eye Feregettive Upon Retained 
Teeth. May, ~~ 

Dentistry and Otopathy. iano, F. Park. 121-122. 
Selected. 

Upon Reflex Action Between the Uterus and the 
Teeth. Cacciaguerra. 240-242. 

oe Referred to the Extremities. Lovejoy. 


Guus - Spasm of the Muscles of the Face and Cata- 
aost apa to Dental Irritation. Sewill, Henry. 


Swelling oe Parotid Gland, Occurring Durin 
Eruption of a Wisdom Tooth. Fabre, i aus 
pre Maia faa 
re-Natal In uences Affecting the Teeth. 
Geo. H. 553- MM. §6Select ~ atest eceemen 
Srite ie Symptoms, With Haemorrhage Between 
Uterus and the Teeth. Cacciaguerra. 585- 


Diseases of the Teeth in Relation to So-Called - 
_ Maladies. Buxton, Dudley W. “780-783, 1075. 


pelea Caused by Diseased Teeth. May, Percy. 799. 


— ar Carious Teeth Upon the Sight. Galezow- 


British Jnl. Dental Science, XXV III, 1885. 

On Reflex Uterine—Dental Action, Fall of Teeth in 
Gestation and in the Cessation of Menstruation. 
Cacciaguerra, 1-4. 

Sealy Eruption Consequent on Reflex Dental Irrita- 
tion. Davis, Marcus. 46. 

Pain in the Ears Due to Irritation in the Jaws. Bart- 

- lott. we é. nme Selected. 

Affections of the Gum in Relation to Ot 
Karzosowski. 163-164. Selected. an Soe. 

Treatment of Defective Teeth During Pregnancy. 
Marvin. C. A. 877-378. Selected. 

Epilepsy Arise From a Diseased Tooth? 
Schwartzkoppf, E. 414-417. Selected. 

Amaurosis From Dental Irritation. 563. Selected 

Affections of the Gum in Relation to Other Diseases. 
Kaczorowski. 646. Selected. 

Threatened Mania From Retarded Wisdom Teeth 
La Roche, W. T. 756-761. Selected. 

Reflex Pain. Moody. Kate Cameron. 788-79 

The Teeth of Deaf Mutes. Reed, J. sense 908 - 
909. Selected. 

Case of Reflex Nervous Disturbance Caused by 
Dental Irritation. Hutchinson, 8. J. 1142-1148. 


Can 
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California 8S. Dental Assn. Trans., 1881. 

Pathology of the Osseous Structure of the Teeth in 
Pregnancy. McLain, A. F. 105-108. Dise. 108- 
112. 


Cincinnati Med. & Den. Jnl., 1885. 
Eye and “ Trouble Due A, "Dental 
Ground. . Edwin. 70-71. 


Connecticut Valley Dental Soc. Trans., 1879. 
Discussion on Uterine Disturbances as Affecting the 
Oral Cavity. 201-202. 


os (Dental), XVIII, 1876. 
ey “Bye Beliqves . fhe Extraction of a 
Tooth. Davis, C. 
Dyspnoea From the mt 3 a Molar Tooth Into 
the Trachea. 223. 
Imperfect Mastication as a Cause of Diarrhoea. 667. 


XIX, 1877. 
ollowing Dental Caries. 47-50. 
t one > w= 277. 


Irritation. 


Cosmos (Dental), 
Case of Pyaemia 
The Relations Between Tee 
Spmgenees Ear Symptoms. 
Toothache of Pregnancy. 312-378 


Spasms and Cramps in the , = From Defec- 
tive Mastication. 

A Case in Practice. 
Drew, F. F. 508. 

A Case in Practice. Ear-Ache and Exposed Pulp. 
Mills, Wm. A. 560. 

A Case in Practice. Ear-Ache and Exposed Pulp. 
613. 


Kar-Ache and Exposed Pulp. 


A Case in Pegetion. Ear-Ache and Exposed Pulp. 
Taylor, C. R. 615. 


Cosmos (Dental), XX, 1878. 
Extraction in Pregnancy. Chase, Henry 8S. 240. 
Extraction in Pregnancy. 350. 
Extraction in Pregnancy. McDonald, G. B. 454. 
Amaurosis Following Dental Disease. 685. 


Cosmos (Dental), XXI, 1879. 
Tooth Extraction and Its Possible Relations to the 
nant State. Newkirk, Garrett. 24-28. 
The Infhucees of the Nervous System on the Health 
of the Mouth. 108-110. 169, 
Two Cases of Earache on Account of the Teeth. 
Tenison. 


os (Dental), XXII, 
On rtections of the Ear i - From Diseases of 
the Teeth. 92-102. 
Relations of Diseases of the Eye to Dental Irritation. 


Tooth- Caries of Pregnancy. Kirk, Edw. C. 274-276. 

Diagnostic Signs Afforded by the Teeth and Mouth 
in Ge Doubtful Cases of Constitutional Disease. 
319 

 — ‘of the Maxillary Bones in Ataxy. (Ab- 
sorption of Alveoli.) 331. 

Hysterical Toothache. 450-451. 

Carious Teeth as a Cause of Illness. 672-673. 

Fistulous Opening in the Shoulder From a Carious 
Tooth. 675. 


Cosmos (Dental), XXIII, 188 
The Loosening of the Teeth in Ataxia. 
On the Sy yanpees Existing Between thet Ear and the 
eet 
Effects - Tobacco on the Teeth. 111, 167. 
Effects of Tobacco on the Teeth. Ottoty, Louis. 167. 
Sympathetic Ptosis From Decayed Teeth. 497-498. 


Cosmos (Dental), XXIV, 1882. 
The Wisdom Teeth and Deafness. 159-161. 
Extraction of Teeth in Pregnant Women 269-270. 
Ear Affections in Childhood From Dentition or a 

Carious Tooth. 274. 

Otalgia From Reflex Dental Irritation. 545-546. 

Extraction of Teeth of Pregnant Women. 552. 

Diathesis and Cachexiae. Odell, F. M. 577. Disc. 
hdne le 

Lesions of the Teeth in Locomotor Ataxy. 610. 

Reflex Lesions of the Oral Cavity Associated With 
Pregnancy. Richardson, Joseph. 621-626. 


Cosmos (Dental), XXV, 
snes From Diseased , Pulp. Marshall. 
+426. Dise. 426-427. 
ute Origin of Dental Decay. 438. 
The Effects of Malarial Soleening on the Dental 
Pul Klump, J. A. 521-524. 


State of the Gums in Pregnancy. 06. 
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Cosmos (Dental), XXVI 
Prevention of Decay and of rae ularities. 35-47. 
On —_ Relations tween Dental Lesions and Dis- 
ases of the Eye. 308-314. 
The. Relation of hronic Catarrhal States With Im- 
perfect Development of Other Tissues. 314-317. 


mos (Dental), XX VII 
atten of the Gum in Relation to Other Diseases. 


Effect of Pulpless Teeth When Left in the Jaws. 82- 


Does Pregnancy Act as a Direct Antecodont to Demy 
<. 4 Teeth. Atkinson, W. 230-234. 


Locomotor Ataxia With Loss of Teeth. 315-316. 

Eyesight Affected by a Tooth. Hodgkin, J. B. 319. 

Observations in the Mouth wearing Pregnancy and 
the Catamenia. Beers, W. George. 

The ned Phosphates. (For Pregnant Women.) 
Barrett, W. C. 539-545. Disc. 545-549, -552. 
The Be of Sex on the Frequency ‘of Dental 

Caries. 572-573. 
The Relations Between the Teeth and the Uterus. 575. 
Dental Alterations in Morphia-Maniacs. 575-576. 


Dental Office & Lab., II, 2nd Ser., 1878-79. 
Tes oh ete Mellitus. N-Despalles, Tam. Oct. 
rans 


Dental Office & Lab., III, 2nd Ser., 187 
Diseases Arising From Devitalized Pulps. 


Dental Office & Lab., VI, 2nd Ser., 1 
Tobacco and Its Effects in the Mouth. "Bociness, L 
Oct. 5. Jan. 1. Trans. 


Dental Office & Lab., IX, 2nd Ser., 
Can Epilepsy Be the Result of Disease ft the Teeth? 
Scharzkopf, E. Oct. 4-5. Trans. Selected. 


Dental & Oral Science Maga: 8. 
A Singular Case of prod ny Caused t by the Pain 
of a Carious Tooth. Ribolla, Luigi. 156-157. 


Trans. 

Reflex Affections Due to Irritations Resulting From 
a of the Teeth. Sirletti, Francesco. 157- 
58. Trans. 


Headlight (Dental), IT 
Carious Teeth as a Cause of Innes. 
Selected. 


Headlight (Dental), III, 1882. 

The Importance of a More Thorough Knowledge of 
the Teeth, and Their Reciprocal Relations to 
General Health. Johnston, J. C. 65-68. 


Headlight SaaS 

A Case of Amaurosis BUR Upon Dental Irrita- 
tion. Allport, W. W. 26-29. Select 

Reflex Nerve Action. MePeters. G. re tS 58. 

Upon Reflex Action Between the Uterus and the 
Teeth. 102-104. Selected. 

Fetor of the Breath. (re Diseased Teeth.) 105-106. 
Selected. 


Jan. 1. 


Canton, BE. Jan. 


of Dentistry, I, 
sed Cotterell, 


Herald 
Reflex Irritation Cau by Dental’ Caries. 
Cc. Vincent. April. 9. 


Illinois State Dental Soc. Trans., 1876. 
Pathetoesce Conditions of the Teeth, and Their 
m oP the General System. ‘Davis, a & 
Dise. 34-39. 


Independent Practitioner (Dental). Til, 1882. 
Illustrative Cases of Disease of the Eye Arising 1 From 
pifections of the Teeth. Ely, Edward T. 255-257. 
or 7 From Reflex Dental Irritation. Hobbs, A. 
-43. Selected. 


Independent Practitioner (Dental), iV, 1883 
Lesions ¢ the Teeth in Locomotor Ataxy. David, M. 
Th. 2. Selected. 
Poor Teeth the Cause of Many Ills. 345. 
Kidney Trouble the Cause of Toothache. 
macher. 541. Selected. 


Independent Practitioner (Dental), V, 

Incident of Practice. (Catarrh and Becaped “Teeth.) 
Francis, C. BE. 253. 

Over-Draught of Vital or Nervous Power, as Affect- 
ing General or Special Health. Williams, Jacob 
L. 565-567. Dise. 567-568. 


Rode- 


For index and key to classification numbers, see pink sheets. 














Dental), VI 


di dent Practitioner 
nan gare Deets b aeenes. 


Treatment of Defective Teet 
Marvin, C. A. 115-122. Dise. 

Diagnosis ‘of Constitutional Diseases Having, The Ther 
ee in Dental Lesions. Parre, R. 


The “Teeth of Deaf Mutes. Reed, J. Howard. 419-422. 


Indiana State Dental Assn. Trans. 
Correlated Diseases of the Teeth and — 
son, Joseph. 41-53. 1 illus. 


Items of Interest (Dental), I, 1879. 
Tobacco. 2. Selected. 
Tobacco. 13. 


Items of Interest (Dental), III, 1881. 
On Tobacco. 33. Abstract. 
Effects of Tobacco. Brodie, Benj. 38. Selected. 
Theory hg re (re Systemic Conditions — the 
Teeth.) 


Items of Interest (Dental), 
Extraction of Teeth During 
20. Selected. 


*Richard- 


IV, 1882. 
regnancy. Watt, Geo. 


tems of Interest (Dental), 
The. Effects of Pregnancy FF Motherhood on the 
Teeth. 55-57. Ed. 
Teeth Injured by Tobacco. 102. Ed. 
Dead Puilps May Produce Blindness. Clowes. 313. 
Items of Interest (Dental) 
Discussion on The Reflex po ey of the Nerves. 52-53. 
Effects of Systemic Disease Upon the Develo a 


and Heaith of the Teeth. Atkinson. 189- 
Chewing Tobacco. 200. Ed. 
Bad Teeth and the Health. Stockton, C. S. 242. 


A Case of Amaurosis Dependent Upon Dental Irrita- 
tion. Allport, W. ecte 

Partial Amaurosis of The Left Eye, and Neuralgia. 
Smith, John S. 491-493. 

Reflex - oo Moody, Kate Cameron. 583-587. Se- 
lected. 


Items of Interest (Dental), VII 
Tooth and Ear- == Otalgia of ‘the Left Ear. Smith, 
John 8. 
Diseases Resulting From Decayed Teeth. 67-68. 
Dead Teeth in the Jaws. (re Reflected Nerve py 


fluences.) Pe Truman W. 431-434, 535- 
Reflex Pain. Blac 
Effect of Diseased Teeth on the Ear. Haughton, 
Henry C. 565-566. Selected. 


Jairus (Dental), I, 

Discussion on Fetor of the ro Breath—Causes and Treat- 
ment. (Deposit on the Teeth.) 215- 

ae Caused by Diseased Teeth. 511- ‘512. Se- 
ected. 


Jairus (Dental), III, 1882. 
Pyaemia. or Blood Poisoning Ca Caused by Ulcerated 
Teeth. Brewster, E 


, IIL, 1876. 
ental Caries. 


Johnstons’ Dental Miscellan 
Case of Pyaemia Following 
heart, James F. 365-369. 


Johnstons’ Dental Miscellany, IV, 187 

A Case in Practice. (Abscess in the har Due to a 
Molar Tooth.) Drew, F. 

Treatment of Teeth During Gestation and Lactation. 
Williams, I. 315-319 


Johnstons’ Dental Miscellany, V. 

The Effect of Diseased Teeth and of Their ieee Upon 
the General Health. Grant, H. M. 

A Case of Hysteria With Uncommon “oa 
ner, John R. 233- 

A Case of Epilepsy, Seemin From Conflicting 
Heredities, and Successful “ ' rreated Upon that 
Hypothesis—Crowded Teeth. Kinne, A. F. 310- 


Johnstons’ Dental Miscellany, VII, 
Case <.. S eand With Dental Incitation. 
436 


Good- 


Gur- 


Ferrier. 


Cc =. Conditions and Treatment, as x 
to the Practice of Dentistry. Stockwell, Cc. 1- 
11. Dise. Vol. VI, 480. 

Nervous Diseases Connected With a Fest. Brun- 
ton, T. Lauder. 232-246. Disc. 

An Rztrasedingts Case. Tabeee 0 Phthists.) Ful- 
er 


Relation ‘of the Teeth to the Causation of 
ll, Henry. 


eptiener. 


Sewi 319-324. Remarks, 324-32 
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ohnstons’ Dental em VIII, 1881. 

The” Relation of Carious T to Functional De- 
rangements. Canton, Edwin. -22. 

A Remarkable Case of Strabismus and Blanching of 
the Hair, Arising From a Diseased Tooth; th 
Additional Instances of Nervous Disorders Aris- 
ing From Dental Irritation. Mummery, J. R. 22- 


° ise. -29. 
Eye ae Caused by an Abscessed Tooth. Ten- 
The ‘Teeth and Their Relation to Health. 317-318. 
t 


Reftex Action in Relation to Constitutional Distur- 
bance Induced by Second Dentition. Corbett, 
Daniel. 395-396. Abstract. 

Myopia and Defective Teeth. 399-400. Selected. 


Luminary (Dental), III, 1881-82. 
Effect of Tobacco on the Teeth. Ottofy, Louis. 7. 
Selected. 


Luminary (Dental), 

The Nerve Centers an 
ternal Conditions Durin 
Germs of the Fetus.) 
lected. 


issouri Dental Jnl., 
raalane in Office at hy "Sterne Trouble and 
Diseased Teeth. 173-174. 
Naevus, or the Effects of Dental Operations Upon the 
Female During the Period of Utero-Gestation. 
Chisholm, E. S. 626-631. Selected. 


Missouri Dental Jnl., XI, 1879. 
The Effects of Tobacco. 347-348. Selecte 
ee Major—A Tobacco Antidote. 


Vil 

the reeth (Influence of Ma- 
Gestation on the Tooth- 

odge, J. Smith. 59. Se- 


dd. 
Allen, H.C. 


Missouri Bengal onl., XII, 

A Review of Prof. Hod = ‘of an Article “On 
Affections of the Ear afk sing From Diseases of 
the Teeth.” 285-286. Selecte 

A Short Paper on Nervous Reflex Action. 309-316. 
Dise. 316-324. 


Missouri Dental Jnl., XIII, 188 

Nervous Diseases Connected With’ the Teeth. Brun- 
ton, Lauder. 19-29. -35. 

The Sympathy Existing Between the Ear and the 
Teeth. Burnett, Charles H. 280-283. Selected. 

Interrupted Second Dentition as a Cause of Reflex 


, oy eae Disturbance. Corbett, Daniel. 

52 - 

Cases rapes Practice. (Paralysis Caused by the 
Tee Peetz, 461-462. Selected. 


Ear Affections in Childhood From Dentition or a 
Carious Tooth. Woakes, Edward. 575. Selected. 


Missouri Dental Jnl., XIV, 
Case of aa; From Dental” "\cteatten. Moon, 


ienry 
Aural Disease Influenced By the Condition of the 
Teeth. 330-332. Selected. 


Missouri Dental Jnl., XV, 
Correlated Diseases of the Teeth and Ear. Richard- 
son, Joseph. Jan. 1-13. Selected. 
Reflex Lesions of the Oral Cavity Associated With 
Epenanes. Richardson, Joseph. March. 97-103. 
ecte 


a Review of Den. Surgery, IV, 1876. 
A Case of Dysmenorrhea Cured by the ixtraction of 
a —— Ziclinski, Wladyslaw. 440-442. Se- 


lected. 
Fistulous Opesiag Due to Diseased Teeth. Mum- 
mery. 
Defective and Decayed Teeth a Cause of Imperfect 
Mastication, agg FO wt a ow and Un- 
suspected Suffering dis. 534-538. 


Monthly Review of Den. ee V, 1876-77. 


Case of Pyaemia Following Dental Caries. Good- 
hart, James F. 124-127. Selected. 
On Some Sympathetic Ear Symptoms. Woakes, Ed- 


ward. 468-475. Selected. 


Monthly Review of Den. Surgery, VIII, 1879. 
Nicotine and Its Effects on the Teeth. Hepburn, 
David. 218-219. Dise. 219-221. Abstract. 


New England Jnl. Dentistry, I, 
Bad Teeth and Nervous Troubles. 
A New Aid to Diagnosis. 

lected. 

Pain in the tee Caused by a Wisdom Tooth. 


joy. 398-399 
The Eyes and the Teeth. White. 399-400. 


ie 1538. Saected. 
(re Sepsis.) 227-228. 


Love- 
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New England Jnl. Dentistry, II, 

A Rare Case in Dental Practice. (Constitutional Dis- 
eases and the Teeth.) Johnson, W. F. 64-65. 

The a. -E ~ Between Dental Lesions and Diseases 
of the Eye. Power, Henry. 80-81, 164-168, 180- 
188, 227- Selected. 

Discussion on Pregnancy and Its Effects on the Teeth 
of the Mother and Child. 468-470. 


New York Odontological Soc. Trans., 1877. 
Catarrh Due to Diseased Teeth. Tenison, W. D. 109. 
Wheews Cough Due to an Abscess. Abbott, Frank. 


New York Odontological Soc. Trans., 1881. 
e mptoms of Brain 


Odontalgia, Accompanied by 
Fever. Williams, J. L. 1 


New York Odontological Soc. Trans., 1885. 

Disease of the Nose From Injury to a Tooth. Good- 
willie, D. H. 57-59. 

Threatened Mania From Retarded Wisdom Teeth. 
La Roche, W. T. 59-68. 

Observations in the Mow? During Pregnancy and the 
Catamenia. Beers, W. George. -91. 


News, (Dental, Knightstown, Ind.), I, 1878-79. 
che Effects of Dental Operations Upon the Female 
During the * of Utero-Gestation. Chisholm, 
8S. Dee. 3. 


a5 


News, (Dental, Knightstown, Ind.), II, 1879-80. 
Discussion on Diagnosis. (During Pregnancy.) 15. 
Selected. 


News, (Dental, Kai *S Ind.), V, 1882-83. 
Pregnancy and the Teet Feb. 5. Selected. 


News, (Dental, Knightstown, Ind.), VI, 1883-84. 
Discussion on Nervous and Muscular ‘Affections De- 
pendent on Dental Irritation. May. 4. Selected. 


Odontographic Jnl. 1880-81. 
Cervico-Brachial .= >." Cured by Extraction of a 
Wisdom Tooth. Musgrave. 57- 
Epilepsy Caused by Diseased Teeth. Kekwick. 59. 
Selected. 


Odontographic Jnl., II, 1881-82. 
Honeycombed Teeth as an Evidence of Infantine 
Convulsions. Magitot. 86-87. Selected. 


Odont tographic Jni., III, 1882-83. 
Illustrative Cases of Disease of the Eye Arising From 
Affections of the Teeth. Ely. 17-19. Selected. 


Odonteographic Jnl., 
Pregnancy and the Teethe * Stoddard, F. L. 138-139. 


Soc. Trans., XI, 2nd Ser., 1878-79. 
and Its Action Upon the Teeth. Hep- 
146-152. Dise. 153-155. 


Odon Soc. XII, 2nd Ser., 1879-80. 

Second Molen N- “the Antrum; Loss of Sight. 
Walker. 140-141. Remarks. 141-142. 

On Nervous Diseases Connected With the Teeth. 
Brunton, T. Lauder. 144-170. Disc. 

Bplteass Due to Diseased Teeth. Sewill, Henry. 181- 

Remarks, 188-189, 211-212. 

On the Relation of Carious Teeth to Functional De- 
rangements. Canton, Edwin. 242-251. 

A Remarkable Case of Strabismus and Blanching of 
the Hair, Arising From a Diseased Tooth; With 
Additional Instances of Nervous Disorders Aris- 

From Dental Irritation. Mummery, J. R. 252- 
261. Dise. 262-264. 


Odontolog. 
On Nicotine, 
burn, David. 


Odontolog. Soc. Trans., XIII, 2nd Ser., 1880-81. 
Boils ond Carbuncles Apparently Resulting From a 
Decayed Tooth. Jackson, H. -10. 


Soc. Trans., XIV, 2nd Ser., 
Epileptic. tr Due to Dental’ Irritation. 
enry. 115-116. Dise. 116. 
Extracting the see of Pregnant Women. 
Henry. 150. 


1881-82. 
Moon, 


Sewill, 


Odontolog. soe Trans., XV, 2nd Ser., 1882-83. 
Influence of ntal Irritation in Producing Distur- 
bance of the Nervous System. Coleman, Alfred. 3. 


Odon rae Soc. Trans., XVI, 2nd Ser., 1883-84, 
Cataract of the Right Eye. Due to Dental Irritation. 


Sewill, Henry. 8-10. 
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The Relations Between Dental Lesions and Diseases 
of the Eye. Power, Henry. 11-56. Disc. 57-60, 


Constitutional Sutton, 
John Bland. 110-127. 4 illus. 


Odontolog. Soc. Trans., XVIII, 2nd Ser., 1885, 
Reflex Nerveus Disturbance Caused by Dental Irrita- 
tion. Hutchinson, 8. J. 6-8. 


Diseases Affecting Teeth. 


Ohio State Dental Soc. Trans., 1876 

Discussion on Reflex Influences From Diseased 
Teeth—In What Direction, and to What BExtent 
Do They Occur? 13-28. 


Ohio State Dental Soc. Trans., 1877. 

Discussion on The Influence of Diseased Teeth on 
Other and Remote Organs. 16-34. 

roa of the Motor Nerves Caused by the Teeth. 


Ohio State Dental Soc. Trans., 1878. 

Physical Diagnosis of Diseased Action Arising From, 
or in Connection With, the Dental Organs. Watt, 
George. 42-46. 


Ohio State Dental Soc. Tran 881. 
EpllPele, Connection With , of the Teeth. 
te, C. C. 119-123. Dise. 123-130. 


Ohio State Jnl. Den. Sci., 
The Health Impaired by Diseased 1 Teeth. 165-167. Ed. 


Ohio State Jnl. Den. Sci., 1882. 

Reflex Lesions of the Oral "Cavity Associated With 
Pregnancy. Richardson, Joseph. 449-454, 549- 
550. Corres. 

Ohio State Jnl. Den. Sci., 1883. 

Forceps vs. Medical Science in , 7 


Chas. A. 215-216. 
Dieqageeen on Nervous Diseases and the Teeth. 


J. H. 


Murray, 
236- 


Cankers Due to Wisdom Teeth. Sidall, 273- 


274. Corres. 


Ohio State Jnl. Den. Sci., IV, 
Insanity Caused By the Teeth. 
Corres. 


Ohio State Jnl. Den. 
Pregnancy and the Teeth. we S. W. 304. Se- 


ected. 
Weems and Her Teeth. Ingersoll, T. Dwight. 526- 


1884, 
Shaw, E. 8. 


Pennsylvania Jnl. Den. Sci., III, 
Care of the Teeth During Gestation. 


Practitioner (Dental), I, 1880. 
v all . 
Toe, g,reeneney and Disease. Wilkerson, Basil M. 


th 6. Selected. 
(See Vol. II, In- 





Deafness the Result of Sympathy Between the Ear, 
Teeth and Mouth. Turnbull, Laurence. 133-135. 

Tooth—Caries of Pregnancy—Its Cause and Treat- 
ment. Kirk, Edward C. 200-203. 

Dyspepsia and the Teeth. 253-255. Selected. 


Practitioner (Dental), I, 1883. 
The Border Lands of Medicine and Dentistry. 10-11. 
On Disturbances of Vision Consecutive to Morbid 
Changes in the Teeth. 64. Abstract. 


Practitioner (Dental), II, 1884. 

Nicotism. Smilie, Elton R. 49-52. 

Abscess Causing Chronic Catarrh. 
108. Selected. 


Francis, C. B. 


Practitioner (Dental), ITT, 1885. 
Effects of Tobacco on Youth. 24. Sel 
Symtomatic Pathology of the Mouth. 

R. -105. 32. 


ected. 
Smilie, Elton 
Woman and Her Teeth. Ingersoll, 


(re Pregnancy.) 
T. Dwight. 277-281. d. 


Selecte 


Record (Dental), II, 1882. 
Epilepsy and the Teeth. Sewill. 
Discussion on Extraction of Teeth 

Women. 262-263. Selected. 
Abscess of the Parotid Gland. 

Clark, Andrew. 509. Selec 
Epileptic Attacks Caused by the — ey of an Up- 

per Temporary Molar. Coleman. 553 


126. Dise. 126-127. 
in Pregnant 


7 ws Carious Teeth.) 
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Record (Dental), III, 

Case of Cataract of the ‘Right Eye, Probably Due to 
Dental Irritation. Sewill, Henry. 554-555. 

On the Relations Between Dental Lesions and Dis- 
canes Oty Eye. Power, Henry. 555-559. (Cont. 
n Vo 


Record (Dental), IV, 

On the Relations RR »__ Lesions and Dis- 
eases of the Eye. (Cont. from Vol. III.) Power, 
Henry. 30-35, 51-64. 

Reflex “Action of the Nerves. 


Record (Dental), V, 1885. 

Hysterics and Neurasthenia, Caused by Dental Irri- 
tation. Sickinger. 42. Abstract. 

Treatment of Defective Teeth During Pregnancy. 
Marvin, C. A. 179. Abstract 

Some Nervous Affections of Dental Origin. Kluht, 
Henry J. 337-344. 


Register (Dental), XXX, 1876. 
Constitutional Relations of the ‘Teeth. 
D.C 13-16. 
The Eyes and the Teeth: Have They Any Nervous 
Connection ? Cravens, J. E. 29-32. Reply, 117- 


Reflex “Nervous Disorders From Dental Irritation. 
Carroll, Alfred L. 70-77. Dise. 133-135. 

The Influence of Vicious Systemic States on the 
Teeth. Hawxhurst, D. C. 109-112, 170-172. 


Register (Dental), XXXI, 1877. 

Treatment of Teeth During Gestation and Lactation. 
Williams, J. 9-14. 

Gin a in Pregnancy. Pinard, M. 258-259. Se- 
ecte 


Register (Dental), XX XIII, 1879. 
The Influence of the Nervous System on the Health 
of the Mouth. Myers, Worthington. 39-41. Clin- 


fe. Sel 
Heredity 42-43. Se- 
lected. 
Selected. 


Amaurosis Following Dental Disease. 44. 
The Effects of Tobacco. Drysdale. 352-353. Selected. 


Register (pental). exe, 1880. 
Tobacco. Spalding 61- 
Dyspepsia and the treeth, 170-172. 
On the Importance ¥¢ the Teeth, In Reference to the 
Health. Bissel, 249-256. 
Gingivitis in Cases of tGon enital Disease of the Heart. 
uckworth, Dyce. Selected. 


Register (Dental). XXXV, 1881. 
a on Injuries to Nerves. 


Tobacco. 306. 
The Use of Tobacco. 343-344. Selected. 
Pregnancy and Caries of the Teeth. 476. Selected. 


Register (Dental), XXXVI, 1882. 
Extraction of Teeth in Pregnant Women. 


se. -73. 
140. Abstract. 


Hawxhurst, 


ected. 
of Color-Blindness. Magnus. 


(Reflex Action.) 


205-206. 
Correlated Diseases of the Teeth and Ear. Richard- 
son, Joseph. 365-376. 1 illus. 
Hemorrhage an Gangrene From 2 Carious Tooth. 
. A. 457-458. Selecte 
Otalgia From Reflex ental irritation. Delavan, 
ryson. 461-463. Selecte 
Reflex Lesions of the Mouth, re With Preg- 
nancy. Richardson, Joseph. 469-474. 
m (Dental), XXXVII, 1883. 


Lesions ofl the aT th in L tor A David M. 
e Teeth in Locomotor Atax av 
Th. 36. Abstract. " 
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Decaigne on the Effects of Tobacco. 91-92. Selected. 

Paralysis of the am Caused by a Dental Lesion. 
Robinson, J. A. 167-168. Disc. 168-172. 

On Nicotine and Its Action Upon the Teeth. Hep- 
burn, David. 268-272. 

Ear-Ache in Children. (re the Teeth.) Sexton, Sam- 
uel. 401. Abstract. 


The Lae e ho aaa on Youth. Decaisne, G. 492- 
4 


. Se 
The Poisons in Tobacco Smoke. Kissling. 504-505. 


Abstract. 


Register ats, XXXVIII, 1884. 
Tobacco. Gorgas, s A.C. 43-44. Selected. 
Young Mothers Complaining “ the Rapid Decay of 
Their Teeth. Naismith, C. 104. Selected. 
The Effects of Tobacco. Troitekl. 144. Selected. 
Case of “Buen of the Muscles of the Face and Cata- 
ract ue ~ Dental Irritation. Sewill, Henry. 
389-392. 
Eye Affections. 413. Selec 
Reflex Pain. Moody, Kate yy “i73- 478. 
Hysterics and Neurasthenia Caused by Dental Irri- 
tation. Sickinger. 582-533. Trans. 


Register (Dental), XX XIX, 1 

Diseases of the Teeth in Relation to” to So-Called Reflex 
Maladies. Buxton, Dudley W. 126-131. Selected. 

The Relations ae the Teeth and the Womb. 
Caldwell, S. W. 194-195. Selected. 

Headaches Dependent Upon the Presence of Decayed 
Teeth. Brunton, Lauder. 579. 


Select 
Power. 


ern Dental Jnl., I, 1882-83 
Fistula “Upon the Face. raibor “Eugene 8S. 70-71. 
ect 
Some Eye Diseases That are Geauent to Diseases of 
the Teeth. Hobbs, A. G. 
A Ge in Practice. {Bye Trouble Caused by the 
eeth.) Tullis, J. B. 160-162. Selecte 
The Windom Teeth and Deafness. Cooper, Robert T. 
163-165. Selected. 
Hemera W and Gongrene, F From a Carious Tooth. 
illiam A Selected. 


Disease Influenced by the a a the 
Teeth. Sexton, Samuel. 378-379. Abstra 
Nicotine, ond? Its Action A the Teeth. Beecrs, 


David. 420-424. Selected 
The Use of Tobacco by Boys. 424-425. Selected. 
ith Diseases of the ——_ 


awe 


Epile . iy Connection 
C. 466-470. Disc. 470-478. 
The Teeth Tajured t RY the Use of Tobacco. 
John G. 492-4 


Harper, 


Southern Dental Jnl., II, 1883 

Refiex Lesions of the Oral Cavity” Associated With 
tn yw ~ & 26-31. Selected. 

Inebriety and the Teeth. 83. Selected. 

Some Remarks on Dental Caries and Associated Le- 
sions. (Affected Si a C~ Hearing.) Tilley. 
279-280. Disc. ected. 

The Teeth and a. Kock Charles R. E. 468- 
472. Selected. 


uthern Dental Jal., I 1884-85. 
Aftections of the Gum in Relation to Other Diseases. 
524. Selected. 


xas Dental Jnl. 
Nicotine, “and Its yok Upon the Teeth. Hepburn, 


4. 
Inebriety and the Teeth. Crothers, T. O. 14 Se- 
lected. 


Texas Dental Jnl., Il, 1884. 
A Rare Case in Dental Practice. 


(Bye Trouble and 
Diseased Teeth.) Johnson, W. 4. Selected. 


For index and key to claesification numbers, see pink sheets. 








D602 Deciduous Teeth. Care of Children’s Teeth. 


See D22, Filling Teeth; D23, Inlays; D24, Pulp Treatment; D25, Prophylaxis; D11, Absorption of 
roots of deciduous teeth; Di?, Diseases in connection with dentition ; D072, Public Dental Education; 3 


D5, Oral Hygiene. 


Advertiser (Dental), X, 
Treatment of Deciduous Teeth * Royce, W. EB. 3-7. 


Advertiser (Dental), XV 
Treatment of Children’s Teeth. Sbasts, B. T. 22-28. 
Selected. 


rican Dental Assen. Trans., 1885. 
The Earthy Phosphates. Barrett, "W.C. 37-42. Disc. 


American Jnl. Den. Sci., IX, 3rd_Ser., 1 
The Preservation of the Deciduous Teeth. 
er, N. Marshall. 445-455. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
The Value of Phosphate of Lime as a Therapeutic 
Agent. 370-371, 567-569. Selected 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
Care of Children’s Teeth. Klump. 81. 
Mal-Nutrition. (Phosphate of Lime.) 235-236. Ed. 
Treatment of Deciduous Teeth. Royce, W. E. 446- 

451. Selected 


American Jnl. Den. Sci., 
Amalgams in Children's Teeth. '189-190. 


merican Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
Education of Mothers. (Care of Children’s Teeth.) 
316-321. Selected. 
Treatment of Children’s Teeth. Darby, E. T. 506- 
514. Selected. 


Barkhold- 


XIII, 3rd Ser., 1879-80. 
1 Selected. 


XVIII, 3rd_Ser., 1884-85. 


American Jnl. Den. 
Lilly, E. J. 562-565. 


Temporary Teeth. (Care “3e) 
Selected. 


Archives of Dentistry, I, 1884. 
Children’s Teeth. Harper, John G. 9-11. 
ee on Phosphate of Lime and the Teeth. 
Phos hate of Lime and the Teeth. Wright, C. M. 
-283. Selected. 


British Dental Asen. Jnl., LI, 
On the Conservation of Childrens Teeth. Brunton, 
George. 234-258. Disc. 2 


British Dental Asen. Jni., IV, 1883. 

On Therapeutic Agents for the Promotion of Os- 
seous Development. Thorogood, J.C. 130-132. 
Abstract. Dise. 132-133. 


British Dental Asen. Jnl., VI, 1885. 
The | ante ad Phosphates. Barrett, W.C. 666-671. Ab- 
stract 


British Jn}. Dental Science, XXV, 1882. 
Our Confessional.—When to Crown or Pivot Chil- 
Gpeats seste. —A Case in Practice. Coffin, Walter 


On the Conservation of Children’s Teeth. Brunton, 
George. 543-546, 588. 


British Jnl. Dental Science, XXVI, 1883. 
On Therapeutic Agents for the Promotion of oe 
geous Development. Thorogood, John C. 


British Jni. Dental Science, XXVII, 1884. 
a —- Starvation in Gestation. Kirck. 25. Se- 


ted. 

Treatment of Children’s Teeth. Darby, E. T. 30-31. 
Letters From a Mother to a Mother on the Formation, 
Growth, and Care of the Teeth. 176. Selected. 
Children’s Teeth. Harper, John G. 324-325. Se- 


ected. 
or * a epee to Children. Thompson, A. H. 


Case of Serious Injury to the a Upper In- 
cisors. Harding, W. E. Dise. 822. 


British Jnl. Dental ce ey XXVIII, 1885. 

The Teeth of Children. Beers, W. George. 345-352. 
Selected. 

The Earthy Phosphates. Barrett, W. C. 1101-1106. 
Selected. 


California 8. Dental Assn. Trans., 
Best Methods and Materials for pony 7 Filling 
— s Teeth. Lane, C. S. 65-69. Disc. 69- 


California 8. Dental Assn. Trans. 
The Management of Deciduous Teeth. "cuts, 8. 
E. 55-00. Dise. 0-61. 
Connecticut Valle, Trans., 1876. 
Discussion on How halt "Children's Teeth, Between 
the Ages of Twelve and Eighteen Years, Be 
Treated? 21-27. 


Connecticut Valley Den. Soc. Trans., 1879. 
Treatment of Deciduous Teeth. Adams, J 
194. Disc. 194-196. 


mos a XVIII, 1876. 
The s-— on of Permanent Teeth in Childhood. 
Dodge J. Smith. 412-420. Disc. 420-432. 
What To Do With Aching Milk Teeth ? 444-445. 


Cosmos (Dental), XIX, 1877. 
Loss of Temporary Teeth From Abuse of the Feed- 
Bottle. 326-327. 


189-. 


Theorkes and Practice Concerning the Preservation 
Sf yeaiace Permanent Teeth. Truman, James. 


Cosmos (Dental), X XI, 1879. 

Upper Centrals of a Child of 7 Years Driven Into 
Jaw. Reynolds, R. 269-270. Dise. 270-271. 

Treatment of Exposed } in Deciduous Teeth. 
Garber, S. Arthur. - 

To Hold Children’s Mouths Open for Extracting. 
Kempton, William D. 536. 

Upper Centrals of Child \. 9 Years Driven Into Jaw. 
Blodgett, Sanford 8S. 536. 


Cosmos (Dental), XXII, 1880. 

On the Treatment and Prevention of > ae 
During Childhood. Quinby, Henry C. 27. 
Dise. 127-136. 


Cosmos (Dental), XXIII, 1881. 
The Treatment of Deciduous Teeth and the Best Ma- 
terial for Filling the Same. 89-91. 


osmos (Dental), XXV, 
_- and Injudicious Eetenctice. Kingsley, N. 
Ww. 586-590. isc. 
Treatment of Children’s Teeth. Darby, E. T. 61- 
657. Dise. 657-665. 


Cosmos (Dental), XXVI, 1844. 

Treatment of Children's Teeth, and the Best Mate- 
rial or Materials With Which to Fill Young or 
Unealcified Teeth. 91-97. 

Dental Ministrations to Children. Thompson, Alton 
Howard. 329-337. 


Cosmos (Dental), = 1885. 

The Teeth of Childre Beers, George. 
Dise. 169-171. 

The Management of Children in the Dental Chair. 
Bigelow, A. T. 6382. Disc. 682. 


Dental Eclectic, I, 1885. 
Filling Children’s Teeth. Kirk. Sept. 3-4. Selected. 


Dental Office & Lab., I, 2nd Ser., 1877-78. 
Salicylic Acid Bad for tee ‘Teeth. Oct. 3. Selected. 


Dental Office & Lab., II, 2nd Ser., 1878-79. 
The Local Action of Medical Substances Upon the 
Teeth. Oct. 4. Selected. 


Dental Office & Lab., VI, 2nd Ser., 
Syrup of Lacto- Phosphate of Lime. Kpbott. 


tal Office & IX, 2nd Ser., 
Filling” Children 8 w roeth. Kirk. Apri 


160-169. 


he 5. 
". Selected. 


Dental & mee Magazine, I, 1878. 
Treatment o. De ey Teeth. “Rollins, William 
Herbert. 232-240. 17 illus. 


For index and key to classification numbers, see pink sheets. 
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Dentists’ Beacon Hight, I . 1882. 
The Temporary Teeth. Selected. 


Dental Student, (Warsaw, Ind.), I 
Treating Children’s Teeth. Jul ie * Selected. 


Facts (Dental), I, 1885. 

Care ot Children’s Teeth. April. 5. Ed. 

Dental Ministrations to Children. Thompson, A. H. 
April. 17-21. Selected. 


Headlight (Dental), I, 1880. 
The Deciduous Teeth. Munson, C. W. July. 1-3. 


Headlight (Dental), I 
Our Duty. (re Care of cides: s Teeth.) 
Allen. Jan. 2. Selected 
A we 2 Children’s Teeth. Sexton, Samuel. Oct. 


Asmun, J. 


Herald of Dentistry, I, 1881-8 
Dentists’ Work Upon } ilk Teeth. * Jan. 


Herald of Dentistry, I11, 1883-84. 
Discussion on the Manner of Treating Children’s 
Teeth. Oct. 11-13. 


Independent Practitioner (Dental), IV, 1883. 
Discussion on The Treatment of Deciduous Teeth. 
146-151. Selected. 
Phosphorous in the Form of Acid Phosphates. 
Meeker, Charles A. 418-420. 


ndependent Practitioner (Dental), V, 1884. 
The "Earthy Phosphates. 587-588. Ed. 


Independent Practitioner (Dental), o> ae. 

The Treatment of Children’s Teeth w. 
Jeorge. 44-45. Abstract. 

The Earthy Phosphates. Barrett, W.C. 453-458. Disc. 


Treatment of Children's Teeth. Beck, C. S. 549-550. 
Abstract. 


Items of Intcrest (Dental), Il, 1880. 
The Temporary Teeth. Trueman. 3. 


Items of Interest (Dental), IV, 1882. 
That Child's Teeth. ttofy, Louis. 39-40 


Items of Interest (Dental), V, 
The Deciduous Teeth. Kingsley, 
The Deciduous Teeth. Way, H. 
Children’s Teeth. Bailey, T. 320. Corres. 
Preservation of the First or Baby Teeth. 420-421. 


Items of Interest (Dental), VI, 1884 

Extracting Temporary Teeth. Kingsley, N. W. 15- 
19. Selected. 

Letters From a Mother to a Mother on the Forma- 
tion, Growth and Care of the Teeth. (How the 
Body is Built Up—Importance = the Teeth in the 
Hyman Economy.) 24- 41, 76, 129-132. Cri- 
ticism, 185. 192-193, 230- 233. Reply to Criticism, 
243-244. 275-277, 392-304, 454-455. 

Treating Children’s Teeth. 37-38. 

Care of the Mouth and Teeth in Infancy and Child- 
hood. Mohr, Charles. 127. 

Treatment of Deciduous Teeth. Chase, Henry S. 233- 

234 Selected. 

A Mother to Mothers. (Why the Baby Teeth Should 
Be Preserved.) 392-394. Selected. 

How Rw a Cares for Children’s Teeth. 394-395. 


6. Selected. 


1883. 
Norman. 9%. 
H. 270. 


Items of Interest (Dental), VII, 1885. 
Lime- Water. 
Temporary Teeth. Watkins, 8. C. G. 121. 
Attention to Children’s Teeth. Brown, G. Carleton. 


Catching, B. H. 171. 
Corres. 171 
Temporary Teeth. Lilly, E. J. 243-244. Selected. 


Children’s Teeth, and Parents. Barlow. L 
Attention to Children’s Teeth. Jarvis, O. A. 306- 
Geo. A. 


23. 
Letters of a Mother to Mothers. 


307. Selected. 
Toageent of the Temporary Teeth. Mills, 


The. affect of Inorganic Materials. 
376. 


The Earthy Phosphates. Barrett 445. 
Treatment of Children’s Teeth. Beek, & S. 517-519. 
Abstract. 


airus (Dental), II, 1881. 
Are "We Justified in Leaving Dead Teeth in the 
Mouths of Children? Stevens, Mordaunt. 177-79. 
Selected. 


Truman, James. , 


183 
Treatment of Deciduous Teeth. Boyce. 79-83. Se- 
lected. 


III, 1876. 


Johnstons’ Dental Miscellany, 
Teeth. Burk- 


The Preservation of the Deciduous 
holder, N. Marshall. 262-270. 


Johnstons’ Dental Mioselteay. IV, 
Children’s Teeth—How to be Treated. , - = G. F. 
J. 378-381. Abstract. 


Johnstons’ Dental Miscellany, 
Discussion on Treatment of Deciduous Teeth and the 
Best Materials for Filling the Same. 473. 


Kentucky State Den. Assn. Trans., 
Discussion on Treatment of Children’s Teeth. 57-58. 


ry (Dental), III, 1881-82. 
The iFecth of the Rising Generation. 
mund. 85. 


Kells, C. Ed- 


Luminary (Dental), IV, 1882-83. 
Operative Dentistry. (Extraction of Children’s Teeth.) 
Hilzheim, A. H. 7. 


Michigan State Den. Assn. Trans., 1877. 
Phosphates. Hawxhurst. 37-38. Disc. 38-40. 


Michigan State Den. Assn. Trans., 1881. 
Deciduous Teeth. Cowie. 48-50. 


Michigan State Den. Assn. Trans., 1882. 
Treatment of the Deciduous Teeth. Wilson, F. D. 
50-60. Disc. 61-86. 


Michigan State Den. Assn. Trans., 1884. 
Treatment of Deciduous Teeth. Cowie, Henry. S0- 
4. =Dise. 54-65. 


Missouri Dental Jni., VIII, 1876. 
Demineralized Dentine. (Syru up of Lacto Phosphate 
# 2 = Demineralized Dentine.) Cravens, 


The Preservation of the Deciduous Teeth. Burkhold- 
er. N. Marshall. 149-152. 


Missouri Dental Jnil., XI, 1879. 
——— of the Deciduous Teeth. 209-215. 


Action of Substances on the Teeth. 359. 


Missouri Dental Jnl., XIII, 1881. 
Disaepeien on the Care of the Temporary Teeth. 39- 


(Foentment of the Deciduous 
529-547. ise. 547-550. 
Selected. 


Dise. 


Prevention of Decay. 
Teeth.) Marvin, C. 
A Study of Children’s Teeth 572-573. 


Missouri Dental Jnl., XIV, 1882 
Observations Upon the ‘Action of Certain Medicines 
Upon the Teeth. Platschick. 511-512. Trans. 


Missouri Dental Jnl., XV, 1883. 

Practice. (Treatment of Temporary Teeth.) Conrad, 

N. Oct. )- 293. 

Education of Mothers. (re Care of Deciduous Teeth.) 
Nov. 368-372. Selected. 


Missouri State Den. Assn. Trans., 1882. 
Children’s Teeth. Harper, John G. 102-108. 


New England Jnl. Dentistry, III, 1884. 
Early Treatment of the Teeth. Eames, G. F. 45-50. 


New Jersey State Den. Soc., Tra 
Care and e a of Children’s Teeth. Watkins, 
8. C. G. 69-72. Disc. 72-79. 


New York Odontological Soc. Trans., 1883. 
eae 7 of — s Teeth. Darby, E. T. 
se 


94-100. 


w York Rogutatontens Sec. Trans., 1884, 


The Nfeeth of Children. Beers, W. George. 155-164. 
164-166. 


York State Den. Soc. Trans. 


New 
Extraction of Deciduous Teeth. Ringeley. N . W. 41- 


News, (Dental, Krightstown, Ind.) 1878-79. 
Discussion on Treatment of Children’s recthe Oct. 3. 


For index and key to classification numbers, see pink sheets. 
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News, (Dental, Knightstown, Ind.), III, 1880-81. 


Treatment of Deciduous Teeth. Adams, J.F. 64-65. 
Selected. 


News (Dental, Knightstown, Ind.), IV, 1881-82. 
Unfortunate Interference. re Extraction « of the De- 
ciduous Teeth.) 61. Selec 
Deciduous Teeth. Cowie, H SS 74. Selected. 


(Dental, Kni sy ine.) » 1882-83. 

Filling *Cnilaren's’ Teeth. Selected 

Filling Children’s Teeth. Rockwell, A. E. Nov. 6 
Abstract. 


Dental, Knightstown, Ind.), VI, 1883-84. 
Children’s Teeth. Shelton, M. E. 5-7. 

Children’s Teeth. Norwine. J. J. 21-22. 

Children’s Teeth. Shelton, M. E. 43-44, Vol. VII, 


News, {Pe mtal, Knightstown, Ind. » VII, 1884-85. 
Children’s Teeth. ‘Shelton, M. E. May. 10-12. 


Odontolog. Soc. Trans., XVI, 2nd Ser., 1883-84. 
Case of Serious Injury to the Deciduous. Upper In- 
Gases. (Treatment.) Harding, W. E. 277-278. 
8c. . 


Odontolog. Soc. Tran XVIII, 2nd Ser., 1885. 
Accident. toa “Deciduous Tooth. Dunn, Cc. W. 5-6. 


Odontological Soc. Penn. Trans., 
Devitalizing the Pulps of Deciduous Teeth. Jack. 33. 
Discussion on Treatment of Exposed Puips in Decid- 
uous Teeth. 23-24. 


Pennsylvania State Den. . Trans 
The op Teptment of Children’s Teeth, Beck, rom 8. 40- 
Dise. 41-42. 


Practitioner > me I, 1880. (See Vol. Il, Inde- 
pendent Practitione 


Our Duty. Osmun, J. “Allen. 427-429. 
mer (Dental), I 
A Plea? -y ‘the Children. bt o 


ractitioner (Dental), 
Care of the Deciduous Teeth. Kirk, Edward C. 268- 


Practitioner (Dental), III, 1885. 
The pocstenent of the Temporary Teeth. Jefferis, C. 


R. 1-4. 2 illus 
an bo in Dentistry. Allen, C. A. 31-34. Se- 


Tem orary Teeth. Lilly, E. J. 57-59. Selected. 
ittle Patients. Disney, L. EB. 73-75. 


Record (Dental), III, 1883. 
Treatment of Temporary Teeth. Conrad, W. N. 511. 
Abstract. 





DECIDUOUS TEETH 


Record (Dental), I 
Fillings | for Deciduous Yeoths Best, A. H. 284. Ab- 


stra 
Dental ‘Ministrations to Children. Thompson, A. How- 
ard. 372-373. Abstract. 


Register (Dental), XXXII, 
— on Treatment of ‘Children’s Teeth. 336- 


Register (Dental), XXXIV, 1 
Treatment of ~9 gece Teeth. ‘The J. F. 390- 
Our Duty. we Care of the Deciduous Teeth.) Asmun, 
J. Allen. 542-544. Selected. 


Register (Dental), XXXV, 1881. 
Deciduous Teeth. Cowie, H. 379-382. Selected. 


fama (Dental), XXXVI, 1882. 

The aeagement of Deciduous Teeth. Knowles, 8S. 
6-281. Dise. 281-282. Selecte 

Treatment of the Deciduous Teeth. ‘Wilson, F. D. 


g for the Ch Moore, E. C. 391-395. 


ster (Dental), XXXVIII, 
Care ws i Children’s Teeth. Mosher, ‘Minnie F. 321-325. 


Register (Dental), XXXIX, 1885. 
The Earthy Phosphates. Barrett, W. C. 492-493. 
Dise. 493-500, 501-505. 


lew (Dental, Charlotte, Mich.), I 
The “Best ay to Preserve the Teeth’ oft Children. 


ny (Deatal), XXXVII, 1883. 
Ope n ildren. 


St. Louis Dental Quarterly, I, 1877-78. 
Filling for Temporary Teeth. a 17. 
Extraction of Temporary Teeth. uly. 


Seuthern Dental Jnl., 11, 1883-84. 

Abstract of Discussion on the Treatment of Decidu- 
ous Teeth. 101-107. Selected. 

Therapeutic Agents for the Promotion of Osseous 
Development. Thorogood. 166-169. Abstract. 


Southern Dental Jnl., III, 1884-85. 
Letters From a Mother to a Mother on the Formation, 
a tat Tit 3 B Care of the Teeth. (Cont. from 
wow OS Perry Cares for "Children’s Teeth. Perry. 


Sel 
Fillings for Deciduous Teeth. Best, A. H. 141-145. 
Southern Dental Jnl., IV, 
The Rs * Phosphates. Barrett, W.C. 367-368. 


as Dental Jnl., III, 1885. 


cumpeny Teeth. Lilly, E. J. 22-23. Selected. 


For index and key to classification numbers, see pink sheets. 


























Prevention of Caries. 


D61 Diseases of Enamel and Dentin. Dental Caries. 


Thyroid gland in relation to caries. 


*See D6la, First permanent molars; D611, Sensitive dentin; D612, Secondary Dentin, Pulp nodules; 


D613, Abrasion ; D614, Erosion; D615, Dystrophies ; Atrophy, hypoplasia, white spots in 
See D22, Filling teeth; D23, Inlays; D25, Oral Prophylaxis; 613.2, Effect of Foods, 


mel. 
including 


sugars, on the teeth; 612.3, Conditions of saliva in relation to the teeth. 


Advertiser (Dental), IX, 1878. 
Why Do Teeth Decay’? Barrett, W. 


Advertiser (Dental), XII, 1881. 
Benefits of obacco. (To Arrest 

Changes in Carious Cavities.) _ 
The Bug Theory of Dental Decay. 


C. 49-538. 


Putrefactive 
burn, 75. 
-170. Selected. 


Advertiser (Dental), XIV 
The Chemical Composition of ‘Soom ed Dentine. Mayr, 
Charles. 49-53. Selected. 


American Dental Assn. Trans., 1876. 
Ropers = Dental Etiology. (Decay.) 
vi- 


Sage, H. L. 


American Dental Assn. Trans., 1877. 
The Potency of Alcohol to Cause Degeneracy of the 
ynee Teeth. Palmer, Edgar. 120-126. Disc. 


Report of the Cemmittee on Etiology.  «Disuse in 
Its Relations to Integrity of Structure in the 
Tissues of the Teeth.) Hawxhurst, D. C. 216-223. 


American Dental Assn. Trans., 1881. 
Discussion on Dental Caries. 105-125. 


American Dental Assn. Trans., 


Physiology and Etiology. aes Barrett, Ww. c 


American Dental Assn. Trans., 1884. 
The Etiology of Dental Caries. Barrett, W.C. 91-95. 
Dise. 95-114. 


American Dental Assn. Trans., 1885. 

Studies of the Pathology of Enamel of Human 
Teeth. With Special Reference to the Etiology 
of Caries. Abbott, Frank. 107-120. 6 illus. 
Dise. 120-125. 


American Jnl. Den. Sci., IX, 3rd Ser., 1876. 
Collodion in Treatment of Carious Teeth. 527. 


American Jnl. Den. Sci., X, 3rd Ser., 
The Effects of Medicines Upon the Teeth. 
J. F. P. 31-34. 


lected. 
Dental Caries. 35-37. Selected. 
Demineralized Dentine. Cravens, J. B. 158-165. 
Pressure and Contact as Causes of Dental Decay. 
Chase. Henry S. 171-179. Selected. 
Comm of Decay of the Teeth. Palmer, L. B. 334. Ab- 
stract. 


1876-77. 
Hodson, 


American Jnl. Den. Sci., XI, 3rd Ser., 
Cause of Dental Caries. Stewart, A. 471- 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
Some of the Causes of the Decay of the Teeth of 
Americans. Hodgkin. 71-77, 97-105. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
Teeth Set on Edge. 238. Abstract. 
Dental Fallacies. (re Degeneracy of the Human 
Teeth.) Patrick, John J. R. 385-397. 


American Jnl. Den. Sci., XIV, 3rd a 1880-81. 
Dental Caries. Ebert, Louis R. 68-71. Selected. 
Some Points in the Natural History of Caries of the 

Teeth, and the Value of Fillings for Its oo 

Black, G. V. 289-308. 3 tables. Selected 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 

Has Vaccination Anything ‘to do With the Degen- 
eration of the Human Teeth? Richardson, F. 
74-78. Selected. 

Caries of the Teeth. Clark, J. D. 275-280. Disc. 
280-281. 

The Teeth of a, Rising Sogeeatien. 
Kells, C. Edmund. 452-458. Selected. 

Civilization in its Relation to the Increasing Degen- 
eracy of Human Teeth. Kingsley, Norman. 458- 


1877-78. 
“472. 


Selected. 


For index and key to classification numbers, see pink sheets. 


ae Relative to the Cause at Rapid Dental 


Decay. Spalding, C. W. 504-5 
The Denuding of eeth. M’Elhaney, Geo. W. 512- 
515. Selected. 


An Investigation Into the Effects of Organisms Upon 
the Teeth and Alveolar Portions of the Jaws. 
vw Caries.) on hae Arthur S. and Milles, 

. J. 546-553. Vol. XVI, 1-8. Selected. 


XVI, 3rd Ser., 1882-83. 
(re Caries.) 143. 


American Jnl. Den. Sci., 
Is This a New Dental Disease? 
Selected. 


The Etiology of Dental Decay. Watt, George. 405- 
409, 446-462. Selected. 
American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 

Views About Decay of the Teeth—Old and New. 
MecSchlenker. 26-31. Trans. Selected. 

Dental Caries. Miller, W. D. 77-83, 126-130, 525- 
527. lected. 


AC ‘onsideration of Some of the Causes Which Give 
Rise to Dental Decay. Carpenter, Alfred. 97- 
113, 178-180. 

Discussion = A Theory of Dental Caries. 145- 

. Selected. 

Discussion on Etiology of Dental Caries. 497-505. 

Selected. 


American Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 

On the Influence of Micro-Organisms in the Produc- 
tion of Caries. Underwood, Arthur 8S. 22-31, 
83-87, 307-317, 372-375. Selected. 


Micro-Organisms and Dental Caries. Miller, W. D. 
-173. Selected. 
The a Theory of Dental Caries. Searle, F. 


204-212. Selected. 

The Chemistry of Caries. Wardlaw, 

Selected. 

On the Transposition of Certain Functions of the 
Teeth. (From Mastication to Adornment re De- 
eay.) Line, J. Edw. 317-323. Selected. 

The > and Prevention of Dental Caries. Se- 
will. Henry. 396-401. Selected. 

Dental Caries, and Its Relation to the Germ Theory 
of Disease. Black, G. V. 433-446. Dise. 447- 451. 
Selected. 


rican Jnl. Den. Sci., 

The ‘Teeth of Children. (Decay.) 
1-13. Selected. 

The Teeth of Different People. 
Parsons. 164-171. Selected. 

The Nerve Centers and = Teeth. 
Dodge. J. Smith. 299-304. Selected. 

Etiology of Dental Caries. White, Richard. 
Selected. 


W. C. 212-219. 


XIX, 3rd Ser., 1885. 
Beers, W. George. 


(re Decay.) Shaw, 
(re Decay.) 
318-322. 
American Medical Assn. Jnl., 


Iv 
Dental Caries, and Its Relation to the Germ Theors 


of Disease. Black, G. V. 85-89. Disc. 
Archives of Dentistry, I, 1884. 
The Etiology of Dental Decay. 95-96. 


Ed. 

Fermentation in the Human Mouth; Its Relation to 
the Caries of the Teeth. Miller, W. D. 126-127. 
Selected. 

The Septic harmed of Dental Caries. Searle, F. 320- 
327. Selecte 

Fermentation in oe. Human Mouth. Miller, W. D. 
231-332. Selected 

On Embrvology—With Snecial Reference to the De- 
velonment of the Teeth and Contiguous Parts. 


Williams, J. L._ 333. 

The Germ Theory of Dental Caries. Searle, F. 397- 
412. Selected. 
Archives of Dentistry, II, 1885. 

Dr. J. M. Riggs on Dental Caries. 46-47. Ed. 


Discussion on Dental Caries. 7 
Dental Caries, and Its Relations t 
ory of Disease. Black, G. V. 
114. lected. 
bunt Caries—A Critical Summary. 
45-158. 190, Ed. Correction, 


o the Germ The- 
99-110. Dise. 110- 


Sewill, Henry. 
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Archives of Dentistry, II, 1885—Continued. 
On the Influence of Micro-Organisms in the Produc- 
tion of Caries. Underwood, Arthur 8. 241-251. 


Dise. 317-320. Selected. 
Dr. Miller versus the Late N. E. Journal of Dentis- 
Mayr, Chas. 


try. (Investigation re Decay.) 
481-484. 

Studies of Ge Pathology of Enamel of the Human 
Teeth, With Special Reference to the Etiology 
~. Caries. Abbott, Frank. 486-490. Disc. 490- 


Brief (Dental), I, 1881-82. 
Pregnancy and Caries of the Teeth. 
Selected. 


British Dental Assn. Jni., II, 1881. 
History of Dental Surgery. (Caries of the Teeth.) 
Parson, T. C. 378- 
The Physiology and setthology of Dental Caries. 
Hayman, C. A. 396-403. Disc. -428. 
General Enquiry Into the Predisposing Causes of 
Dental Caries. Mummery, J. R 484-486. 
Discussion on The Effects of Organisms i the 
Teeth and Alveolar Portions of the Jaws. 544- 


whl. 

Civilization in Its Relation to the Increasing De- 
generacy of Human Teeth. Kingsley, Norman. 
582-585. Dise. 585-587. 

Causes of Caries, Constitutional and Local. Rich- 
ardson. 597-600. Disc. -602. 


British Dental Assen. Jnl. III, 1882. 

An Investigation Into the Effects of Organisms Upon 
the Teeth and Alveolar Portions of the Jaws. (re 
Caries and Alveolar Abscess.) Underwood, Ar- 
thur C. and Milles, W. J. 11-18. 

Rapid Decay s the Teeth of Young Mothers. Chase, 
Henry 8S. 125-126, 189-190. 253. Corres. 

Formation of Plemene by Bacteria. (Progress of 
Caries.) Cheyne. 136-138. Abstract. 

On the Causes of the Increasing Degeneration of 
Human Teeth. in Relation More Particularly to 
4 He Molar. Carter, T. S. 209-218. Disc. 

- 
Connection Between Mechanical Tnjury and Caries 


of the Teeth. Steele, J 
The Second Fall of Woman. (Caries of the Teeth.) 
1 Disea 


Richardson, F. 258-262. 
The Etiolocy and Pathology of Denta 
What We Know and What We Would Like to 
Know. (Caries.) Sewill, Henry. 487-494, 520- 
527. 
A Consideration of Some of the Causes Which Lead 
4d. 593-505. 


to Dental Decay. Carpenter, Alfre 
Dise. 633-636. Comment, Vol. IV, 38-41. Ed. 


April. 16. 


British Dental Assen. Jnl... TV, 1883. 

Discussion on the Theory of Caries. 82-84, 292-299. 

Abstract of a Paper on the Agency of Micro-Or- 
ganisms in Decay of Human Teeth. Miller, W. 
D. 190-193. Abstract. 196. Ed. 

Prevalence of Dental Caries in Russia. 198-199. Ab- 
stract. 

Yet Another Theory of Caries. 263. 

Causes of Dental a. Abbott, 
Criticiam, 404-406. 

The Etiology of Dental Caries. 
506-510. 513, Ed. Vol. V, 5-7. 


British Dental Assen. Jnl, V. 

Caries of Human Teeth. Miller, we ”D. 5-56. 104- 
107. Ed. 438-441. 

Dental Caries: A Critical Summary. Sewill, 
Henry. 286-294. 340-351. 415-427, 479-494. 

The Influence of Micro-Organisms in the Production 
of Caries. Underwood, Arthur. 301-308. Ab- 
stract. Dise. 308-310. 

Affecting the Teeth. 
463. Dise. 463-464. 


Condition of the ~~, 
The Prevention of Dental Caries. Sewill, 
001-619. Disc. 584-585. 


Frank. 
Miller, 
Ed. 


352-354. 
Ww. D. 


(Caries.) Moore. 
Henry. 


British Dental Assen. Jnl... VI. 

Frequent Occurrence of Dental Carles in Women. 
Galippe. lected 

Constitational Treatment in Caries. Huxley, F. E. 


Minute Appearances of Caries. Arkovy. 315. 


British Jnl. Dental Science, XIX. 1876. 
™ oo of Decay of the Teeth. Fletcher, Thomas. 
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British Jnl. Dental Science, XX, 1877 
Our Father’s Teeth Were Sound, Why Do "hee Chil- 
dren's Teeth Decay? Carter, Albert. 417-422. 
ms we Ay the Present Generation. Hope, W. 


British Jnl. Dental Science, XXII, 1879. 

Dental Caries. Davis, H. 299-304, 346-351. 

The Disuse of the Jaws in Its Bearing on the Pro- 
duction of Dental Decay. Redman, J. Henry. 
693-696. Correction, 751. 


British Jnl. Dental Science, XXIII, 

Some Points in the Natural History "of "Castes of 
the Teeth, and the Value of Fillings for Its Ar- 
pent Black, G. V. 981-988, 1037-1044. Se- 

Some Observations on the Teeth of Phthisical Pa- 
tients. (Decay.) Pearse, William H. 1100- 
1101. Selected. 


British Jnl. Dental Science, XXIV, 1881. 
rae be = < Dental Caries. Gerhart, H. 515- 
The Teeth Deteriorated by Disease. 525-533. Se- 


lected. 

The Sechcioae and Pathology of Dental 
Hayman, Charles A. 715-718, 764-768. 
An Investigation Into the Effects of Organisms Upon 
the Teeth and Alveolar Portion of the Jaw. Un- 
derwood, Arthur and Milles, W. J. 796, 952. Ab- 

stract. Disc. 943-947. 

Civilization in Its Relation to the Increasing De- 
generacvy of the Human Teeth. Kingsley. Nor- 
man. 7-949. Abstract. Disc. 949-950. 

Questions Referring to _ the meses? of Dental 
Caries. Mummery. J. R. 

The Causation of Dental Caries. 924-927. Ed. 

General Enquiry Into the em me Causes of 
Dental Caries. Mummery, 

The_ Predisposing Causes of Dental Caries. Mr. 
Mummery’'s Questions. Hardie, James. 972-973. 

The Influence of Civilization on the Teeth. (Food; 
Caries.) Butcher, . 1068-1078. 

Constitutional and Local Causes of Caries. Richard- 

Corres. 


son. 1104-1107. Dise. 1107-1108. 

Sailor's Teeth. (Caries.) 1114-1115. 

Underwood and Miller’s Researches Into the Influ- 
ence of Bacteria in Dental Caries. 1149. Ed. 
British Jnl. Dental Science, XXV, 1 

Case of Reflex Pain. (re Caries.) 


Caries. 


882. 
Skeet, W. H. 


18 
On the Limits to the Curability of sae Caries. 
161-168. 2 t 


Magitot. FE. 105-109. 

Causes of the Increasing ene ™ Human 
Teeth, in Relation More Particularly to the 
Third Molar. Carter, T.S. 476-481, -536. 

The Connection Bet ween Mechanical 
Caries of the Teeth. Steele. 512-513. 

The Etiology and Pathology of Dental Diseases; 
What We Know, and What We Would Like to 
Know. (re Decay.) Sewill, Henry. _ 874-876, 
977-985, 1037-1042, 1071-1075. 1051-1053, Ed. 


British Jnl. Dental Science, XXVI, 1883 

A a ae a m- < Some of “ Causes Which Gly Give 
Rise to ntal Decay. arpenter 
105, 155-162, 213-219. Dise 695-702, 743- 73. 
798-799, 841-843. 915-918, 965-970. 

Discussion on The Theory of Caries. 184-186. 

Suggestions Relative to Cause of Ranid Dental De- 
cay. Spalding. C. W. 391-394. Selected. 

Discussion on Theory of Caries. 567-574. 

On she Therese Indications in Dental Cartes. 


Magito 686- 

Civilisation’ Nat the Canse of Tooth Decay. Patrick, 
John J. R. 949-958. 1014-1017, 1062-1066, 1112- 
1117. 1142-1165. (Cont. in Vol. XXVIT.) 

Antiseptic Dentistrv. i, Caries.) Buxton, Dudley 
W. 997-1000. 1 


Caries Among the South” Americans. Barrett, W. 


1074. 
Alum Bad for the Teeth. 1134. Selected. 


British Jnl. Dental Science. XXVIII, 1884. 
Civilization Not the Cause of Tooth Decay. (Cont. 
from Vol. asi) pets. oe 2 R. a= 
Food Between the Teet y er . 
Caries of the Human Teeth. Miller, W. D. 82-85 
Relect 


ed. 
Rapid Besse the Teeth of Young Mothers. Nal- 
t 
een of , on Dental Caries. Dogajew. 
412. 


Injury and 
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— Jnl. Dental Science, XXVII, 1884—Con- 
nw 

The Genesis of Dental Caries. Miller. 505. 

— sy w*) of the = of Young Mothers. Matti- 


G 532. 

On the Influence of Micro- Organisms in ee Produc- 

tion of Caries. Underwood, Arthur S. 537-540 
598-601, 645-648. Dise. 625-628, 672- 

Alum as a Gargle. (re Caries.) 550. Ed. 

— = eSewill, Henry. 556-557, 615-617. Se- 
ecte 

Enquiries Into the Physical and Chemical Constitu- 
7 e of the jg sesth in Health and Disease. Galippe, 


Pennanauiion in the Human Mouth: Its Relation 
to Caries in the Teeth. Miller, D. 613-615, 661- 
662, 713-717, 761-763, 806-809. 1 table. Selected. 

Dental Caries:'A Critical Summary. Sewill, Henry. 
707-708. ected. 760, Ed. 

In What Order Caries Attacks the Teeth. 761. Ed. 

The Septic Theory of Dental Caries. Searle, F. 

Watt, Geo. 793-798, 


(Caries.) 


764-765, 804-805, 849-851. 
The Rtiology, of Dental Decay. 


908 . 1000-1003. 

Statistics of Diseases of Teeth in Russia. 
Holstein. 813-815. Selected. 

The Causation of Dental Caries by Micro-Organisms. 
Hardie. James. 823. Corres. 

Environment. (re Caries.) Walker, J.R. 140-141. 
894-899 

Selected. 


-899, -45. Abstract. 1150, Ed. 
Toothache. (Of Decay.) Witziel. 1021. 
Dental Caries in Normandy. 1104. Selected. 

XXVIII 1885. 


British Jnl. Dental Science, 
Micro-Organisms of Tooth Caries. Miller. 33-36. 
Selected. 
Environment. (re Caries.) Walker. J. R. 140-141. 
Influence of Sex on Dental Caries. Galippe, M. 218. 
A — on Dental Caries. Searle, F. 457-461. Se- 
The Future of Uncared-for Teeth. 505-507. Ed. 
A Discussion of Some Questions in Dental Caries. 
— W. D. 523-525, 568-571, 623-24. Se- 


1 

The Action of Salicylic Acta, ‘Spee Teeth. 

harles. 748-749. Selecte 

The Teeth of Different People. (re Decay.) 
Parsons. 750-756. Selected. 

American Estimates of Mr. Sewill’s Views on Caries. 
800- Selected. 

American Views on Dental Gattee_ 902. Ed. 

(Caries. ) 


Dental Caries. Gallippe, M. 
A J . Bey Preservation. 
S 059-1066, 1095-1100. Selected. 
California 8S. Dental Assn. Trans., 1879. 
Tar Water (Aquae Picis Liquidae.) (In the Treat- 


ment of Sensitive and Carious Teeth. Sichel, 
Max. 232-233. Disc. 233-238. 


California 8S. Dental Assn. Trans., 1881. 
Pathology of the Osseous Structure of the Teeth in 
Se anal McLain, A. F. 105-108. Dise. - 


of Dental 
138-139. 


Mayr, 
Shaw, 


Peirce, 


and Prevention Gaston. 


W. A. 134-138. Disc. 


Cause 
Knowles, 


The 


Cal S. Den. Assn. Trans., 1882-83-84-85. 

Btatietics of Dental Caries. Knowles, Wm. A. 112- 
120. 5 tables. 

Etiology. (Decay.) Birge, J. J. = 132. 

The Effects of Medicines on th eeth. (Caries.) 
Knowles, W.A. 1638-174. Dise. "i -176. 

Acids in the Mouth. Morton, H. R. 356-371. 


Connecticut Valley Den. Soc. Trans., 1878. 
A Coaee Dental Caries. Fones, C. 133- 139. Disc. 


Cosmos (Dental), P ies 1876. 

Dental Caries. 212-215. 

The Chemistry of Dental Caries. 
244- Dise. 254-2 

Pressure and Contact as Causes of Dental Decay. 
Chase, Henry 8. 307-312. 

The Influence of Vital Force in Resisting Dental 
aries. Dean. M. S. 354-368. Dise. 368-371. 

Re Fungi in Carious Teeth. 446. 


‘osmos (Dental), XIX. 1877. 
Etioloay * Caries. Webb, Marshall H. 


Dise. 190-192. 
—_ ¥ ot Caries. Sage, H. L. 126-131. 


Palmer, 8S. B. 


125-126. 
Dise. 


187 


oes of Committee on Phgetelesy. Re Dentine and 
‘aries. Dean, M. 8. 522-524. Disc. wy 

The r- of Alcohol to Cause Degeneracy of the 

Human Teeth. Palmer, Edgar. 629-630. Disc. 


Cosmos (Dental), XX, 1878. 
mee ~ Report of Committee. Webb, Marshall H. 


Discussion on Symmetrical Diseases Applied to the 
Teeth. 62-63. 

The Degeneration of Human Teeth. 396-398. 

Dental Caries : | rl Progress, Diagnosis, Treat- 
ment. - 


Cosmos (Dental), XXI, 
Caries of Human Teeth. ‘Abbott, Frank. 57-64 


= | 
oy PR -119, 4 illus. ; 177-184, 1 illus. Disc. 215- 
Marvin, C. A. 143-158. Disc. 


Is Dental Caries Accompanied by Inflammatory Ac- 
tion? Beck, C. S. 382-387. Disc. 390-393. 
Instruments for Detecting Decay in the Teeth. Rol- 

lins, William Herbert. 569. 1 illus. 


Prevention of Decay. 
158-160. 


Cosmos (Dental), XXII, 1880. 
Secondary Decay. Palmer. 8. B. 15-21. 
Predisposing Causes of Caries. Bogue, E. A. 310- 


Injuring ¢ the Teeth With Medicaments. Brackett, 


74. 
Predisposing | Caries. Beers, W. George. 479-484. 


Dise. 


Cosmos (Dental), XXIII, 
The Chemical versus the Hlectrical “Theory of Cartes. 
Miller, W.D. 91-98. 1 illus. 
Primal Cause of Dental Caries. Gerhart, H. 200- 
Mills. 485-486. 


Cavities in Roots, Under the Gums. 
Dise. 486-487. 

Caries of the Teeth. Clark, John D. 517-5: 

Report of Study of Caries. Abbott, Freak. 
582. Dise. 582-533, 625-631. 

Civilization in Its Relation to the Increasing De- 
generacy of the Human Teeth. Kingsley, Nor- 
man W. 597-598. Disc. 

Caries. Mummery. 598- 

President’s Address. On Some of the Causes of De- 
terioration of Tooth-Structure. Crane, J. W. 
631-634. Disc. 634-635. 


530- 


Cosmos (Dental), XXIV, 1882. 
The Conservation of the Teeth. 
On the Origin of Dental Caries. Constitutional and 

Local. 
Dental Caries. Rishel. G. P. 362-364. 
The Connection Between Mechanical 

Caries of the Teeth. 611. 

The Action of Micro- Cegentame 1 in the Decay of the 

Human Teeth. Miller. W. 640. 


Gerhart, H. 113- 
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Cosmos (Dental), XXV, 1883. 

Agency of Micro-Organisms in Decay of Human 
Teeth. Miller, W. D. 1-12. Plate opp. 1. 
illus. 

Dental Caries. 271-272. 

The Causes of Dental Decay. Carpenter. 
272-273. Selected. 

Dental Caries. Ross, A. M. 278-280. 

The Agency of Acids in the Production of Caries 
of the Human Teeth, With ee eg Analysis 
of Carious Dentine and Dentine Softened by 
Acids. Miller. W. D. 

The Chemistry of Decay. 350- 

of Committee. 


Physiology and Etiology. 
Barrett, W. C. 527-529. 


272. Dise. 


337-344. 
Niles, Edward S. 
Report 


Cosmos (Dental), XXVI, 1884. 

The Etiology of Caries at the Gum Margins and 
the Labial and Buccal Surfaces of the Teeth. 
(Also Erosion.) Darby, E. T. 218-225. Dise. 


225-232. 
y Loss st eee. Case. 317, 383. 
Teeth o e Future. * 

The "rect of Micro-Organisms im the Production of 
Dental Caries. 444-445. 

Rttolony of cares. a W. C. 596-608. Disc. 
608-606, 606-610. 


For index and key to classification numbers, see pink sheets. 
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Cosmos (Dental), XXVIII, 1885. 

Civilization and Dental Deterioration. 56-58. 

The Nerve Centers and the Teeth. (Etiology of De- 
7 -) Dodge, J. Smith. 408-411. Dise. 411- 

Re Causes of Dental Decay. Ma > nee, - 

Dental Caries. Morsman, A. “535, 577-583, 667- 
669, 716-722. (Cont. in Vol. XXVIII.) 

Studies of the Pathology of Enamel of Human 
Teeth, With Special Reference to the Etiology of 
Caries. Abbott, Frank. 641-653. 6 illus. ise. 


Dental Eclectic, I, 1885. 
What Causes Tooth Decay? 14-15. Selected. 


Dental Office & Lab., IV, 2nd Ser., a. 

About Caries. Manfredi, T. J. July. 4. 

The Affections of the Mouth by Diabetes. ‘Mellitus. 
Witzell, Oscar. Jan. Trans. Selected. 


Dental Office & Lab., VII, 2nd Ser., 1883-84. 
The Missing Link. (C ‘aries Caused by U neleanliness. ) 
. a a & Selected. Comment, 
Caries.) Franzius. Oct. 5. 
Dental Caries. Watt, Geo. Oct. 8 Selected. 
Dental Office & Lab., VIII, 2nd Ser., 1884-85. 


Civilization and Dental Deterioration. Milner, J. 
Jan. 6 Selected. 
April. 7. 


Nov. 


Russian . (re 


Origin of Caries. Miller. 

The Present System of Education a Proximate Cause 
of —— “pete. Chupein, Theodore F. Oct. 
1-3. Yise. 3. 


Facts (Dental), I, 1885. 
Dental Caries. April. 16. Selected. 


Headlight (Dental), TI, 1881. 

Pathology of the Osseous Structure of the Teeth. 
(Erosion of the Enamel and Decay of the 
Teeth.) Doud, A. J. July. 4-5. 


Headlight (Dental), TIT, 1882. 
Caries of the Teeth—<Action of Different Acids Upon 
the Different Structures of the Teeth. Eubank, 
Geo. 97-101 


Headlight (Dental). IV. 1883. 
Etiology. (Decay.) Chisholm, E. 8S. 1-9. 


Herald of Dentistry, I, 1881-82. 

Influence of Septic Agencies in Causing Caries of 
the Teeth. Underwood, A. and Mills, W. a 
Jan. 4 

On the Limits of Curability of Dental Caries. Mag- 
itet. Jan 

Civilization, 
acy of Human Teeth. 
Jan. 4-5. 

Pregnancy and Caries of the Teeth. 
lected 


Herald of Dentistry, II, 1882 
Case of Reflex Pain. (of Caries) 
July. 7. 


Herald of Dentistry. TV. 
Rapid Decay of the Teeth of oo Mothers. Nai- 
smith. C. F. 16. Selected. 


Iilineis State Dental Soc. Trans., 1880. 

Some Points in the Natural History of Caries of the 
Teeth. and the Value of Fillings for Its Arrest. 
Black. G. V. 77-92. Dise. 100-104. 


Tilinelis State Dental Soc. Trans., 188 
Suggestions Relative to the Cause of Rapid Dental 
Decay. Spalding, C. W. 155-162. 


4. 
in Its Relation to Increasing Degener- 
Kingsley, Norman W. 


Jan. 10. Se- 


Skeet, W. H. 


Iilineis State Dental Sor. Trans., 1882. 

High Civilization Not the Cause of Tooth Decay. 
Patrick, J. J. R. 133-160. 1 illus. Dise. 160- 
163 


Tilinels State Dental foc. Trans., 
The Incipiency of Dental Caries. tiers Louis. 57- 
4. 7 tables. Dise. &-67. 


t Practitioner (Dental). ITT. 1882. 
in Its Relation to the Increasing De- 
Kingsley, Norman. 


Selected. 


I 
Civilization 
generacy of Human Teeth. 
27-30. Selected. 
Civilization and Decay of the Teeth. 71. 
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An Investigation Into the Effects of Organisms Upon 
the Teeth and Alveolar Portions of the Jaws. 
Underwood, Arthur S. and Milles, W. J. 1 
173. Abstract. 


Bacteria the Cause of Caries. Clark, F. Y. 529- 
537. 548, Ed. 


Gj & 
Stockwell, Se. 


Clark, F. 


Independent Practitioner eatet). IV, 
Etiology of Dental Caries. 47-48 
Etiology of Dental Caries. Stockwell, 
The Germ qs of Dental Caries. 


, 2 3- 
The A o— RH, Caries—Bacteria or Acids? 


Btiology’ re Dental Caries. 175. Ed 
Remarks Made Before the Brooklyn’ Dental Society, 
Upon Caries of Human Teeth, Abbott, Frank. 


198-204 
Dental Caries. Miller, W. D. 260-269, 301-311. 3 
illus. 325-328. Ed. Correction, 431. 496, 629- 
644, -680. Ed. 
bias =. ame. (Etiology of Caries.) Ross, A. 
Caries of Human Teeth. 621. Ed. 
Discussion on Dental Caries. 661-664. 
Is Dental Caries a Modern Disease? 680-681. Ed. 


Independent Practitioner (Dental), V, 1884. 

A Reply to Some Views on the Putrefactive Theory 
S. Jecay. Miller, W. D. 15-20. Comment, 193- 

as 

Ancient Peruvians. (Concerning the Decay Found 
in Pre-Historic Teeth.) 50. Ed. 

Fermentation in the ne Mouth: Its Relation 
to Caries of the Teeth. Miller, W. D. 57-65, 2 
illus; 100-101, fa: 113-119. 2 illus; 225-233, 7 
illus; 281-291, 1 illus; 339-348, 8 illus. 

Russian Teeth. (Caries.) 109-110. Selected. 

Is Dental Caries a Disease? Wright, C. M. 135-138. 

Dental Caries and Its Relations to the Germ The- 

of Disease. Black, G. V. 381-386. Disc. 
386-391. 
Pre-Historic Decay of the Teeth. 472. 
Senile Decay. Dodge, J. Smith. 675-677. 


Independent Practitioner (Dental), VI, 1885. 

A Child's Teeth. (Predisposing Causes of Caries.) 
Beers, W. George. 73-75. Comment, 167 

A Discussion of Some ae = Dental Caries. 
Miller. W. D. 171-178. 1 illu 

The Action of ree Acid Open Teeth. Mayr, 
Charles. 245-2 

Sewill’s Dental Caries. 273. Ed. 

Studies of the Pathology of Enamel of the Human 
Teeth. With Special Reference to the Etiology 
ef Caries. Abbott, Frank. 587-591. Dise. 591- 


The Artificial Production of Dental Caries. 
F. 600-602. 

Sequelae of Caries of Teeth. 
Dise, 655. 


Foerster, 


Gottinger. 652-654. 


Indiana State Dental Assn. Tran 
The Nature and Etiology of Dental “aa 
Geo. 30-43. 


Watt, 


Items of Interest (Dental), IIT. 1881. 
Why Teeth Decay. Prothro, S. M. 34. 


Items of Interest (Dental). IV, 1882. 

What Causes the Decay of Teeth? 33-34. Ed. Crit- 
icism. 84. 

The Septic Theory. 49. Ed. 

Are the Teeth Degenerating? Magitot. D. 51. 

Civilization in Its Relation to the Increasing De- 
generacy of Human Teeth. Kingsley, Norman. 


Relation to Dentistry. Watt, 


The Influence of Copsthutional Defects Upon Den- 
tal Tissues. Beck, C. 8S. 133. 


Ammonia—Its Geo. 


Items of Interest (Dental), V, 
Dental Caries. nied G. P. 4-6. MBelected. 
Cause of Caries. 33-35. Ed. 
The Acid Theory. Taft, J. 71-72. 
White Decay. Watt, George. 113-114 
The Germ Theory. Stockwell, C. T. 
Discussion on Theories of Decay. 
Glucose and Decay of the Teeth. 
158-160. Criticism, 253-255. 


* 417-118. 
Barrett, W. C. 
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Items of Interest (Dental), V, 1883—Continued. 
Study “oe Each Case. (Case of Tooth De- 
cay 200-201. Ed. 
Indians’ Teeth Decay As Well As Ours. Black, G. V. 


At What Period or Periods Caries Is Most Likely to 
Occur. Taft, J. 324. Selected. 

Experiments of Tooth Decay. Clark, F. Y. 364. 

The Teeth of Foreigners Do Not Deteriorate by Emi- 
grating to This Country. Newkirk, E. G. 369. 

Pathology. (Dental Caries.) Clide, J. M. 400. 

a in ony (re Dental Caries.) Watt, George. 

The Chief. Causes of Decay and Failure of Teeth. 
Talbot, E. 8S. 425 

Just So- Well, Nearly So. 
+ 52. Selected. 

Dental Caries the Result of Civilization. King, 8S. 
H. 494-496. 


Items of Interest (Dental), VI, 1884 
Civilization and the Teeth. Hunt, R. Finley. 
The Teeth of the Nation. (re Decay.) 


(re Caries.) Watt, George. 


59-60. 
143-145. 


A Cause of ; Degemeracy in Teeth. (Lack of Lime.) 
Fones, 

Black and White Decay. Watt, Geo. 267. 

Neglect—Want of Cleanliness. Watt, Geo. 270. 

Rapid Eating and Caries. Fones, C. 304-305. 

The Process of Decay. aptee. Frank. 335-336. 

Dental Caries. Barrett, W. C. 483-485. Dise. 485- 
+ 486. 

A ‘Mother to Mothers. 
Prevention.) 541-543. 

Cause of Tooth Decay. 


137. 
ao Sewn of Teeth a Cause of Decay. 


(Causes of Decay and Its 
555-556. Se- 
Bates, Spence. 557. 


Hardie, James. 
lected. 
The Cause of Caries. 


Items of Interest (Dental), VII, 1885. 
Caries—Some Rather Extreme Views. Sewill, Henry. 


1-6. Abstract. 
The Pacnomens ond Causes of Caries. Sewill, 
108-110. Ab- 


Jenry. 62 
‘lheories of Caries. Sewill, Henry. 
stract. 

Inflammation, and Its Relation to Caries. Sewill, 
enry. 167-171. Selected. 
The Germ Theory. Engel, Hugo. 
The Prevention of Dental Caries. 

29% 29 
Dental Caries—A Critical Summary. 
-262. Selected. 
The Femkte of Calcification, and Causes of Deteri- 
oration. Sewill, Henry. 273-276. 
Why Are Not All Teeth Invulnerable? 
Dodge, J. Smith. 389-391. Selected. 

Influence of the Nerves on the Teeth. Kingsley, N. 
W. 3096. Selected. 

What Causes Tooth Decay? 480. Abstract. 

The Nerve Centers and the Teeth. Dodge, J. 
482-485. Selected. 

Bacteria Wo are Not Found in Decaying Teeth. 
Abbott rank. 488. 

Superficial Caries. 552. Ed 

Causes of Caries. Mayr, Charles. 571. Selected. 

Where Do Teeth Most Decay? Jarvis, O. A. 591- 
592. Selected. 


180. 
Sewill, Henry. 
Sewiil, Henry. 


(Decay.) 
Smith. 
(Dental), I, 1880 


and Microscopy. (re Caries.) 
249-257. Dise. 257-260. 


Jairus 
Dental Histology 
Knowles, 8S. E. 


Jairus (Dental), If, 1881. 
Why Do Teeth Decav? Barrett. 
The Teeth of the Next Generation. 

74-77. Selected. 


Selected. 
Oakley. 


70-74. 
Coles, 


Jatrus (Dental), TIT, 1882. 
Definite Causes of Dental Caries. 
107-10 Dise. 112-118 
The — vs The “Bug” Theory of Decay. 203-204, 


Cassidy, J. &. 


Discussion on Civilization, as a Cause of Decay. 255- 
258. 


Jairus (Dental). V, 1884. 
Cerebra! Origin of Dental Decay. 39-40. 
Discussion on Aetiology of Dental Caries. 


Selected. 
47-4. 


Johnstons’ Dental Miscellany, TIT, 1876. 
Methods of Soothing Pain Produced by Dental 

Caries. Magitot, B. 156-157. Selected. 
Demineralized Dentine. Cravens, J. B. 211-217. 
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Johnstons’ Dental Miscellany, 1V, 1877. 
A Cuange in Climate. Wright, C. M. 26-29. 
Effects of Systemic Disease Upon the Development 
and a of Oe jn Atkinson. 3-04. Ab- 
isc. 


Johnstons’ Dental Miscellany, V, 1878. 
Original Caries Chandler, T. H. 81-83. 


stract 


A Cause for Dental Caries. Fones, C. 289-293. 
Dise. 337-341. 
Johnstons’ Dental Miscellany, VI, 1879. 
Discussion on Prevention of Decay. 51-59. 
Bacteria. Clark, F. Y. 447-452. Disc. 469. 
Johnstons’ Dental Miscellany, VII, 1880. 
Dentai Caries. Ebert, Louis RK. 172-175. 
Dental Hygiene. (re Caries.) Fones, Robert A. 
308-31 Dise. 311-313. 
The Chemical versus the Electrical Theory of Caries. 
Miller, W. D. 474. Abstract. 
Johnstons’ Dental Miscellany, VIII, 1881. 
Caries. 158. 
Civilization, and Its Effect on the Teeth. (Decay.) 
Kingsley, Norman W. 241-245. 271, Ed. 
Lumi (Dental), II, 1880-81, 
Hysterical ‘loothache. (Decayed Teeth.) Small, 
Mort Selected. 


orton. 39. 


Luminary (Dental), III, 
Paysieteny 7 sees. 


1881-82. 


(Caries.) Holmes, W. 


(Dental), IV, 1882-83. 
(Decay.) 


Luminary 


Chemistry of the Mouth. ‘Wardlaw, W. C. 


Luminary (Dental), V, 1883-84 
Food Between the Teeth. Miller. ‘ss. 
Micro-Organisms the Essential 

Caries. Stockwell, C. T. 


Selected. 
Factor in Dental 
89. Selected. 


Luminary (Dental), VI, 1884-85. 
Effect of Disease on the Teeth. Templeton, J. G. 
In What Order Caries Attacks the Teeth. Ottofy, 

souls, « 

Fermentation in the Human Mouth. Miller, W. D. 

32. Selected. 

New Ideas in Regard to Cause of Decayed Teeth. 

Barrett, W. C. 59. Selected. 


Luminary (Dental), VII, 1885. 
What Causes Tooth Decay? 59. Selected. 
Michigan State Den. Assn. Trans., 1880. 
Chemical Action on Tooth Bone and Fillings. 
tuck, G. 8. 42-48. 


Shat- 


Missouri Dental Jnl., VIII, 1876. 
Chemistry of Dental Caries. Palmer, 15-16. 
Demineralized Dentine. (Syrup of Lacto Phosphate 
of Lime for Demineralized Dentine.) Cravens, 
J. E. 81-89. 
Discussion on Decay. 146-149. 
Pressure and Contact as Causes of Dental Decay. 
Chase, Henry S. 252-250. 


Missouri Dental Jnl., IX, 1877. 

Disintegration, Arrestation and Preventation of a 
Recurrence of Caries Upon the Proximal Sur- 
faces of the Teeth. Webb, Marshall H. 228- 


Missouri Dental Jnl., X, 
Death From a Carious Tooth. 
The Pathology of Dental Caries. 

301-318, 361-379. 


Missouri Dental Jnl., XI, 1879. 

The Disuse of the Jaws in Its Bearing on the Pro- 
duction of Dental Decay. Redman, J. Henry. 
42-45. Selected. 

Caries. Prothro, S. M. 605-607. 


1878. 
219-220. Selected. 
Bridgman, W. K. 


Abstract. 


Missouri Dental Jnl, XII, 1880, 

The Treatment and Prevention of Dental Caries Dur- 
ing Childhood. Gatabs, Henry C. 107-113. 
Dise, 118-123. Selec 

Some Points in the Natoral History of Caries of 
the Teeth, and the Value of Fillings for Its Ar- 
rest. Black, G. V. 389-406. 
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Missourl Dental Jnl., XIII, 1881. 

Pathology of the Osseous Structure of the Teeth. 
Douds, A.J. 350-353. Disc. 353-369. 

An investigation into the Kffects of Organisms Upon 
the Teeth and Alveolar Portion of the Jaw. 
Underwood, Arthur and Milles, ‘ 

Questions Referring to the Etiology of Dental Caries. 
Mummery, J. R. 511-512. Selected. 

The Origin of Caries, 
Richardson. 553-558 Abstract. 

Civilization in Its Relation to the Increasing Degen- 
eracy of Human Teeth. Kingsley, Norman. - 
564. Disc. 564-566. 


Constitutional and Local. 


Missouri Dental Jnil., XIV 
Dissassion on Definite Causes of Dental Caries. &- 
9 


Suggestions Relative to the Cause of Rapid Dental 
nw. Spalding, C. W. 103-109. ise. 100- 


12. 

Bticlery of Dental cones. (Acids or Germs; 
Which?) Stockwell, C. 483-498. 

Synopsis of a Consideration aa Some of the Causes 
which Lead to Dental Decay. Carpenter, Alfred. 
498-502. Selected. 


Missouri! Dental Jnl. XV, 1883. 
The Signs of the Times. (re Dental Caries.) Barker, 
w. May. 55-56. 
Micro-Organism The yo Tees in Dental 
Caries. Stockwell, C. 382-383. 
Some Thoughts omens by Dr. Miller’s Article 
on the Action of Acids Upon the Teeth. Mills, 
G. A. Dee - 


Menthly Review of Den. Surgery, IV, 1876. 
On Methods of Soothing Pain Produced by Dental 
Caries. Magitot, EB. 351-352. 
Deposit of Lime in the Pulp, and Consequent Irrit- 
able Condition of the Dentine. Scheller, Alexan- 
der. 257-358 


Monthly Review of Den. Surgery, VI, 1877. 

The Homology of the Dental Tissues, Their Suscepti- 
bility to Suppressive Economy, and Their Pres- 
ent Degeneracy in Man. Thompson, A. H. 66- 
68, 110-115. Selected. 


Monthly Review of Den. Surgery, VII, 1878. 
Pathology of Dental Caries. Bridgman, W. R. 
B81. Selected. 


New England Jnl. Dentistry, I, 1882. 

Civilization in Its Relation to the Increasing De- 
generacy of Human Teeth. Kingsley, Norman. 
17-18. Selected. 

Reply to Prof. Mayr’s Criticism of the Discussion 
of Dental Caries. Niles, E. 8. 

Suggestions Relative to the Cause of Rapid Dental 
Decay. Spalding, C. W. 78-84. Selected. 

The Tooth Substance is Not Decalcified by Ammon- 


ium Chloride. {§ 
Nitric Acid Produces White Decay. 223-225. Se- 


lected. 

Discussion on Caries. 235-239. 

Etiology of Dental Caries. Acids or Germs; Which? 
Stockwell. C. T. 353-367. Dise. Vol. II, 27. 

Bacteria as the Cause of Decay. 405-406. Ed. 


New England Jnl. Dentistry, If, 1883. 
The Chemical Composition of Decayed Dentine. 
Mayr, Charles. 1-6. 
Bacteria the Cause of Caries. Clark, F. Y. 11-18. 
Chemical Theory of Decay. Watt. 47-50. Selected. 
Etiology of Dental Caries. 52-53. Selected. 
Write the Vision and Make It Plain. (Germ Theory 
of Dental Caries.) Stockwell. C. T.. 75-78. 
a of Dental Caries. 78-85. Comment, 253- 
Views, Atom Decay of Teeth—Old and New. 113- 
11 

Dr. Frank Abbott on Caries. 169-171. Ed. 

Chemistry of Decay. Niles. 213-216. 
Dise. 216-221. 

Further Contributions on the Subiect of Dental Car- 
jes Miller, W. D. 229-237. Disc. 257-264. 

Dr. Miller's Analysis of Decay. 250-251. Ed 

Somethine on Chemistry of Decay. 251-253. ‘Ba 

Report of the Prize Committee on the Etiology of 
Dental Caries. 285-286. Ed. 

Reply to Dr. Frank Abbott. (re Dental Caries.) 
Underwood, Arthur 8. 330-332. Corres. 


Abstract. 
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Micro-Organisms the Essential 
= 


Factor in Dental 
Caries. Stockwell, C. -354. Dise. 


355- 


361-364. 3 
Terry, C. 


S82-3 
The Germ Fad Mortally Wounded. Boynton, C. 


Etiology of Dental Caries. Stockwell, C. T. 415. 


New England Jnl. Dentistry, III, 1884. 
Examination of the Teeth to Determine the Cause of 
Caries. 33-37. Ed. 
The Private Letter. (re Caries.) 75-76. Ed. 
Carious Teeth in Russia. 78-79. lected. 
=e ee. Boynton, Charles S. 85-91, 125-134, 


110- 


Fermentation in the Human Mouth: Its Relation to 
Caries in the Teeth. Miller, W. D. 118-124. 2 
illus. Selected. 

Which Was First, the Hen or the Egg? The Bug 
or the Acid? Clark, F. Y. 146-153. 

The Influence of Micro-Organisms in the Produc- 
tion of Caries. Underwood, Arthur 8S. 201- 


Nature and Etiology of Dental Caries. 
Degeneration of European ‘Teeth. 


SaGusere st Pregnancy on Caries of Teeth. 


211. 224, Ed. 
The “Septic Theory of Dental Caries. Searle, F. 237- 
243. 245. Ed. 281-290. 


The Influence of Antisept 
Upon the Fungi of 
255-264. 264-265. 
New Jersey State Den. Trans., 1882. 

Premature Decay and Loss on’ Teeth. Wallace, 8. G. 
111-115. Dise. 115-118. 


New York Odontological Soc. Trans., V, 
Caries of Human Teeth. Abbott, Frank. 
7-61. 6 illus. Dise. 50-53, 62-67, 


New York Odontological Soc. Trans., VI, 1880. 
Predisposing Causes of Caries. Bogue. 34-36. 
es ae ee Beers, W. George. 51-55. 
Lord, 


ties, Filling Materials, Etc., 
ntal Caries. Miller. W. D. 


1879. 
34-50, 


ise - 
Decay on the Sgpevennes Surface of Teeth. 
Benjamin. 


New York Odontological Soc. Trans., 
Climate as a Cause of Tooth Decay. 
21-22. Dise. 22-23. 


New York Odontological Soc. Trans., 1885. 
The Nerve-Centers and the Teeth. (re Decay.) 
Dodge, J. Smith. 66-74. Dise. 74-79 


New York State Den. Soc. Trans., 1881. 

Civilization in Its Relation to the Increasing De- 
geperacs of Human Teeth. Kingsley, Norman. 
33-142. 


New York State Den. Soc. Trans., 1882. 
Chemical Theory 4 weeey of the Teeth. 
W. Cc. 89. Dise 


1882. 
Brockway. 


Barrett, 


Sec. Trans., 1884. 
tics, Filling Materials, Ete., 
— Caries. Miller, W. D. 


New York State Den. 
The Influence of Antise 

Upon the Fungi of 

70-79. 1 illus. Disc. 


New York State Den. Soc. Trans., 1885. 
Remarks on Elements of Decay. Barrett, W. C. 
noe 109. 
ews, (Dental, Knightstown, Ind.), 1 1878-79. 
The Oral Cavity. (re Decay.) Webb, M. A. April 1. 


News, (Dental, Knightstown, Ind.), II, 1879-80. 
Caries of Human Teeth. Oviatt. S. M. 1 
Action of Iron on the Teeth. 121. Selected. 


News, (Dental, Knightstown, Ind.), III, 1880-81. 
Tooth—Caries of Pregnancy—Its Cause and Treat- 
ment. Kirk, Edward C. 3-4. Selected. 6, Ed. 


(Dental, Knightstown, Ind.), IV, 1881-82. 
Civilisation and Decay of the Teeth. 110. Selected. 


News, (Dental, Knightstown, Ind.), V, 1882-83. 

Dental Caries. Rishel, G. P. Feb. 3. Selected. 

Climatic Effects on the Constitution—Especially in 
the Practice of Dentistry. (re Caries and Tar- 
tar.) Shelton, M. BE. July 

The Acide W Which Cause the Decay’ of Teeth. 


ted. 
Caries of the Teeth. (Action of Different Acids 
Tpon the Different Structures of the Teeth.) 
Eubank, Geo. Nov. 2. Selected. 


Aug. 
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News, (Dental, Knightstown, Ind.), VI, 
Germs and Acids in Decay of the Teeth. 
J. S. Sept. 3. Selected. 


Odontographic Jnl., I, 1880-81. 
Dental Decay—A SA. F. Fact. 
lected. 


Odontographic Jnl., III, 1882-83. 

An Investigation Into the Effects of Organisms Upon 
the Teeth and Alveolar te | © Jaws. 
Underwood and Milles. 20-26. 

Acids or Germs; Which? (Caries.) oN 128- 
129. Selected. 


a hic Jnl, IV, 1883-84. 

Agency of Micro- Organisms in Decay of Human 
Teeth. Miller. 29-30. ected. 

Caries Dentium. Miller. 155-156. Selected. 


Odontographic Jnl., 
The Influence of Antise 
Upon the Fungi of 
126-135. 1 illus. 3 tables. Disc. 


Odontographic Jnl., VI, 1885. 
Remarks on Elements of Decay. 
165-168. 


1883-84. 
Cassidy, 


Salter. 10. Se- 


V, 1884-85. 
tics, Filling Materials, Btc., 
ntal Caries. a D. 


Barrett, W. C. 


ontolog. Soc. Trans., XIV, 2nd Ser., 1881-82. 
On fee Constitutional and Local Origins of Caries 
of the Teeth. Richardson, Benjamin. 6-30. 
Dise. 31-36. 

A Study on Diseases of the Teeth. (re Caries and 
Periostitis.) Dunn, C. W. 70-77 bstract. 
The Connection Between Mechanical Injury and 
a of the Teeth. Steele. 157-161. ise. 162- 

163. 


Odontolog. Soc. Trans., XV, 2nd Ser., 1882-83. 
A Consideration of Some of the Causes Which Give 
Rise to Dental Decay. Carpenter, Alfred. 6-41. 
Dise. 42-43, 50-62. 
Discussion on The Theory of Caries. 221-248. 


Odontolog. Soc. Trans., XVI, 2nd Ser., 1883-84. 

The Influence of Micro- Organisms in the Produc- 
tion of Caries. Underwood, Arthur S. 222-240. 
Dise. 241-253. 


Odontological Soc. Penn. Trans., 1884. 

The Present System of Education a_ Proximate 
Cause of Dental Decay. Chupein, Theodore F. 
27-36. Disc. 36-37. 


Ohio State Dental Soc. Trans., 1879. 
Law Regulating the Administration of Anaesthetics. 
72. 


Ohio State Dental Soc. Trans., 1880. 

Pathology of the Osseous Structure of the Teeth. 
Siddall, J. H. 14-15. Dise. 28- 

Pathology of the Osseous Structure of the Teeth. 
Douds, A. J. 15-19. Dise. -56. 


State Den. Soc. Trans., 
The *Btlology at Dental Decay. Watt, Geo. 33-50. 
se. 586 


Ohio State Den. Soc. Trans. 
Discussion on Etiology of Dental. Geten. 


Ohio State Jnl. Den. Sci., 188 
The Teeth Deteriorated b Bisskse "76-85. 
Discussion on To What Extent Does Vitalit 
the Encroachment of Dental Caries? -93. 
The Bug Theory of Dental ay. 
Geographical Distribution of Dental Caries in the 
U. 8S. Betty, 
Oral Chemistry. (Caries.) Richter, R. G. 273- 


303. Ed. 


Ohio State Jnl. Den. Seci., II, 1882. 
Chemistry as Applied to Dentistry. (re Le of 
Decay.) Miller, Willoughby. 30. Di 1. 
Three Causes for the Decay of Teeth. Barrett, W. 

31 


25-38. 


, 


Sug estions Relative to the Cause of Rapid Decay. 
Spal ng. C. W. 105-111, 177-178. E 
piles on Definite Causes of Dental Caries. 231- 


Un just. Claims. (Acid Theory of Dental Caries.) 
284-286. E 


Civilization in Its Relates to the Decay of the 
Teeth. Kingsley. 304. 


191 


Ammoniacal Degeneration. 


370-373. 
What Fun We Tail 
Ed. 


ors Have. (Caries) 437-439. 


Ohio State Jnl. Den. Sci., >» 1883. 
Dr. a = ne as a Critie.. * (re the Paper on 
nta emistry an a f the T " 
sue 2 Sat tee Wisk Once oe 
ology o ntal Deca Watt, G 
- eae, 386-358, 363564, — 
ore t on the Germ Theor of Dec 
C. M. 51-52. Corres. 7 > 
Physical Characteristics of Caries. 181-185. Ed. 
ee. cy Decay. 280-286. 
ust So-We Nearly So. Cari " 
“ 1206-208, fod. = ( es of the Teeth.) 
elps in udy. (Caries.) Watt, George. -331. 
Dise. 346-347. ’ 

Pathology. (Caries.) Clide, J. M. 384-386 

The Nature and Btiology of Dental Caries. Watt, 
George. 401-413. 

ne — Micro- -Organisms. Wright, C. M. 422- 

Pestiineiion Causes of Dental Caries. 523-534. Ed. 

Discussion on Etiology of Dental Caries, and Is 
Dental Decay Unitary or Multiple? 570-574. 
Ohio State Jnl. Den. Sci., IV, 1884. 

Two Deans on Dental Caries. 93-96 

If? sae Theory of the Decay of the Dentine.) 

Hydrogen a Detector of Septic Conditi - 
tine. Prichett, T. W. 419 9-420. "Goeees. — 

The Investigation ‘of Dental Caries. 421-428. Ed. 

Lowte _— we. Rs Ed. 

scourag (Chemistry re ‘Dental ari - 
468. Ed. Criticism, 576-579. on 

The Chemistry of Caries. Wardlaw, W. C. 522-528. 

Case of Peculiar Decay. oe E. S. 586-587. Cor- 
res. Answer, Vol. V, 243 

Ohie State Jnl. Den. Sci., 

The Ne Sr a Hy eects. “Ws Dental -Caries.) 
Wright, 2% Dise. 224- 

The ve x the Enamel of beeen Teeth, With 
Reference to the Etiology of Caries. Abbott. 
461-462, Abstract. Disc. 462-463. 

Effects of Zymotic Diseases Upon the Teeth. Whits- 
lar, F. 523-526. 

Alterations of the Teeth in Morphia Habitues. 552. 

Geographical Distribution of Dental Caries. Betty, 
E. G. 570-574. 1 table. 

Pennsylvania Jnl. Den. Sci., III, 1876. 
Dental Caries. Perine, George H. 170-172. 
ae of the Deterioration of ay Teeth. 

294-306. Disc. 252- 


Winder, 


Pennsylvania State Den. 
Dental Caries. Peirce, C. N. 14-17. Disc. 


Pennsylvania State Den. Soc. Trans., 1879-80. 
ra Cause of Dental Caries. Gerhart, H. 


See. Trans., 1878. 


18-20. 
110- 


Pennsylvania State Den. Soc. Trans., 1882. 

The Influence of Constitutional Defects Upon Dental 
Tissue (Decay.) Beck, C. S. 49-54. Disc. 
Practitioner (Dental), I, 1880. (See Vol. II, In- 
dependent Practitioner.) 

Dental € Caries. 244-246. Trans. 


Practitioner (Dental), I, 1883. 

Dental Caries. Peirce, C. N. 4-6. 

Carbolic Acid as a Remedy for Toothache 
F Caries. Dowkontt, George D. 45. 
Selected. 

Dental Caries. Gage. A. R. 68-70. 

Germs and Acids. (Decay.) Cassidy. J. § 

Caries of the Teeth. Chupein, Theodore F. 


Practitioner (Dental), II, 1884 
Dental Caries the Result of Civilization: 
17-19. Selected. 
Fermentation in the Human Mouth. 
172-174. Abstract. 


Practitioner (Dental), IIT, 1885. 
Do errr Injure the Teeth? Sozinskey, Thos. 
1 


(Some the Teeth.) Smilie, Elton 


Arising 
Corres. 


127-128. 
181-184. 


King, 8. H. 
Peirce, C. N. 


Ss 
Vermilogical. 
R. 193-202, 217 
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Record (Dental), I, 1881. 

An Investigation Into the Effects of Organisms Upon 
the Teeth and Alveolar Portion of the Jaw. Un- 
serwees, Arthur and Mills, W. J. 81-82. Disc. 


Civilisation, in Its Relation to the Increasing De- 
mar Human Teeth. Kingsley, Norman 
82 


The pueneces Causes of Caries. Mummery, J. R. 


cua re Dental Caries, Constitutional and poem. 
Richardson, B. 262-265. se. 2 


Record (Dental), Ii, 1882. 
Connection Between Mechanical 
Caries of the Teeth. Steele. 267. 


The Injury and 


Record (Dental), III, 1883. 

A Consideration of Some of the Causes Which Give 
Rise to Dental Decay. Carpenter, Alfred. 16- 
32. Dise. 39-40. Selected. 

Etiology of Dental Caries. Stockwell, C. T. 32-38. 
Abstract. 

Etiology of Dental Caries. 

Dise ussion on iy Theory 
d 332. fd 

Micro-Organisms, the Essential Factors in Dental 
Caries. Stockwell, C. T. 569. Abstract. 


108-109. 


of Dental Caries. 315- 


Record (Dental), IV, 1884. 

A Reply to Some Views of the Putrefactive Theory 
of Yecay. Miller. W. D. 91-92. Abstract. 
Fermentation in the Human Mouth; Its Relation to 
Caries of the Teeth. Miller, W. D. 117-123, 158- 
162, 257-262, 341-349. 1 table. 434-442. Disc. 462- 

404. Selected. 

On the a me of Micro-Organisms in the Produc- 
tion of Caries. Underwood, Arthur 8. 225-234. 
Criticism, 289-296. 

The Crowding of Teeth a Cause of Decay. 310-311. 
Selected. 

The Septic Theory of Dental Caries. Searle, F. 475- 
476. Abstract. : 
Record (Dental), V, 1885. 

The Chemistry of Caries. Wardlow, W. C. 40. Ab- 


stract. 
A Discussion on Some Questions in Dental Caries. 


Miller. 234-235. Abstract. 
The Teeth in Morphiomania. (Decay.) 288. Se- 


lected. 
Dental Caries. Morsman, A. 522-523. Abstract. 


Register (Dental), XXX, 1876. 


Dental Caries and the Remedy. Geo. 292- 
295. 


Paine, 


XXXI, 1877. 


Register (Dental), 
Cause and Prevention. 


Discussion on Dental Caries; 
161-167. 

The bom | of the Dental Tissues, Their Suscepti- 
bility to Suppressive Economy, and Their Pres- 
ent Fa . in Man. Thompson, A. H. 249- 
258, 338-346, 358. Ed. 

Discussion on What Can Be Accomplished for the 
Arrest of Dental Caries, Either by Local or Gen- 
eral Treatment, Otherwise Than by Filling? 
299 -303 


Register (Dental), XXXII, 1878. 

The Causes and Prevention of Dental Caries, Dental 
Pathology and Therapeutics and the Relation of 
Dentist to His Patient. Beach, H. E. 192-195. 


Register (Dental), XX XIII, 1879. 

Discussion. The Different Agents That Produce Dis- 
integration of Enamel and Dentine, and Their 
Mode of Action. 389-395. 

Dental Caries. Peirce, C. N. 421-425. Selected. 

Dental Caries. VDrothro, 8. M. 449-465. 


Register (Dental), XXXIV, 

Some Points in the Natural ioe of Caries of the 
Teeth, and the Value of Fillings for Its Arrest. 
Black, G. V. 515-326. Selected. 


Register (Dental), XXXV, 1881. 
Pathology of the Osseous Structure of the 
Douds, A. J. 116-120. Selected. 
Discussion on To What Extent Does Vitality 
the Encroachment of Dental Caries? 147- 
r a ~ Changes aouaes the Teeth of the a 
jouds » Be 


Teeth. 
Peostat 


Register (Dental), XXXVI, 1 
Definite Causes of Dental Caries. 
179. isc. 188-1 
The Cause oh Prevention of Dental 
On Se an ‘i Dental Caries. 


Knowles, W. 237-242. Selecte 
The Rtiology and Pathology of Dental Diseases: 
What We Know, and at We Would Like to 
Know. (re Caries.) Sewill, Henry. 546-4. 
Civilization in Its Relation to the Desay of the 
Teeth. Kingsley, Norman W. 589-600. 


Register (Dental), XXXVII, 1883. 

the Relations Which Dental Caries—as Discover- 
ed Amongst the Ancient Inhabitants of Britain, 
and Amongst Existing Aboriginal Races—May 
be Supposed to Hold to Their Food and Social 
Condition. Mummery, John R. 1-11, 51-53. Se- 


lected. 
Degeneration of the Teeth. Bgl H. 186-189. 
Etiology of Dental Caries. 251-27 Ed. 
Etiology and Pathology of Seated Caries and Treat- 
ment of Pulps. orre, J. R. 255-261. 
Gorges 4 re in Decay of the Teeth. Cassidy, J. 
Dental Pathology. (Caries.) Clide, J. M. 383-384. 
Caries of the Teeth. Weir, R. F. 453-454. Clinic. 
Effect of Alum Gargles Upon the Teeth. Young, M. 
502. Selected. 


Register (Dental), XXXVIII, 1884, 
Cavities in the Teeth. 103-104. 

Acid and Fungus. Miller, W. D. 139. Selec 
cee on the Subject of Physiology. 


Dental ‘Caries. 54-565. Selecte 

Decadence of Teeth. 612-613. Stiected. 

Dental Caries. A Critical Summary, and the Pre- 
vention of Dental Caries. Sewill; Henry. 623-624. 


882. 

Cassidy, J. 8. 175- 
Caries. 
iummery, S @. 


ted. 
(Caries.) 


Register (Dental), XXXIX, 1885. 

Discussion of Miller's Theory at the last Meetin 
the American Dental Society of Europe. = 
Selected. 

Review of Miller's Theory of Dental Caries. Miller, 
W. D. 43-44. Selected. 
Civilization and the Teeth. (Caries.) 83-85. Se- 

ected 

Recent Theories Concerning Caries of the Teeth. 
Kempton. 176-180. Dise. 181-184. 

Devepomees Hypothesis. (re Caries.) Wright, C. 


Menthol. 200-201, 628. Se- 


lectec 

Studies of the Pathology of Enamel of the Human 
Teeth, With Special Reference to the Etiology of 
Caries. Abbott, Frank. 515-520. Dise. 520-523. 


( og Carious Cavities.) 


uarterly, 1, 1877-78. 
ere Sound, Why Do Our Chil- 
Carter, Aibert. Oct. 13- 


St. Louis Dental 

Our Fathers’ Teeth 
dren's Teeth Decay? 
18. Selected. 


Southern Dental Jnl., Il, 1883 

Dr. Abbott's Theory of Decay. eo 62. Selected. 

A Consideration of Some of the Causes Which Give 
Rise to Dental Decay. aw! nter, Alfred. 107- 
111, 155-162, 201-210. Selec 

Persons Who Sleep With Their “Mouths Coe Have 
Defective Front Teeth. Parsons. 172-1 

The Different Theories Respecting the Etioiogy of 
Dental Caries. Marshall, John S. 199-200. Ab- 
str 

Dental “Caries. Miller, W. D. 283-292. 3 illus. Se- 

lected. 


Southern Dental Jnl., IIT, 
Caries of the Human teeth. 
Selected. 
T he’ ( pamestes of Caries 


Miller, W. D. 26-39. 


Wardlaw, W. C. 265-271, 

Dental Cartes in Normandy. 396. Selected. 

Buccal Breathing—Its Causes, Serious Consequences, 
Prevention, and Cure. (re Decay.) Major, George 
W. 4063-468. Selected. 


Southern Dental Jnl, TV, 1885. 

The Causes and Prevention of Dental Caries. Se- 
will, Henry. 6-10. Selected. 

The Influence of Sex on the Free uency of Dental 
Caries. Gallippe, V. 342-343. Selected. 

Dental Lesions of Morphinomania. Combes. 388. 
Selected. 


For index and key to classification numbers, see pink sheets. 
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Southern Dentai Jnl., IV, 1885—Continued. 

Studies of the Pathology of Enamel of Human Teeth, 
With Special Reference to the bys» 4 of Caries. 
Abbott, Frank. 413-414. Disc 


Texas Dental Jnl., I 
Acids or Germs; Witieh? 
Selected. 


(Caries.) Stockwell. 14. 
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Dental Jnl., 
sennh “Thou hts tala 7 be Dr. Miller's Article on 
ee i“ EF of Acids Upon the Teeth. Mills, G. 
ected 


xas Dental Jnl., III, 


Thou; ghis of Fermentation, Mite. (re Dental Decay.) 
- Selected 


George. ted. 
What a Tooth Decay? 64. Abstract. 


D6la First Permanent Molars. 


See also D61. 
American Jnl. Den. Sci., 
The Six Year Molars—Their Treatment. 
302. Abstract. 


American Jnl. Den. 
First Permanent Molars. 


American Jnl. Den Sci., XVIII, 3rd_Ser., 1884-85. 
The First Permanent Molar aa ‘Tes Barly Manage- 
t 


ment. Hardeman, 
First Permanent Molar. Woolley, J. H. 481-484. 
ee 5 semanas Molar. Woolley, J. H. 574-575. 
t 


XII, 3rd Ser., 1878-79. 
"Coy, B. F. 


, 3rd Ser., 1882-83. 
Setwvatt 4 and Taft, J. 385-394. 


Abstract. Disc. 


Archives of Dentistry, I, 1884. 
The First Permanent Molar and Its Barly Manage- 
ment. Hardeman, J. 368-369. Selected. 


Archives of Dentistry, II, 1885. 
First Permanent Molar. Woolley, J. H. 
Dise. 170-178. Abstract. 


167-170. 


British Dental Assn. Jni., 1880. 
Discussion on Advisability of Retainin or Extract- 
ing the First Permanent Molars. -597. 


British Dental Assen. Jnl. 
First Permanent Molars. White 'R 
Dise. -635. 


British Jnl. Dental Science, XIX, 
The Early Removal of the Six- tm tia Molars. 
Fletcher, David. 575-577. 


British Jnl. Dental Science. 
The Early Momovel of the Bin , a ia Molars. 
Fauchard. 54-5 


British Jnl. Dental Science, XXIII, 1880. 
Discussion on The Advisability of Retaining or = 
tracting the First Permanent Molars. 1191-1194 


British Jnl. Dental Science, X XVII, 
The First Permanent Molar of Children. From the 
Age of Six to Twelve. Klare. 168-169. Selected. 


California 8. Dental Assn. Trans. 
Treatment of the Six- onal Molars. 
73 Dise. 


California 8. Dental Assen. Trans., 
The Six-Year Molars. Robinson, W. H. 


mos (Dental), XVIII, 1876. 
Sixth: Year Molars. Hawes, Nathaniel W. 129-131. 
Dise. 131-138. 
The Extraction of Permanent Teeth in Childhood. 
Dodge, J. Smith. 412-420. Disc, 420-432. 


hobeeben, W. H. 


1881. 
102-104. 


Cosmos (Dental), XXI, 1879. 
Dace on Extraction of Six-Year Old Molars. 


Cosmos (Dental), XXVI, 1884. 


mae Year Molars. 573-574. 


* Beacon Light, I, 1882. 
The La Year Molars. 10. 1 illus. 


eadlight (Dental), I, 1 
Six os ory BY Morgan, w ‘H. Feb. 


Tilinols State Dental Soc. 1879. 
Extraction of First Molars. — A. W. 108-111. 
Dise. 111-113. 


1-2. 


Independent Practitioner (Dental), VI, 
The First Permanent Molar. Woolley, J. ii oas- 152. 


ms of Interest (Dental) Iv, ness. 
The Six-Year Old Molars. 1i-15. 
The Six-Year Molar. (Poem.) » # Hamlin. 34. 
The Six-Year Molar. Clowes, J. W. 55. 55, Ed. 
The Six-Year Molars. 70. 

That Six Year Molar. Pomeroy, W.H. 114. 114, Eda. 


Items of Interest (Dental), V 
The First Permanent Molar. Tete sy i 
Of the First Permanent Molars. Owen. 
The First Permanent Molar. Dorrance. 176. 
The First Permanent Molar. Barrett, W. C. 216-217. 


lected 
The First Butler, C. R. 363-364. 
Selected. 
The First Permanent Molar. Horton, W. P. 401-402. 
Selected. 


110-113. 
160. 


Permanent Molar. 





Items of Interest (Dental), VI 
Extracting the Sjxth Year Old ion “Allen. 
Save the First Molars. 411. Ed. 


of Interest (Den oD 
Historia” Dentis. (Troubles With iy Tire Molars.) 
J. W. 154-155. 


owes, 
The First Permanent Molar. J. H. 306. 
Selected. 


135. 


Woolley, 
Jairus (Dental), I, 1880. 
The Six-Year Molars. Robinson, W. H. 94. 


Johnst * Dental Miscellany, IV, 1877. 
a Six-Year Molars. Kingsley, A. W. 167- 
i71. 





Johnstons’ Dental Miscellany, VI, 1879. 
Discussion on Six Year Molars. 91-100. 


Luminary (Dental), IV, 1882-83. 

The Sixth Year Molar. Allen, T. M. 30-31. 

The First Permanent Molar and Its Early Manage- 
ment. Hardeman, J. 86-87. 


Luminary (Dental), VI, 1884-85. 
The First Permanent Molar - Its Early Manage- 
ment. Hardeman, J. 


Michigan State Den. Assn. Trans., 1882. 
Treatment of Sixth Year Molars. Whiting. 21-22. 
Dise. 22-49. 
Missouri Dental Jnl., XI, 1879. 
ee m3 a Molars. Harlan, A. W. 687-688. 


Missouri Dental Jnl., XII, 1880. 
Treatment of the Six- Year Molars. Robinson, W. H. 
123-136. Selected. 


Missouri Dental Jni., XIII, 1881. 

Discussion on The Advisability of Retaining or Ex- 
tracting the First Permanent Molars. 78-82. 
Reasons for Extracting, Between the Years of Six 
and Twenty-one, the Sixth Year, or First Per- 
manent Molars, When Feebly Organized and 
Carious. Tucker, Joshua. 158-169. 188-189. Ed. 


New Jerse: 
Extraction of of 


State Den. Soc. Trans., 1876. 
el Molars. Kingsley, A. W. 36- 
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Dental, Kni 
What “shal Be Done 
lars? Watt. 137. 


Dental, Kni 

The iret ‘ermanent 
ment. Hardeman, 
7a Year Molar. 


lected. 
The Sixth Year Molar. 
lected. 


htstown. 4.) IV, 1881-82. 
‘ieee the "pirat ermanent Mo- 


htstown 1882-83. 
a and Te pre Manage- 
J. March. 4. 

Pomeroy, W. H. Sept. "2-3. 
Allen, T. M. Sept. 2. Se- 


(Dental, Knightstown, Ind.), VI, 1883-84. 
The First B ¢ Permanent Molar. 


Butler, C. R. Oct. 2-3. 


Odontographic Jnl., III, 1882-83. 

Treatment of the Mouth During the Eruption of the 
Permanent Teeth. (Sixth Year Molar.) Marvin. 
9-11. Selected. 


Odentolog. Soc. Trans., XIII, 2nd Ser., 1880-81. 
Discussion on The Advisability of Removing or Re- 
taining the First Permanent Molars. 38-44. 


Ohio State Dental Soc. Trans., 1881. 
Discussion on What Shall Be Done With the First 
Permanent Molars. 79-89, 89-108. 


Ohio State Jnl. Den. Sci., I, 1881. 
Discussion on Removal of First Permanent Molars. 
When Indicated? 93-95. 


Ohio State Jnl. Den. 
Discussion on What Shall] Be "Sas" With the First 
Permanent Molars. 135-1 


D61a FIRST PERMANENT MOLARS 


Ohio State Jnl. Den. Scli., 
The First Permanent Molar. 
Abstract. Dise. 147-148. 


rd (Dental), ITI, 1883. 
My Nieed. (re the Sixth Year Molar.) Brown, B. 
Parmly. 463-466. Selected. 


Record (Dental), V, 1885. 
First Permanent Molars. White, 
504. Disc. 504-510. 


Register (Dental), XX XI, 1877. 

Discussion on Extraction of the Six Year Molars— 
Where Indicated? 

Discussion on Sixth-Year Molars. 422. 


Register (Dental), XXXIV 
a ff First Molars.  ~4 A. W. 129-131. 
Dise 1-133. Selected. 


V, 1885. 
Woolley, J. H. 146-147. 


R. Wentworth. 


Register (Dental), XXXV, 
Discussion on Removal of the Tirst Permanent Mo- 
lars. When Indicated? 148-150. 


Register (Dental), XXXVI, 1882. 

On the Filling and ‘reatment of the Permanent Mo- 
lar Teeth Between the Ages of Six and Fourteen 
Years. Palmer, Gascoigne. 480-484. Selected. 


Southern Dental Jnl., I 
On the First Permanent 
411-420. Selected. 


outhern Dental Jni., I 


The Spiret Permanent Mola®. MM Voolley, J. H. 55-56. 
Dise. 56-57. Abstract. 


The Ate ee 9 of a Tooth. (Right Upper First 
Molar.) 


‘Molars. Watt and Taft. 


D611 Sensitive Dentin. 
See 615.781 and subdivisions, Anesthesia; 615.84, Electricity in treatment. 


American Dentist, (Elgin, Ml). I, i 
Pain Obtunders. Harlan, April. I. Ab- 


stract. 


American Jnl. Den. Sci Srd Ser., 6-77. 

Lacto-Phosphate of Lime; "pathology ad etencat 
of Exposed Dental Pulps and Sensitive Dentine. 
Cravens, Junius E. 274-278. 


American Jnl. Den. Srd Ser., 1877-78. 
A Simple Cauter wy. (To, ¢ Obiun Sensitive Dentine.) 


Stellwagen, 
Eucalyptus as a Lacal y (For Sensitive 


ntine.) 


. Den, Sci., XIV, 3rd Ser., 1880-81. 
tNaboll.) Dennett, H. B. 89-91. 


American Jnl. Den. Sci. xV;, See Ser., 1881-82. 
Sensitive Dentine. 190. Selec 


nm Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 
Carbolized | Potash as an Obtunder. Robinson, J. A. 


Robinson, T. A. 382. Se- 


American J 
Is It Found? 


For Sensitive Dentine. 
lected. 


of Dentist 
Use “TO Oxide of Calcium, Nouiek Lime Pulverized), 
for Overcoming the Sensitiveness of Dentine. 


Calvo, P. Selected. 
For | Sensitive Dentine. Robinson, T. A. 567. Se- 


Archives of Dentistry, II, 1885. 
The Anaesthetic Effect of Aconite on -_——~ i Den- 
tine. Kozoura, Anton. 468-469. lected. 


British Dental Assen. Jni., 
Treatment for Teeth Which hy Sensitive Dasing Ex- 
cavation. Rollins, William Herbert. 578 


British Dental Assn. Jnl, V, 
Lime as an Obtundent of Sensitive Der Dentine. Calvo, 
P. 373-375. Abstract. 


Toot Acutely Sensitive at One Spot. Underwood, A. 


ritish Dental Assn. Jnil., VI, 1885. 
The ae Effects of Aconitine on Sensitive 
Dentine. Kosma, Anton. 180-181. Selected. 
Sensitive Dentine. King, R R. F. H. -292. 


ritish Jnl. Dental Science, XXII, 1879. 
The MNennibiiity of Dentine. 804. 


British Jnl. Dental Science, XXV, 1882. 
On the Use of Haemostatic Gollodion as an Obtun- 
der and Antiseptic. Poundall, W. ws aS 114-115. 
Effects of Narcotism on the Teeth. ulph. Mor- 
oF an Obtundent.) Chase, a. S. 1050. 


British Jnl. Dental Science, XX VII, ieee, 
Treatment of Sensitive Dentine. Calvo, 385. 
Treatment qe Hyperaesthesia. Pntiioet, St. 

rge. 
Hypersensitive Teeth. 965. Ed. 
Discussion on Sensitiveness of the Teeth. 1161-1163. 

British Jnl. Dental Science, XXVIII 

Hydrochlorate of Cocaine for Optunding S Sensitive 


Dentine. 79. ed 

A Case of Extraordinarily Sensitive Dentine. Hart- 
mann, C. 745-746. Selected. 

The Treatment of Dental Lesions by Compressed 
Warm and Dried Air. (Sensitive Dentine.) 
Register, H. C. 1051-1052. Selected. 


California 8. Dental 

Tar Water (Aquae Picis oe 
ment of Sante x, * _— 
Max. -233. 


1879. 
In the Treat- 
eeth.) Sichel, 


‘osmos (Dental), XVIII, 1876. 

Leste Phosphate of Lime; paand Men and Treatment 
of Exposed Dental Pulps and wy Dentine. 
Cravens, Junius, E. 469-476. 

Discussion on Sensitive Sestae 
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Cosmos (Dental), XIX, 187 

on. = Zinc, for Obtuadiag Sensitive Dentine. 
K Jas. W. 112. 

Preparatica for Sensitive Dentine. Bogue, BE. A. 257. 

Treatment of Sensitive Dentine. Brackett. 635-637. 
Correction, 120. 


Dental), XX, 
On Hy “Metho of Treating Sensitive Dentine and BEx- 
posed Pulps. Thompson, A. H. 359-366. 


“Cosmos (Dental) XXI, 1879. 
Geeeeenas Sensitive Dentine. Peirce, C. N. 648. 
Dr. McClelland’s Medicated Stopping, Containin, 


Ar- 
senic, for Sensitive Dentine. Trueman, W. 695. 





Cosmos (Dental), XXII, 

Discussion on Sensitive Teaties and Constitutional 
Disturbance Influencing the Condition of Tooth 
Substance. 314. 

Obtunding Sensitive Dentine. Brackett, C. A. 474-475. 


Cosmos (Dental), XXIII, 1881. 
Cure for Sgmaees Recurring Sensitiveness by Fil- 


— 67. 

Obtunding Sensitive Dentine. 448. 
Cosmos (Dental), XXIV, 188: 

Nitrous Oxide for Sensitiveness Of Roof of Mouth and 
Sensitive Dentine. Rich, John B. 35-38. Disc. 


-39. 
Anesthetics for Sensitive Dentine. 





536-537. 
os (Dental), XXV, 1883 
The wr of Arsenious ‘acid U on Bote and 
a ey Tissue. Bodecker, C. 505-510. Disc. 
Cosmos (Dental), XX VI 
Treatment of Sensitive “ad tg Calvo, P. 139-141. 
Case of Sensitive Teeth. Meigs, Geo. S. 302. Clinic. 


Cosmos (Dental), XXVII, 

Veratra vs. Cocaine for Sensitive “Teeth. Bogue, B. 
A. 419. Dise. 419-421. 

Aconite for Anesthetising Sensitive Dentine. 511. 


Office & Lab., V, 2nd Ser., 1881-82. 
Sensitive I Dentine. July. 4. 


Dental Office & Lab., VI, 2nd i 1882-83. 
Pain Obtundent. Tanzer, Vv. L. Ja 4. 
Sensitive Dentine. Rich. foe. 3. Selected. 

Pain Obtunders. Harlan, A. W. Oct. 4. Selected. 


tal Office & Lab., VIII, 2nd Ser., 1884-85. 
Senaltive Dentine. Robinson. Jan. 3. 

The Hydrochlorate of Cocaine. Jan. 3-4. 
Sensitive Dentine. April. 5. Selected. 


Dental Office & Lab., IX, 2nd Ser., 1885. 
Sensitive Places in Teeth. April. 6. 
Chromic Acid for Sensitive Dentine. April. 6. Se- 


ected. 
Oleate sf Cocaine. (For Sensitive Dentine.) July. 


6. ected. 

Sensitive Dentine. Dwinelle, W. H. Oct. 2-3. Se- 
lected. 
Headlight (Dental), I, 

Naboli, A New 3 Ly - for Obtunding Sensitive 
Dentine. July. 4-5. 


Headlight (Dental), VI, 1885. 
The Anaesthetic Effect of Aconite on Sensitive Dea- 
tine. Gradolph, F. W. 45-46. Trans. Selected 


Independent Frocttons: | Gmentat, IV, 1883. 
Pain Obtunders. 223-224. 


ndependent Practitioner (Dental), 


Murlate of oentae- (For Sensitive Dentine) peo iller, 
Cocaine in Dental Practice. 207-209. 
Cocaine in Dental Surgery. Hillischer” f Th. 416- 


419. 
Sensitive Dentine. King, R. F. H. 450. Selected. 
Items of Interest (Dental), III, 1881. 
Sensitive Dentine. Wayland, C. E. : 
Obtunding Sensibility. Peck, BE. O. 20 Selected. 
Sensitive Teeth. Smith, H. A. 44. 


Items of Interest (Dental), IV, 1882. 
What Produces Sentitiveness of the Teeth? 113. Bd. 
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tems of Interest (Dental), VI, 1884. 
The "Growth of the Tooth and’ the Cause of Sensitive 
Teeth. Welchens, Samuel. 174-175, 237-238. Se- 


lected. 
Unslacked Lime. (For Sensitiveness.) 476. Ed. 
Robinson's Carbolized Potash for Sensitive Dentine 
Exposed Pulps and Rigg’s Disease. Robinson, 
J. A. 617. Selected. 


Items of Interest (Dental) 
What is a Sensitive Tooth? 
sees. in Teeth. Codman, 


Cor 
Atropia fo for Sensitive Teeth. 313. Ed. 
an Ps ae (Sensitive Dentine.) Driscoll, 


VIL, 1886. 
John T. 103-104. 





Jairus (Dentai), LI, 1 


Sensitive Dentine: aise. Charles B. 
391-415. 510. Ed. 


Blake, 


Jairus (Dental), III, 


Teeqgnent of Sensitive Dentine. Porre, R. J. 241- 


Johnstons’ Dental M 1877. 
Conyers _¥ an Re ae basttenl Case. Sage, 


A New Cautery—- -Its Apoliqation . | ae Dentine. 
Stellwagen, Tnomas C. 


Johnstons’ Dental M feos ay 1881. 
Fighting * Against Naboli. 


ri Dental Jnl., 1878 
A Method i Treating Menaltive Dentine and Exposed 
Pulps. Thompson, A. H. 393-402. Selected. 


ri Dental Jnl., XII, 
The ‘Sensibility of Dentine. 41- roe ” Selected. 


Missouri Dental Jnl., XIV, 1 
Iodoform in Dental Surgery. Pain Obtunder.) Ot- 
tofy, Louis. Jan 3 
The Therapeutic Use of Sodetorss ' in ‘Dentistry. Tan- 
zer, L. 127-129. Selected. 


New England Jnl. Dentistry, I, 1882. 

Sensitive Dentine. 153. 

lodide of Zinc as a Pain Goente in Excavating 
Sensitive Dentine. 153. Selected 


New England Jal. Dentistry, Il 
Save Dentine. Robinson, oa “4 471. Ab- 
stract. 


New York Odontological Soc. Trans., II, 1876. 
Discussion on Sensitive Roots. 27-29. 
Lacto-Phosphate of Lime; Patholo and Treatment 

of Exposed Dental ulps and nsitive Dentine. 

Cravens, Junius BE. 30- Dise. 36-43. 


New York Odontological Soc. Trans., III, 1877. 
Extract of Chicago y oe (For tive 
Dentine.) Bogue, E. A. 


New York Odontological Soc. Trans., 1884 
Inflamed and Sensitive Teeth. Codman, 
122-128. Dise. 129-133. 


New York State Den. Soc. 
Sensitive Dentine. Dwinelle, W. H. 


News, (Dental Knightstown, Ind.,) 
Prevention of Cruelty. (Obtundent.) 


For 


John T. 


Trans., 1876. 
107-111. 


» 1878-79. 
yo J. F. 
Abstract. 


Method of Treating Sensitive Dentine and Ex- 
. Feb. 10. 


Ona 
Thompson, A. 


posed Pulps. 


(Dental, Knightstown, Ind.), II, 1879-80. : 

The "Gen That Occur in the ‘Bentine Under the 
Influence of Systemic Chan Taft, J. 

Obtunding Sensitive Dentine. Sines, Cc. N. 87. Se- 


lected. 
Obtunding Sensitive Dentine. 101. Selected. 


News, (Dental, Knightstown, Ind.), III, 1880-81. 
Sensitive Dentine. Taft. 17. Select 
Sensitive Dentine. Knowles, E. S. 77. Selected. 


(Dental, Knightstown, Ind.), IV, 1881-82. 
Senaitive "Dentine.’ Taft, J. A. 86. Selected. 
Dental, Kani ghtotown, Ind.), VII, 1884-85. 


> ¢ 
Eth Loe oy ‘of Sodium Useful for Obtunding Pain of 
nsitive Dentine. Betts, E. G. 75. Selected. 
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Odontographic Jnil., 
Sensitive Dent ne. ¥2. 


Odontographic Jnl., V 
Cocaine Hydrochlorate. 
206-207. 


II, 1881-82. 
Selected. 


Pa | 
(For Sensitive Dentine.) 


Odontolog. Soc. Trans., XVI. 2nd Ser., 1883-84. 
Ethylate of Sodium. Betts. 257-258. 
Dental Hyperaesthesia. Elliott, St. George. 278-279. 


Odonto! See. Trans., XVII, 2nd Ser., 1884-85. 
Sensitive ‘Teeth. Underwood, Arthur. 3-4. "Dise. 4-6. 


Odontological Soc. = 4 Trans., 1884. 
Naboli. Register. 45. Dise. 45-46. 


Odontological Soc. Penn. Trans. q 
a on Cocaine in Treating 7 ™ Dentine. 


Ohio State Jnl. Den. Sci., 1883. 
Phosphate of Zinc. North Soares 474. 


Ohio State Jnl. Den. Scl., IV, 1884. 
Sensitive Dentine. Bard, C. W. 184-185. 


Practitioner (Dental), I, 1880. (See Vol. II, In- 
dependent Practitioner.) 
Obtunding Sensitive Dentine. 52. 


Practitioner (Dental), 
Chloride of Zinc. (Beusitive ‘Dentine.) 41-43. Ed. 


Practitioner (Dental), III, 1885. 

The Treatment of Dental Lesions by Compressed 
Warmed and Dried Air. (An Obtundent of Sen- 
sitive Dentine in Bleaching Discolored Teeth.) 
Register, H. C. 250-251. Selected. 
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Record (Dental), III, 
Eugenol and Its Uses in wa 
Redman, J. H. 97. 


(An Obtundent.) 


Record (Dental) 
Treatment of Sensitive »- & Calvo, P. 187. 


Elliott. 322. 


Ab- 
stract. 
Hyperaesthesia. 


Register (Dental), XXXIV, 1880. 
Treatment of Sensitive Dentine. 466-468. Ed. 


XXXVIII, 1884. 
Hoff, N.S. 412. 
“es of Sensi- 


ister (Dental) 

Obtunding Sensitive Dentine. 

Ethylate of Sodium for Obtundin 
tive Dentine. Betts, E. G. 


Register (Dental), XX XIX. 
Aconitine for Anaest etizing 8 Sensitive Dentine. Koz- 
ma, Anton. 329. 


» I, 1877- 
ure by 


St. Louls Dental Quarter’ 
Sensitive Dentine and Its “Pine Paste.” 


uly. , 
Arsenic in Sensitive Dentine. July. 20. 


Southern Dental Jnl. 
Iodide of Zinc as a Pain Ottuader f in Excavating Sen- 
sitive Dentine. Harlan. 130. 373-374 


Discussion on 1/0 for Sensitive Dentine. 


Southern Dental Jnl. 
Aconitine for es Ses | Sensitive Dentine. 
ma, Anton. 82-83. Selected 


Koz- 


D612 Secondary Dentin. Pulp Nodules. 
See D613, Abrasion; D614, Erosion; D63, Diseases of Pulp; D24, Pulp treatment. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Secondary Dentine. 336. Selected. 


American Jnl. Den. Sci.. XVI, 3rd Ser., 1882-83. 
Secondary Dentine. Harper, John G. 17-23. Selected. 
Pulp Nodules and Their Treatment. Gilmour, H. 

L. 513-515. Selected. 


British Dental Assen. Jni., I, 1880. 
Ossification of Pulp in Healthy Tooth. Smale, Mor- 
ton. 233-234. 


Ii, 1 


British Dental Asen. Jnl., 882. 
Tomes, C. 8. 60-63. 


Vaso-Dentine and Osteo-Dentine. 
Secondary Dentine. Redman. 


British Dental Assn. Jni., IV, 1883. 

Investigations Into the Mode of Development of 
Odontoma Internum Liberum. Arkovy, Joseph. 
372-378. 5 illus. 


British Jnl. Dental Science, XX, 1877. 
Pulp-Stones or Nodules of Dentine. Macleod. 33-34. 


British Jnl. Dental Science, XXI, 1878. 
Balls of Secondary Dentine. Tomes, Charles. 109. 
Some Forms of ntine Calcification, With Notes 
on Their Bearings on Dental Pathology. Tomes, 
Charles 8S. 167-169. Dise. 169-171. 


British Jnl. Dental Science, XXII, 1879 
Pink — of the Dentine. Toa, E. Monteith. 


212-213. 
A Case of ‘Secondary Dentine. Marriott, G. H. 551. 


British Jnl. Dental Science, XXI 

Secondary Hard Formations in Pulp. ‘Cavity—Thetr 
Physiology and Pathological Significance. Wat- 
son, George W. 202-212. 1 table. Disc. 503-507. 


British Jnl. Dental Science, XXV, 1882. 
Cone, oF aperesee Roots and Osteo-Dentine. Wilson. 


British Jnl. Dental Science, XXVII, 1884. 
Researches on the Ossification of the Tooth Nerves, 

Its Causes, Appearances, Consequences and 

Treatment. Petermann, Adolph. 554-555. Se- 


lected. 
Secondary Dentine. Hunt, W. A. 1164. 


British Jnl. Dental Science, XXVIII, 1885. 

Case of Dentine Formation Consequent Upon Neu- 
swe 5 the Trigeminus. Stoffella. 904-907. 
elected. 


California 8. Dental Assn. Trans., 1878. 
The Transformation of Pulp Into Dentine. Knowles, 
S. E. 90-94. Disc. 94- 


Cosemes (Dental), XIX. 1877. 
Secondary Dentine. Howe, J. 416-424. 
Dise. 424-428. 
Seconeney Dentine. Howe, J. Morgan. 475-478. Disc. 


Morgan. 


Cosmos (Dental), XX, 1878. 
Production of Secondary Dentine for the Protection 
of Pulps. Waters, G. F. 440-441. 


Cosmos (Dental), XXI, 
On Secondary Dentine. a Cc. F. W. 353-359, 
4 illus; 400-416, 5 illus. 
Calcification of the Dental Pulp. Specimen. Peirce, 
N. 456-457. Dise. 457-459. 


Cosmos (Dental), XXIII, 1881. 
Secondary Dentine. 363-371, 422-429. 
oer om of Dentine. Dwinelle, W. H. 422- 
Dise. 428-429. 

Credit to Whom Credit is pee (re Secondary Den- 
tine.) Flagg, J. Fos -527. Correction, 
582. Reply to Scevestion, 624. 

Cosmos (Dental), XXIV, 1882. 
Truth vs. Fiction. (Remarks re Article by Dr. J. 


Foster Flagg on ene of Secondary Den- 
tine.) Dwinelle, W. H. 85-88. 


For index and key to classification numbers, see pink sheets. 
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(Dental), XXV, 1883. 
Decalcification, oo Hyper- 
Peirce, C. N. 118-123. 2 illus. 


Bodecker, c F. W. 194- 
Disc. -200. 
Pulp Nodules. Hills, Granite. 223-224. 


Iowa State Dental Soc. Trans., 1885. 
eee x A Dentine. Miller, G. W. 171-175. Disc. 
175-154. 


Items of Interest (Dental), III, 1881. 
Recaicification of Dentine. Dwinelle. 53. 


Items of Interest (Dental), IV, 1882. 
The Reealcification of Dentine. Heitzmann. 9. 
Tooth Organization. (re Secondary Dentine.) 
bott, Frank. 42. 
Granulation or Nodules on the Sockets Surrounding 
the Roots of Teeth. Rich, John. 100. Selected. 
Odontoblasts.—Pulp Stones. Heitzmann, Carl. 180. 


Items of Interest (Dental), VI, 1884. 
Inflammation of Enamel.—Secondary Dentine. At- 
kinson, W. H. 396-397. Selected. 


Items of Interest (Dental), VII, 1885. 
New Growth of Tooth-Pulp. Brown. 77. 


Jairus (Dental), I, 1880. 
The Transformation of Pulp Into Dentine. 
S. E. 52-56. Disc. 56-60. 


Johnstons’ Dental Miscellany, IV, 1877. 
Osteo-Dentine. Information Wanted. 6-7. 


Johnstons’ Dental Miscellany, V, 1878. 
An Interesting Case. Fitch, H. H. 63-64. 


Missouri Dental Jni., VIII, 1876. 
Pulp Nodules. 143-144. 1 illus. Ed. 
Calcification. Nodule. 222. 2 illus. Ed. 


Missouri Dental Jnl., IX, 1877. 
Secondary Dentine. 45-47. 1 illus. 
Pulp Nodules. Barrett, W. C. 156-158. 1 illus. 
Corres. 
Nodule. Brewer, F. A. 272. Corres. 273. Ed. 
An Interesting Case. (Calcified Pulps.) 562-563. 
A Rare Case in Practice. (Sensation Followin 
reo With Nerve Ossified.) Brewer, Fran 


Missouri Dental Jnl., X, 1878. 

Some Forms of Dentine Calcification With Notes 
on Their Bearing on Dental Pathology. Tomes, 
Charles 8. 241-248. 3 illus. Selected. 


Missouri Dental Jnl., XIII, 1881. 
Histology and Microscopy of ae Dentine. 
Curtis, I. C. 521-524. Selected 


Monthly Review of Den. oureery: VII, 1878. 

Secondary Dentine. Tomes, Charles. 56-77 

Some Forms of Dentine Calcification. Tomes, 
Charles. 127-130. Dise. 131-134. Abstract. 


Monthly Review of Den. Surgery, VIII, 1879. 
Secondary Dentine. Marriott, G. H. 415-416. 
On Secondary Dentine. Bodecker, C. F. W. 463-468. 
Abstract. 
New York Odontological Soc. Trans., III, 1877. 
Secondary Dentine. Howe, J. Morgan. 34-43, 49-52. 
Dise. 43-47, 52-55. 
New York Odontological Soc. Trans., 1881. 
awe on Formation of Secondary Dentine. 53- 
1 


Cosmos 
Calcification, 
trophy. 
Case of Secondary Dentine. 


Ab- 


Knowles, 


Dental Exostosis. (eatery © Dentine.) Cravens, 


Junius E. 61-644. Di 
Recalcification of Dentine. A... W. H. 65-71. 


Dise. 71-72. 


SECONDARY DENTIN 


197 


New York Street Se. Sec. Trans., 

The Minute Anatomy, ee Wd and 
Therapeutics of the ntal Pulp. (Secondary 
Sogeten,) Bodecker, W. 40-55, 7 illus; 
64-82. Disc. 55-60, 


New York State Den. Trans., 
Granules and Nodules of ‘Tooth Bone 
we 4 of the Pulp. Barrett, C. W. 


878. 
‘Within the 
81. Dise. 


Knightstown, Ind.), IV, 1881-82. 
(Ossification of the Pulp.) 


Dentine. 


News (Dental, 
An Interesting Case. 
75-76. Selected. 
Histology , “whe of Secondary 

Curtis, I. C. 76-77. Selected. 


Odontographic Jnl., II, 1881-82. 
Histology and Microscopy of Secondary Dentine. 
Curtis, I. C. 69-71. 


Odontolog. Soc. Trans., X, 2nd Ser., 1877-78. 
Secondary Dentine. Taken From the Tusk-Socket 
of an Elephant. Tomes, Charles. 76-78. 1 illus. 
On Some Forms of Dentine Calcification, With Notes 
on Their Bearing on Dental Pathology. Tomes, 
Charles S. 87-97. 3 illus. Disc. 98-102. 


Odontolog. Soc. Trans., XI, 2nd Ser., 1878-79 
Calcification of the Pulp. Tod, E. Monteith. 92-93. 
Remarks, 94. 


Trans., XII, 2nd Ser., 1879-80. 
W. E. 99-100. Remarks, 


Sec. 
Harding, 


Odontolog. 
Pulp Nodule. 
100-102. 


Odontolog. Soc. Trans., XIII, 2nd Ser., 1880-81. 
Osseous Degeneration of the Pulp. Coleman. 8-9. 


Odontolog. Soc. Trans., XV, 2nd Ser., 1882-83. 
Secondary Dentine. Coleman, Alfred. 3. 
Complete Calcification of the Pulp. Redman. 4. 
Two ~ of Calcification of the Pulp. Red- 

man . 


Ohio State Dental Soc. Trans., 1878. 
— Formations in the Tooth- Pulp. 
L. 23-25. Dise. 25-36. 


Ohio State Jnl. Den. Sci., II, 1882. 
meee wad Dentine. Harper, John G. 220-225, 245- 


Ambler, 


Practitioner (Dental), I, 1883. 


Pulp — and Their Treatment. Gilmour, H. 
L. 6-7. 


Practitioner (Dental), 


SS and an of the Teeth. 192. 


Record (Dental), II, 1882. 
Secondary Dentine. Redman. 553. 


Register (Dental), XXXI, 1877. 
An Obscure Case. (Neuralgia Induced by Pulp No- 
dules.) 312-313. Ed. 


Register (Dental), 
Discussion on Secondary Dentine. 


Register (Dental), XXXV. 
An Interesting Case. Onsification ‘of the Pulp. Von 
Muhlhausler. 425-426. Trans. 


uthern Dental Jnl., I, 1882-83 
— Changes in Locomotor Ataxy. 
Dentine.) David, Th. 479. Selected. 


XXXIII, 1879. 
383-387. 


(Secondary 
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D613 Abrasion. 
See D612, Secondary dentin; D22, Filling operations. 


American Dental Assn. Trans., 

Etiology of Chemical Abrasion of “the, Gutting- es 
of the Front Teeth. Davenport, Isaac B. - 
101. Dise. 125-130. 


American Jnl. Den. Sci., 
Abrasion of the Teeth. Hermann. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Spontaneous (?) Abrasion of the Teeth. ‘King, 8 . A. 
35-37. Selected. 


XIII, 3rd Ser., 1879-80. 
468-470. Selected. 


Archives of Dentistry, II, 1885. 
Abrasion. 239. Ed. 


Cosmos (Dental), XIX, 1877. 
Discussion on Abrasion of the Teeth. 92-98. 


Cosmos (Dental), XX, 1878. 
Abrasion of the Teeth. Kingsbury, C. A. 373-377. 


Cosmos (Dental), XXI, 1879. 
Abrasion. 535. 


(Dental), XXII, 1880. 
Tooth" Grinding and Gout. ‘217. 


osmos (Dental), XXIII, 1881. 


Grinding of Teeth During Sleep. Parmele, Geo. L. 


Cosmos (Dental), XXIV, 1882. 
Treatment of Abrasion. 54- 
Teeth Grinding During Sleep. " Davenport, J. 556. 


Cosm Dental), XX VI, 
To Prevent rating the Teeth _o Sleep. Stuart, 
Walter. 4. 


Dental Office & Lab., III, 2nd Ser., 1879-80. 
Abrasion of the Teeth. Hermann. Oct. 1. Trans. 


Independent Practitioner (Dental), II, 1881. 
4 en Disease. (A rasion.) 695 695-696. Se- 
ected. 


Items of Interest (Dental), III, 
Speqgeseees (?) Abrasion of the Teeth” King, 8S. H 


of Interest (Dental), V 
Senaitivenens From Abrasion, i aires Cure. 53. Se- 
lected. Ed. 
Sensitiveness From Abrasion. Byram, B. P. 101. 
Johnstons’ Dental Miscellany, VIII, 1881. 
Discussion on Mechanical Abrasion, Chemical Erosion 
—Prevention and Remedy. 
Chemical apeamee. Davengert, Isaac B. 445-448. 
Dise. 4538- 


nary (Dental), III, 1881-82. 
The > — of Teeth. McElhaney, Geo. W. 86 


New England Jnl. Dentistry, 


Case a Peculiar Abrasion. Dise. 


ehesard. 339. 
New England Jnl. Dentistry, II, 1883. 
Abrasion. 21-22. 22-23. Ed. 


York Sdaptticetent Soc. Trans., 1884. 
Cook, C. 


w York Odontological 


aboniee. 
Trans 


pee Caused by Over- tt the “Heeth. Perry, 
8. G. 50. Disc. -55. 


Ohio State Dental Sec. Trans., 1878. 
sAbeeee —— of the Teeth. Ambler, H. 


Discussion on Abrasion of the Teeth; Sensitiveness 
of the Necks—Causes and Treatment. 69-75. 


Ohio State Jnl. Den. 1881. 
Chemical Abrasion. {31-12 * ed 


Ohio State Jnl. Den. Sci., II, 1882. 
Chemical Abrasion. 374-375. Ed. 


Register (Dental), XXX 


Abrasion of the Teeth, With Eoncuteennes. 145-147. 


Register (Dental), XX XI, 1877. 
Discussion on Abrasion of the Teeth, Chemical and 
Mechanical. 154-160. 


Register (Dental), XXXVII, 
Abeaslin of the Enamel. 147- 143. ._— 


D614 _ Erosion. 


See 612.3, Conditions of saliva in relation to erosion. 


American Dental Assn. Trans., 1879. 
Erosion of the Teeth and Its Local Treatment. Fried- 
richs, George J. 112-115. Dise. 116-120. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Erosion: The Probable Causes and Treatment. Bal- 
ley, J. J. 211-219. Selected. 


American Medical Assn. Jnl., 
Denudation or Erosion of the Teeth.” * Marshall, John 
S. 6383-6386. Disc. 636-637. 


Archives of Dentistry, II, 1885. 
Erosion. 239. Ed. 


ritish Dental Asen. Jnl. 1880. 
Clinieal rgctare. (Erosion at Treatment.) Thomp- 
son, W. Finley. 330-336, 3 illus; 428-433, 3 illus. 


British Dental Asen. Jnl. 188 
Erosion of the Teeth. RE, 
Dise. 626-629. Abstract. 


British Dental Asen. Jnl., III, 1882. 
A Case of Erosion. Underwood, A. 8. 


Dental Asen. Jnl. wae yas. 
"Richards. 72-13. Dise 


1. 
Alfred. 566-572. 


British 
Erosion. 


British Jnl. Dental Science, XXIV, 1881. 
Erosion of the Teeth. Coleman. 798-799. 
Erosion of the Teeth. Coleman, Alfred. 

Dise. 1004-1006. 


stract. 
1001-1004. 


British Jnl. Dental Science, XXVII, 1884. 
Erosion of the Human Teeth. Kingsbury, C. A. 369- 
370. lected. 
Dental pereee among Doge. 
M. 1-582. Selecte 


(Erosion.) Capitan, 


Cosmos (Dental), XXL 
Erosion of the Teeth and its) a” Treatment. Fried- 
richs, J. @21. Dise. 621-622. 


Cosmos (Dental) XXII, 
Erosion. 504-507, 3 illus; 819-622, 3 illus. 


mos (Den sal), XXIII, 
Cavities in noo Under the Gane 


Dise 48 

A New Dental Disease. (Erosion.) 

Etiology of Chemical ‘Abrasion. of the Cuttin 
of the Front Teeth. Davenport, IL. B. 
Vol. XXIV, 23-25. 

Erosion Coleman, Alfred. 601. Disc. 601. 


Cosmos (Dental), XXIV. 
Case of Erosion. Jarvie, wn "244. Disc. 244-245. 


Mills. 485-486. 


 *Dlee. 
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D614 HROSION 


os (Dental), 
Denudation or  ~Pe "Marshall, J. B. 359-361. 


-363. 
ous a Erosion. Dwinelle, W. H. 597-599. Disc. 599. 


mos (Dental) 
The Stoless of Petles ~ the Gu Gum Mar agine and the 
Labial and Buccal Surfaces of the (Also 
Erosion.) Darby, BE. T. 218-225. Disc. “208 232. 


XXVII 


os (Dental), 
Srushing "Teeth. (Erosion.) Per- 


Pulpe } Exposed by 
ry, 8S. G. 338. 


Headlight (Dental), II, 1881. 

Pathology of the Osseous Structure of the Teeth. 
Erosion of the Enamel and Decay of the Teeth.) 
oud, A.J. July. 4-5. 


Jairus (Dental), III, 1882. 

Erosion. Kempton, Wm. D. 222-225. Trans. 
Johnstons’ Dental Misceilany, VII, 1880. 

Erosion of the 7 and Its neces Treatment. Fried- 
richs, G. J. 182-183. Disc. -184. 


Johnstons’ Dental Miscellany, VIII, 1881. 
Discussion on Mechanical Abrasion, Chemical Erosion 
—Prevention and Remedy. b 


Missouri Dental Jni., XIII, 1881. 
Erosion of the Teeth. Coleman. 409. Abstract. 
New York Odontological Soc. T: 


rans., 1883. 
iomepe t a Cause of Erosion. Dwinelle. 92-93. Disc. 
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iontolog. Soc. Trans., XVII, 2nd Ser., 1884-85. 
Extensive any of the Crown of an "Unerupted 
Tusk Found in the Jaw of a Female Elephant. 


Weiss. Henri. 155-156 


logical Soc. Penn, T: 

of Caries at the Gum” . and on 
1 and Buccal Surfaces of the Teeth. 

(Erosion.) Darby, E.T. 3-10. Dise. 10-17. 


Ohio State Dental Soc. Trans.  —_ 


Erosion. Billings, G. D. 52-53. 53-55. 


sion of n heetl 
Bregiee of the pa eeth. ,_ Cc. A. 25- 


Record (Dental 
Brodie, or = - yp ty Coleman, Alfred. 


Record (Dental) 1882. 
Erosion: The Probable’ Causes and Treatment. Bai- 
ley, J. J. 294-300. 


Register (Dental), XXXV, 
Pathology = the Osseous Sirueture of the Teeth. 
Douds, A. J. 116-120. Selected 


Register (Dental), XXXVIL 

Discussion on Erosion «, the Teeth Considered as a 
Retrospection Sign of Infantile Eclampsia. Dr. 
Magitot’s Paper. 117-129. 


Register (Dental), XXXVIII, 1884. 
On Erosion. Coleman, Alfred A r 18-37. 


Southern Dental Jnl. 1884-85. 
Cervical Erosion. Cook, wo H. 317-319. 


D615 Dystrophies of Enamel and Dentin. 


Atrophy, Hypoplasia. 
See also D661. 


Advertiser (Dental), XII, 1881. 
Syphilis About the Mouth. Pedley, F. Newland. 
65-70. Selected. 
On the Different Forms of Atrophy of the Teeth. 
Parrot, M. 170-172. Selected. 


Advertiser (Dental), XIV, 1883. 
The Teeth From a Medico-Legal Aspect. 
ilitic Teeth.) 119-121. Selected. 


American Dental Assn. Trans., 
hg Teeth. Friedrichs, A. o. 936-29. Disc. 


(re Syph- 


American Jnl. Den. Sci., XIII, 3rd Ser. 
Syphilis of the Teeth, Hair, Nails and Skin. 
Martin B. 248-270. Dise. 271-274. 


can Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
Syphilis yo the Mouth. Pediey, F. Newland. 6- 
13. Selected. 
On the Different Forms of Atrophy of the Teeth. 
(Effects of Hereditary Syphilis on the Teeth.) 
Parrot, M. 468-470. Selected. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
—— Deformity of the Teeth. 188-189. Se- 


1879-80. 
Scott, 


XVIII, 3rd Ser., 1884-85. 


n Jnl. Den. Sci., 
Enamel. Eames, W. H. 


sme, ‘Origin of Defective 
93-204. Dise. 241-251. 


Archives of Dentistry, I, 1884. 
Defective Structure of ay Eames, W. H. 170- 
176. Selected. 
The Ry of Defective Tooth Structure, Known as 
ta Furrowed, or Cribiform Enamel. Eames, 
H. 264-270. Disc. 270-275. 


Archives of Dentistry, 
ages: A eg By the ‘syphilitic Origin of Rach- 


Mottled Teeth. White Spots in Enamel. 


Hutchinson Teeth. 


ritish Dental Assn. Jnl., I, 1 
On syphilitic Teeth. Tomes, Chas. re * 113- 116. 


British Dental Assn. Jnl., I 
Discussion on The Nature of Syphilitic Teeth and 
of Mercurial Teeth. 588-544. 


British Dental Assn. Jnl., IV, 1883. 
Effects of Syphilis on the Teeth. 399. Ed. 


British Jnl. Dental Science, XIX, 1876. 
Bonedteer Syphilis. Barraclough, George. 539-554. 
us. 
Honeycomb Teeth, a Phase of Gotiunes Doses 
Bridgman. 588-600. 3 illus. Disc. 600. 
and Reply, Vol. XX, 25, 170. 


British Jnl. Dental Science, XXII 
Peg-Shaped Teeth Characteristic of Inherited Syph- 
ilis. Moon, Henry. 


British Jnl. Dental Science, =xty. 

Syphilis About the Mouth. rome. ©: eo 49- 
54, 71-72. Ed. 197, 245. Corre 

On the Different Forms of Atrophy of the Teeth. 
Parrot. M. 759-761. Abstract. 

A New Dental Digenee. (Of the Enamel.) Steven- 
son, N. 

Honeycombed Teeth “Regarded as an Evidence of 
——_ Convulsions. Magitot. 939. Disc. 


British Jnl. Dental Science, XXV, 1882. 
Covering the Teeth With Artificial Enamel. 
ment of Honeycombed Teeth.) 207. Corres 
Unilateral 7 Deformity of the Central In- 
cisors. ekery. 391. Dise. 391. 


British Jnl. Dental Science, XXVI, 1883. 
Chee a in Tetanus. Read, John 
5- t 
Notchings and Erosions of the Teeth in Inherited 
Syphilis. Magitot. 811. 


(Treat - 
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British Jnl. Dental Science, XXVII, 1884 
we. Teeth. White, J. William. ” 371-372, 420- 
471-474, 515-518, = 569, 621-624, 666-667, 718- 

815-819, 851-853, 975-977. Trans. 

Atrophy of the Teeth. pc Cor 
sae, on ten of Defective ieomel. 
1&4. Abstract. 


British Jnl. Dental Science, XXVIII, 1885. 
Effects of Se # Diseases Upon the Teeth. Whits- 
lar, F 963. Selected. 


Cosmos (Dental), XIX, 1877. 
Mercurial and Syphilitic Teeth. 


(Dental), XXII, 1880. 
On Syphititic Teeth. 387-389. 


Cosmos (Dental), XXIII, 1881. 
Syphilitic Alterations of the Teeth. 


Cesmos (Dental), XXIV, 1882. 
Curious Observations. (Effects of Hereditary Syph- 
ilis on the Teeth.) 153. Ed 


Cosmos (Dental), XXV, 1883. 
wos, 7 Friedrichs, A. G. 468-471. 


“Eames, W. H. 


101-106, 150-165. 


609-611. 


Disc. 


Cosmos (Dental), XXVI, 1884. 
Syphilitic Teeth. Fournier, Alfred. 12-25, 81-91, 

141-155. Trans. 

Cosmos (Dental), XXVII, 
A Review of New Theories. 

Ingersoll, T. Dwight. 
The Hutchinsonian Teeth. 


1885. 
(re Defective Enamel.) 


570-571. 2 illus. 


Dental Office & Lab., VI, 2nd Ser., 1882-83. 
A New Dental Disease. (Of the Enamel.) Steven- 
son, N. April. 6. Selected. 


Herald of Dentistry, I, 1881-82. 
Honeycombed Teeth as an Evidence of Infantile 
Convulsions. Magitot. Jan. 4. 


1881. 
708-710. Se- 


Independent Practitioner (Dental), 11, 
Sypbilitie. Alterations of the Teeth. 
ecte 


Independent Practitioner (Dental), IV, 
Notched Teeth. Magitot, M. 511. Selected. 


Independent Practitioner (Dental), V, 1884. 
oo Cataract With Characteristic Teeth. 106- 


a ~ Produced in the Teeth by Syphilis. 401. 


The Origin ‘of Defective Tooth Structure, Known as 
Pitted, Furrowed or Cribiform Enamel. Eames, 
W. H. 511-512. Dise. 512-515. 


I dent Practitioner (Dental), VI, 1885. 
Concerning the Syphilitic Origin of Rachitis. 452. 
Selected. 


Whits- 
Studies of the Pathology of Enamel of the _ 


Teeth. With Special Reference to the Etiolo 
of Castes. Abbott, Frank. 587-501. Disc. t. 


Effects of aymette Upon the Teeth. 
lar. F. 462-465, 


tems of Interest (Dental), III, 1881. 
Chalks Teeth. Casper, C. F. Si. Remarks, 51. 


Items of Interest (Dental), IV, 1882. 
Defective Enamel. 178 Ed. 


Items of Interest (Dental), VI, 1884. 

Overcoming Heredity—What Shall We Say To 
This? (Defective Structure of the Teeth. ) 12- 
14. Selected. 

Letters From a Mother to a Mother on the Forma- 
tion, Growth and Care of the Teeth. (Effects of 

se Upon Tooth-Structure.) 192-193. 

The Origin of Defective Enamel. Eames, W. H. 
501-4. Abstract. 

Honey-Combed and Furrowed Teeth. Eames, W. B. 
2-503. Dine. Vol. VII, 6-10, 49-51. Selected. 


Items of Interest (Dental), VII, 1885. 
Cause of Pits and Grooves in Teeth. Mead, B. E. 


Defective Enamel and Syphilitie and Other Diatheses. 
Rewill, Henry. 242-344. 


D615 DYSTROPHIES OF ENAMEL AND DENTIN 


Jairus (Dental), IV, 1883. 
ee of Deformities of the Teeth. Barrett, 
. C. 9-10. Dise. 10-11. 


Jahnat ’' DP tal 





Miscellan 1877. 
Irregular and Defective Tooth Bictineet. 
enry. 249-262. 5 plates. 


Luminary (Dental), V, 1883-84. 
Syphilitic Teeth. Freidrich, A. G. 59. 


Missouri Dental Jnl., VIII, 1876. 
Congenital Atrophy of the Temporary Teeth. 
ine, George H. 479-481. 


Moon, 


Per- 


Missouri Dental Jnl., IX, 1877. 

Syphilitic Teeth. 475-476. 

A “eee to the Study of the Dental Fissures. 
604-607. Selected. 


Missouri Dental Jnl. XIII, 188 
Has Vaccination Anything to ‘do With the Degener- 
ation of the Human Teeth? (Honeycombed 
Teeth.) Richardson, F. 216-219. Selected. 
Hereditary Syphilis—The Teeth. Parrot, M. 513- 
521. Selected. 


Missouri Dental Jni., XIV, 1882. 
Is This a New Dental Disease? 
Selected. 


Monthly Review of Den. Surgery, V, 1876-77. 
aoe ae on Effect of Syphilis on the Teeth. 
1 


(Atrophy.) 185. 


Monthly Review of Den. Surgery, VI, 1877. 
On Irregular and Defective Tooth Development. 
Moon, Henry. 18-30. Dise. 31-36. 


Monthly Review of Den. Surgery, VIII, 1879. 
Malformed Teeth. Moon. 70-71. Remarks, 71-72. 


New England Jnl. Dentistry, I, 1882. 
Chalky Appearance of Teeth Acted on by Muriatic 
Acid. Parker, J. P. 407-408. 


New England Jnl. Dentistry, 11, 1883. 
Notched Teeth. 304. Selected. 


New York State Den. Soc. Trans. 
Longitudinal Grooves in Teeth. ei. "Chas. B. 
62- Disc. 63-65. 


ews, (Dental, Knightstown, Ind.), I, 1878-79. 
The "tea Action of Medical Substances Upon the 
Teeth. Feb. 9. Selected. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
A New Dental Disease. (Disease of the Enamel.) 
Stevenson, N. 101. Selected. 


News, (Dental, 
Children’s Teeth. 
23-26. 


J 


Knightstown, Ind.), VII, 1884-85. 
(Inherited Defects.) Shelton, M. 


Odontographic Jnl.. If, 1881-82. 
Syphilitic Alterations of the Teeth. 79-80. 


Odentographic Jni.. TV. 1883-84 
— Grooves in Teeth. 


Selected. 


Francis, Chas. E. 


Odontolog. Soc. Trans., VIII, 2nd Ser.. 
Case of Deposits of Pigment on the Enamel. 
William. 182-183. Diasec. 184 


Odontolog. Sor. Trans., IX, 2nd Ser., 1876-77. 

On Irregular and Defective Tooth Development. 
Moon. Henry. 223-243. 2 plates. Disc. 244- 
249, 253-263. 


1876. 
Jelly, 


Odentoloe Sor. Trans., XI, 2nd Ser.. 1878-79. 
Curiously-Pointed Temporary Teeth. Moon, Henry. 
(3-64. 


Odontolog. Soc. Trans., XIII, 2nd Ser., 1880-81, 

Unsymmetrical Deformity of the Central Incisors 
From Patients the Subject of Hereditary Syph- 
ilis. Ackery. 117-118. 


Ohie State Den. Sor. Trans., 
Sequalae of Zymotic Disease an a in the Oral 
Cavity. Templeton, J. G. 17-21. 


For index and key to classification numbers, see pink sheets. 























Pennsylvania Jni. Den. Sci., III, 1876. 

Case of a Atrophy of the Sougouaey 
Teeth With Deformity of the Inferior xilla 
Perine, George H. 369-372. 


Practitioner (Dental), I, 1883. 
Notched Teeth. 137. Selected. 


Practitioner (Dental), II, 1884. 
Longitudinal Grooves in Teeth. Francis, Charles E. 
16-17. Selected. 


Record (Dental), 
Unilateral Syphilitic Detormity of the Central and 
Lateral Incisors. Ackery. 216. Dise. 216-217. 


Record (Dental), IV, 1884. 
Syphilitic Teeth. ournier, Alfred. 
Syphilitic Teeth. Fournier, Alfred. 
Syphilitic Teeth. Fournier, Alfred. 


87-88. Trans. 
136-137. Trans. 
187-188. Trans. 


Cosmos (Dental), XIX, 1877. 
For Teeth Sensitive at Gum Margins. 671. 


Cosmos (Dental), XXI, 1879. 


The Case of Dr. Hodson. Growth of Bone Into a 
my poe ye © or Cavity of Root. Allan, Geo. 8. 
- us. 





American Jnl. Den. Sci., 
A Rare Case of Exostosis. 
Selected. 


XVII, 3rd Ser., 1883-84. 
Mathews, L. M. 9%. 


British Dental Aff” aso. IV, 1883. 


Exostoses. Blandy, H. 


British Jnl. Dental Science, XIX, 1876. 
Dental Exeostosis. Ackery. 643-648. 


British Jnl. Dental Science, XXII, 1879 
A Case in Practice. (Exostosed Roots.) Tod, Edwin 
Monteith. 443-444. 
British Jnl. Dental Science, XXV, 1882. 
Exostosed Root. Hockley, Geo 1. 
vane Exostosed Roots and Osteo-Dentine. 
-405. 


Wilson. 


Cosmos (Dental), XVIII, 1876. 
A Remarkable Case—Excementosis. 


335-5 


Cutler, 8S. P. 






Cosmos (Dental), XIX. 187 
Dental Exostosis. Kjaer, Vorsiund, 391-392. 


Cosmos (Dental), XX, 1878. 
Treatment of Hyperesthesia of Cementum. 
Henry 8. 240. 


Chas, 


(Dental), XXIII, 188 


Cosmos 
Cravens, Sockes 'B. 871-874. Disc. 


Dental Exostosis. 
374-375. 


Cosmos (Dental), XXV, 1883. 
Case of Exostosis. Johnson, Henry E. 615-616. 


XXVI, 1884. 


Cosmos (Dental), 
Wisdom Tooth. 


Case of Exostosis. 
Dise. 407-408. 


Lee, F. H. 


Itema of Interest (Dental). V, 1883. 
Case of Exostosis. 


Johnson, Henry B. 489. 





D615 DYSTROPHIES OF ENAMEL AND DENTIN 


D62 Diseases of Cementum. 


D621 Excementosis. Hypercementosis. 
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Record (Dental), V, 
Rough Enamel. Francis, ce ois. 141-142. Abstract. 
Mechanical Effect of the Use of a Penknife as a 

Toothpick. Williamson. 219. 


occa ma phiicie ei ices of the Teeth. Par 
a 3 y ic erations 0 e ee - 
rot, 6-887, ‘Selected. 


Register (Dental), XXXVI, 1882. 
A New Dental Disease. (Atrophy.) 

44. Selected 

Register (Dental), XXXVII, 1883. 
Notched Teeth. Magitot, M. 558. rege 


South Carolina S. Den. Assn. Trans., 
Discussion on — of Syphilis on the Teeth and 
Tonsils. 80-81 


uthern Dental Jnl., Itl, 
The “Ori in of —e Enamel. 
Select 


Stevenson, N. 


1884-85. 
Eames, W. H. 334- 





















Caries of Cement. Abbott, Frank. 177-184. 1 illus. 
Dise. 215-218, 263-268. 
Cosmos (Dental), 

Calcification, Deealcifieation, vy Absorption. Hyper- 
trophy. Peirce, C. N. illus. 












Jairus (Dental), II, 188 
Case of Exostosis. Willard, —— L. 433. 


Luminary (Dental), VI, 1884-85. 

A Case of Exostosis and Continued Absorption of 
the Alveolar Process, and How It Has Been 
Treated. Ford, W. W. 57-58. 60, Ed. Disc. 89. 

Poisons and Antidotes. 67. Selected. 


Missouri Dental Jnl... VIII, 1876. 


1 illus. 


Nodules on the Roots of Teeth. 448. 1 illus. Ed. 
Nodules on Teeth. Sage, H. L. 476. 5 illus. Crit- 
icism, Vol. IX, 39. 
Missouri Dental Jni., XV, 
bieiewe, L. M. June. 


A Rare Case of Exostosis. 
124-125. Selected 


Review of Den. Surgery, VI, 1877. 


Monthly 
Kjaer, Vorslund. 211-212. Se- 


Dental Exostosis. 
lected 


News, (Dental, Knightstown, Ind.), II, 1879-890. 
A Remarkable Case of Exostosis. 133. Ed. 


Ohio State Jnl. 1883. 
A Rare Case of Bxcetosia.” Mathews, L. M. 225- 





226. 


Record (Dental), I, 1881. 
A Lecture on Operative Dental Surgery and Thera- 
poate od Thompson, W. Finley. 8- 


Record (Dental), II, 1 
Case of by ~ of the Paternal Alpeciet Plate of 
the Upper Jaw. Sewill, Henry. - 


Register (Dental), XXXIII, 1879. 
Discussion on Exostosis. 383-387. 


Southern Dental Jnl., IiI, 1884-85. 

A Case of Exostosis and Continued Absorption of 
the Alveolar Process, and How It Has Beer 
Treated, Ford, W. W. 471-479. Selected. 




















D622 Absorptions of Roots of Permanent Teeth. 
See Dil, Absorptions of roots of deciduous teeth. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Absorption of Dentine. 278-279. Selected. 


American Jnl. Den. Sci.. XIII, 3rd Ser., 1879-80. 
Absorption of Roots. 160-161. 


Archives of Dentistry, I, 1884. 
Cases of Absorption of the Roots of the Permanent 
Teeth. Thompson, A. H. 344-347. 


Archives of Dentistry, II, 1885. 
An Unusual Case of Absorption. Brower, E. D. 87. 
Corres. 


British Dental Assen. Jnl., IV 
Absorption of the Neck of a Tooth Canton. 287. 
British Jnl. Dental Science, XIX, 1876. 
Entire Absorption of the Root of a Permanent 
Tooth. Sewill. 


British Jnl. Dental Science, XXI, 1878. 
The Process of Absorption in Bone and Tooth Struc- 
ture. Harding, H. 308-312. Dise. 312-315. 


British Jnl. Dental Science, XXIV, 1881. 

Four Upper Incisor Teeth, With Absorption of 
About One-Half of Their Roots. Cattlin, W. A. 
N. 280. Selected. 


British Jnl. Dental Science, XXVII, 1884. 
Cases of Absorption of the Roots of the Permanent 
Teeth. Thompson, A. H. 1109-1110. Selected 


Dental & Oral Science apacine, I, 1878. 
Absorption. Jarvie, Wm 


Items of Interest (Dental), III, 
Absorption of a Tooth. Martin, Todd. ‘is. Selected. 


Items of Interest (Dental), VI, 1884. 
A Singular Case. (Absorption.) Roussel, A. N. 32. 
Comment. 


Johnstons’ Dental Miscellany, VIII, 1881. 
Absorption of the Root of a Tooth Caused by the 
Presence of a Second Molar. Coleman. 3 


Missouri Dental Jni., VIII, 1876. 
Absorption of Dentine. -824. 


Missouri Dental Jnl., XIII, 1881. 
Four Upper Incisor Teeth, With 


Absorption of 
ee eae of Their Roots. 


Cattlin, W. A. 


Missouri Dental Jnl., XIV, 1882. 
The Process of Absorption in Bone and Tooth 
Structure. Harding, George Hilditch. 387-398. 


Monthly Review of Den. Surgery, V, 1876-77. 
—— Absorption of the Root of a Permanent 
ooth. Sewill, 41-42. 


Monthly Review of Den. Surgery, VII, 1878. 
The Process of Absorption in Bone and Tooth 
— Harding, G. H. 211-215. Dise. 215- 


Odontolog. Soc. Trans., VIII, 2nd Ser., 1876. 
Entire Absorption of the Root of a Permanent Tooth. 
Sewill. -260. 


Odontolog. Soc. Trans., X, 2nd Ser., 1877-78. 

On the Process of Absorption in Bone and Tooth 
Structure. Harding, Geo. Hilditch. 129-149. 3 
illus. Dise. 151-157. 


Odontolog. Soc. Trans., XV, 2nd Ser., 1882-83. 
Impacted Wisdom Tooth Cause of Absorption. Can- 
ton, F. 189. Dise. 190. 


Register (Dental), XXXVI, 1882. 
On the Process of Absorption in Bone and Tooth 
Structure. Harding, Geo. Hilditch. 484-496. 


D63 Diseases of Dental Pulp. 


See D24, Pulp Treatment. D612, Pulp nodules. D65, Alveolar abscess. D601, Systemic conditions 
and the teeth. 


Advertiser (Dental), XVI, 1885. 


Capsicum Plaster in all Cases of Pericemental Inflam- ~ 


eten, and Pulp Irritation. Darby, Frank 


American Dental 
Report on Etiology. 
shall H. 152-156. 


Assn. Trans. 


(Pulp Disease.) * Webb, Mar- 


American Dentist, (Elgin, Ill.), I, 1883. 
Acute Pulpitis. Chapelle, M. H. April. 3. 
stract. 


Ab- 


American Jnl. Den. Sei., 
The Dental Pulp, 
Willmott, J. B. 395-403 
Bi- Gesenete of Soda as a Toothache ,-—% 526. 
ected 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Toothache. 116-122. Selected. 
Toothache. 189-190, 280, 528. Selected. 


American Jnl. Den. Sci., XI, 8rd Ser., 1877-78. 
Congeee of the Pulp. Barker, George T. 31-35. 


Croton Chlioral in Dentistry. Cleborne, C. J. 87-88, 
235-236. Selected. 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 

Odontalgia. Bowne, Edward H. 319-320. 

An Investigation Into the Effects of Organisms Upon 
the Teeth and Alveolar et - of the Jaws. 
(Suppuration -“ the ihe on ter’ Arthur 
8. and M w. Vol. XVI, 1-8. 
Selected. 


IX, 3rd Ser., 1876 
Its Pathology one Treatment. 


American Jnl. Den. Sci., XVI, 3rd Ser., 
The Therapeutic Uses of Nitrite of Am 1. 
ache.) Kurz, Edgar. 94-95. Selected. 


Archives of Dentistry, I, 
Explosion of a Tooth. (Gas int the Pulp Cavity.) 
46. Selected. 


1882-83. 
Tooth- 


rief (Dental), I, 

The Mollet’ of Toothache t oy t the Application of Ni- 
trite of Amyl and Nitro Gyleerine. Atkinson. 
April. 13. Selected. 

Cure for Toothache. Garrison, J. B. April. 14. Se- 
lected. 


British Dental Asen. Jnl., 1880. 
A Case of Bony =. ‘of the Pulp. 
man. 528. 


British Dental Assen. Jnil., I, 188 

Acute Septic Poisoning from ‘a a Bite. (re 
Toothache.) Kocher. 46-47. Selected. 

The Relief of Toothache by the Application of Ni- 
trite of Amyl and Nitro Glycerine. Atkinson, 
E. P. 605. Selected. 


British Dental Assn. Jnl., 
Spontaneous Disorganization r ‘the 5 Pe. 
(Case Report.) 
Toothache. 35-136. Corres. Selected. 


British Dental Assn. Jnl., IV, 1883. 
Spontaneous Fracture of the Teeth. 
187-188. Dise. 188-189. 
Temporary Dressing for an Aching Tooth. 
516. Abstract. 


Cole- 


63-64. 


‘Coleman, A. 
515- 


For index and key to classification numbers, see pink sheets. 





D63 DISEASES OF DENTAL PULP 


British Dental Assn. Jnl., V, 1884. 
Spontaneous Fracture of a Tooth. 252. Selected. 


British Dental Assn. Jnl., VI, 1885. 
Queen Elizabeth's Toothache. 187. Selec ted. 
Bicuspid Split by the Pressure of Gas in the Pulp 
Cavity. Redman. 412. 


British Jnl. Dental Science, XIX, 1876. 
eee ond Neuralgia. Birt, R. 301-306, 


Carbolic Acid in Toothache. 417-418. 
lected. 


359- 


Corres. Se- 


British Jnl. Dental Science, XX, 1877. 
Oil of Satureia Thymbra. 157. Selected. 
Diseases of the Dental Pulp. Kennedy. 746-751. 


British Jnl. Dental Science, XXI, 1878. 

The Khedive’s Toothache. 24-25. Selected. 

The Mitigation of Pain in Toothache or in the Ex- 
traction of Teeth. Merson, James. 439-441. 


British Jnl. Dental Science, XXIII, 1880. 
ie Toothache. Smale, Morton. 446-447. Se- 


ed 
Chloral in Substance in Odontalgia and Prosopal- 
gia. 940-941. Selected. 


British Jnl. Dental Science, XXIV, 1881. 
A Case of Reflex Pain. Shephard, Walter. 212. 
Two Cases of Reflex Pain. Hardie, James. 318-319. 
On the Value of Certain Remedies Used in the Con- 
stitutional Treatment of Inflammatory Condi- 
tions of the Vascular Tooth Structures and of 
Neuralgia Arising Therefrom. Stocken. 381, 
419-426. Selected. Disc. 381-382. 
Pulpitis and Periostitis. Musgrave, J. J. 414-415. 
— 8 ma a on the Toothache. (Poem.) 447- 


On the Use and Abuse of Some of the Medicaments 
Employed in the Local Treatment of Diseased 
Dental Pulp and Alveolar Abscess. Matheson, 
Leonard. 553-562. Abstract. 

Cony st Reflex Pain. Griffith, J. W. 621. 621-622. 


1 
Inflammation of the Pulp From the Use of Chloride 
of Zinc. Fothergill, John A. 921-922. 
The Treatment of Odontalgia During Pregnancy. 
Lindner. 935. Selected. 


British Jnl. Dental Science, XXV, 1882. 
Chloral in Toothache. 448. Selected. 
Polypus of the Pulp. Fripp, John Trude. 

Corres. 


British Jnl. Dental Science, XXVI, 1883. 
On the Spontaneous Fracture of the Teeth. 
man, A. 495- 
Iodoform in Toothache. Schaff. 713. 
British Jnl. Dental Science, XX VII, 1884. 
Explosion of a Tooth. 72. 
Diseases of Pulp. Pedley, Newland. 208- 209, 249-250. 
Use of Alkaloids in Dentistry. (Pulpitis). Stevens. 
268. Selected. 
Iodoform as a Specific in Pulpitis and Periostitis. 
Worner. G. 552-553. lected. 
Cinnamon Bark for Toothache. Irwin, J. R. 1107. 
Selected. 


British Jnl. Dental Science, XXVIII, 1885. 
Bicuspid Split by the Pressure of Gas in the Pulp 
Cavity. Redman. 715. Disc. 715-716. 


460- 


Cole- 


California 8S. Den. Assn. Trans., 1882-83-84-85. 
The Tendency of Arsenic as Applied to Dental Tissue 

to Develop Pericementitis, and Its uence, 

Alveolar Abscess. Brewer, Frank A. -147. 


Connecticut Valley Den. Soc. Trans., 1878. 
Discussion on 0 __eanaaaaeaa Diagnosis and 
Treatment. 163-165. 


Cosmos (Dental), XVIII. 1876. 
Carious Teeth—Use of Collodion. for Pain. 165. 
Decomposition of the Dental Pulp the Cause of 
Periodontitis. 217-218. 
Toothache. 331. 
A Singular Case—Explosion of a Tooth. 672. 


‘osmos (Dental), XIX, 1877. 
Belladonun as a Remedy in Odontalgia. 167. 


For index and key to 
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Cosmos (Dental), XX, 1878. 
The Dental Pulp and Its Diseases. 1 From the German 
Standpoint. Baume, R. 98-105, 196-202, 313-317. 


Cosmos (Dental), XXI, 1879. 
Case’ of Pulpitis. Mills. 
A Pleasant Remedy for Toothache. 532. 


Cosmos (Dental), XXII, 1880. 
Hysterical Toothache. 450-451. 


Cosmos (Dental), XXIII, 1881. 

Chloral in Substance in Odontalgia. 53. 

Inflammatory =a of the Vascular Tooth 
Structures. 

Case of a Molar Split Tato Halves. Williams, N. W. 
6438. Dise. 643. 


Cosmos (Dental), XXIV, 
The Value of the Dental Pulj 
Life. Smith, D.D. 181- 
The Minute Anatomy, 
Therapeutics of the Dental 
F. W. 292-299, 2 illus; 337-345, 
449-457. Disc. 435-440, 489-494. 
Disorganization of the Dental Pul 
581-584. Dise. 584-587, 


Cosmos (Dental), XXV, 1883 
Ctra: Northrop, A. L. 


rm at Different Periods of 
86. 


Physiology, Pathology and 
ulp. Bodecker, C. 
5 illus; 393-403, 


Rich, John B. 


416-418. Disc. 485- 
Spontaneous Fracture of the Teeth. 443. 
The Effects of Malarial ts on the Dental 


Pulp. Klump, J. A. 


Cosmos (Dental), XXVI, 
Mouth Breathing as a Geass “a Toothache. 
A. H. 68-4. 


Cam: - - Tooth Split by Gas in a BS eaaes. 
, 8. Cc. G. 201. Dise. 201-203. 


Best, 
Wat- 
Cosmos (Dental). XXVII, 


1885. 
Inflamed and Sensitive Teeth. Codman, 
16-22. Dise. 22-26. 


John T. 


Dental Office & Lab., I, 2nd Ser., 1877-78. 
April. 


Cages of the Pulp. Barker, George T. 
1 


Dental Office & Lab., VI, 2nd_Ser. 

Iodoform in Dental Practice. (Pul itu) “Scheff, 
Julius. July. 3-5. Trans. Selected. 

The Relief of Toothache by the Application of Ni- 
ie | of le and Nitro Glycerine. Atkinson, 
F. uly. 6. Selected. 

Acute Pulpitis. " Chapelle, M. H. Oct. 4. 


Dental Office & Lab., VIII, 2nd Ser., 1884-85. 
Relief of Acute Pulpitis. Trueman. Jan. 1-2. 
A Toothache Remedy. Millican. Oct. 6. Selected. 


m8 ome Y eee h July. 9 
About Sympathetic Toothache. uly . 
Inflammation of the Pulp. Webb, M. A. July. 14. 


Selected. 16. Se 


A — 
ect 

Aconite—Its Use in Dentistry and the Precautions 

Necessary in Handling It. Bethel, L. P. ict. 

-7. 


Toothache Remedy. July. 


Headlight (Dental), I 
Pleasant Remedy for the ‘Toothache. 
Cc. Feb. 3. Selected. 


Osborn, T. 


Headlight (Dental), TI, 
Odontalgia. Munson, C. W. 
Toothache. (Poem.) 


Herald of Dentistry, I. 188 
Homeopathic Treatment for Toothache. 
F. Jan. 8 Selected. 
Garrison, J. B. Jan. 


1882. 
3-4. 


Sanborn, 


Cure for Toothache. 10. Se- 


lected. 
lief of Toothache bv the Application of Ni- 
= “of Amvl and Nitro Glycerine. Atkinson. 
Jan. 11. Selected. 
Jamaica Dogwood. (For Toothache.) 


Herald of Dentistry, I1., 1882-83. 
Iodoform in Toothache. Schaff. Jan. 


Herald of Dentistry. ITT. 1883-84. 
Subgingival Iniection of Chloroform in Toothache. 
Guillot. July. 8 Selected. 


April. 10. 


10. Selected. 
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Herald of Dentistry, IV, 1884. 
The Reiief of Toothache. 20. Selected. 


Independent Practitioner (Dental), II, 1881. 
Suggestions in Toothache. 412-413. 


Independent Practitioner (Dental), IV, 1883. 

A Dangerous Remedy. (For Toothache.) 225. 

Iodoform in Toothache. Schaff. 346-347. Selected. 

Toothache. 379-380. E 

A Case of Severe Purulent Inflammation of the 
Middle Ear, With Restoration of the Drumhead; 
Consecutive Dentalgia Without Caries. Peck, 
Edward 8. 401-403. 

The Effect of Malaria potnoning on the i Pulp. 
Klump, John A. 509-600. 600-60 


Independent Practitioner (Dental), V, 1884. 
Toothache. 216. Ed. 


Items of Interest (Dental), V, 1883. 

Toothache. 419. Selected. 

The Effect of Malarial Poisoning on the Dental Pulp. 
Klump. John A. 487-488. Disc. 488-489. 


Items of Interest (Dental), VI, 1884. 

A Toothache Remedy. Millican. 287. Selected. 

The Splitting Open of a Tooth by Pressure of Pent- 
Up Gas. 297. 


Items of Interest (Dental), VII, 1 
mt Teeth and Exposed Nerves. 
118. 


885. 
Webb, M. A. 


Jairus (Dental), II, 1881. 


Chloral Cure for Toothache. Sporer. 179. Se- 
lected. 


Jairus (Dental), Til, 1882. 
Pathology and Treatment of the Dental Pars ss a 
pelle, M. H. 180-190. Dise. 161-164 


Johnstons’ Dental Miscellany, III, 1876. 
omaee Upon a Tooth. Manning, William. 392- 


Jéhnstons’ Dental Miscellany, IV, 1 
a on Treatment of Poorly- Calciiied Teeth. 


Luminary (Dental), 
Chloral for Toothache. 


III, 1881-82 
Sporer. 91. Selected. 
uminary (Dental), IV, 1882-83. 
Cans for Toothache. Garrison, J. B. 37. Selected. 

uminary (Dental), VI, 


Lu 
Tooth Split by Generation of — “Woodward. 67. 
Selected. 


Missouri Dental Jnl., 
katte to a 


VIII, 1876. 


Young Dentist. (Toothache.) 473- 


Missouri Dental Jnl., IX, 1877 
Diseases of the Dental Pulp. 
Selected. 
Odontalgia—Its Prevention and Treatment. 
son, 240-244. 


“Atkinson. 68-69. 


Atkin- 


Missouri Dental Jnl., 
Toothache Drops. 701. 


XI, 1879. 
Selected. 


Missour! Dental Jni., XIII, 1881. 
Cases From Practice. (Rheumatic 
Peetz. A. 461-462. Selected. 
Clinical Cases—Toothache—Slilicea. 


Toothache.) 
569 -570. 


Monthly Review of Den. Surgery, V, 1876-77. 

A Few Words on Salicylic Acid. ar Inflammation 
of the Pulp.) Gunther, R. 81- 

Dentagra: The Tooth-Ache. Its - a of Disease, 
etsy Results, and Remedy. Moore, W. V. 
112-113. 


Monthly Review of Den. Surgery, VI, 1877. 
Inflammation of the Dental Pulp and the Result. 
Kekwick, J. F. -296. 


New England Jnl. Dentistry, TNT. 1884. 
Solidified Creosote for Tooth-Ache. 117. Trans. 
lodoform as a Specific for Pulpitis and Periostitis. 

Woerner, G. 252-253. Trans. 


DISEASES OF DENTAL PULP 


New Jersey State Den. Soc. 
raeral, of the Tooth Pulp. 
114-117. Dise. 117-123. 


New York Odontological Soc. Trans., 1882. 

The Minute Anatomy, Physiology, rene and 
Zoeeocatins of pn ss Se. = = “os c. 
F. 40-55, 7 illus; Dise. 55-60, 82-86. 


New York Odontological Soc. Trans., 1883. 
Odontalgia. Northrop, A. L. 46-48. 


Trans., 1885. 


Atkinson, W. H. 


New York Odontological Soc. Trans., 1884. 
Split Tooth. Watkins, 8. C. G. 5. Dise. 5-7. 


News, (Dental, Knightstown, Ind.), I, 1878-79. 

Tincture of Aconite ~~ to Stop the ‘Toothache. 
Stevens. July. 3. 

Discussion on Toothache-—Cause, 
Treatment. Feb Selected. 

Toothache. Remedy. Guia rin A. April. 3. 


News, (Dental, Knightstown, Ind.), II, 1879-80. 
The Dental Pulp. Ottofy, Louis. 4-5. Abstract. 
Tincture of Aconite Root to Stop the Toothache. 

Stevens. 101. Selected. 

Tooth Ache. Guild, C. A. 121. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
Suggestions in Toothache. Stockton. 41. Selected. 
= roe! Toothache. Garrison, J. B. 111. Se- 

ected. 


Diagnosis and 


News, (Dental, Knightstown, Ind.), V, 1882-83. 
Iodoform in Toothache. Schaff. Feb. 5. Selected. 
Cure for Toothache. Garrison, J. B. July. 28. Se- 


lected. 
Toothache. Sporer. Aug. 1. Selected. 
Skeet, W. H. Aug. 


Case of Keflex Pain. 
News, (Dental, Knightstown, Ind.), VI, 1883-84. 
Sub-Mucous Chloroform Injections in Toothache. 
Guillott. Sept. 1. Selected. 


News, (Dental, Knightstown, Ind.), VII, 1884-85. 
Toothache Remedy. Millican. 33. Selected 


Odontographic Jni. III, 1882-83. 

An Investigation Into the Effects of Organisms Upon 
the Teeth and Alveolar Portions of the Jaws. 
Underwood and Milles. 20-26. Selected. 


IV, 1883-84 
racture of the Teeth. 


Odontographic Jnl., 
Spontaneous 
Selected. 


Coleman. 58. 


Odontolog. Soc. Trans., XIII, 2nd Ser., 1880-81. 
On Certain Constitutional Remedies in the Treat- 
ment of Inflammatory Conditions of the Vas- 
cular Tooth Structures, and of Neuralgia Arising 
Therefrom. Stocken. 120-136. Disc. 136-140. 


Odontolog. Soc. Trans., XV, 2nd Ser., 1882-83. 
The Spontaneous Fracture of the Teeth. Coleman, 
A. 175-183. Dise. 183-188. 


Odontolog. Soc. Trans., XVII, 2nd Ser., 1884-85. 
Tooth oo by the Pressure of Gas in the Pulp Cav- 
ity. Redman. 238. Disc. 238-239. 


Ohio State Jnl. —. Sei., I, 1881. 
Jamaica Dogwood. 24-25. Ed. 


Ohio State Jnl. Den. Seci., If, 1882. 
Pulpless Teeth. Rawls, A. O. 482. 

Ohio State Jni. Den. Sei., TIT, 1883. 
Inflammation. (Pulp.) 185-188. Ed. 
Pulpitis. Wilson, George H. 457-463. 


Pennsylvania State Den. 
Effect of Malaria Poisoning on 
Pulp. Klump, J. A. 40-42. ise. 


Sec. Trans., 1883. 
The the Dental 
42-44. 


Practitioner (Dental), I, 1880. 
dependent Practitioner 
A _—- Remedy for Toothache. 


(See Vol. II, In- 
Osborn, T. C. 
Practitioner (Dental), I, 1883 


The Effects of Malarial Poisoning of the Dental 
Pulp. Klump J. A. 190-192. 
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Practitioner (Dental), LI, 1885. 
Dee of the Pulp in a Perfectly Sound Tooth From 
n Unknown Cause. Edwards, H. H. 5-149. 
Napelline in the Treatment of Odontalgia. 259. Se- 
lecte: 


Record (Dental), II, 1882. 
Odontalgia. Brown, Edward H. 60. Selected. 


Record (Dental), III, 1883. 
On Some Scientific Problems of Dental Surgery. lt: 
flammation of the Pulp.) Tomes, C. S. 64-73. 
The oe of Malarial Poison on the 'Puip. Klump, 
J. 509. Abstract. 


Record (Dental), 
Case of a Split Tooth. Vevatkine. 


Record (Dental), V, 1885. 
Taking Cold in a Tooth. 52- 54. Ed. 


Register (Dental), XXX, 1876. 
Celsus. (Treatment of Toothache.) 453-455. Ed. 
Dental Pathology. (Disease of the Dental Pulp.) 
Brockett, T. C. 515-521. 


234-235. Abstract. 


PULP 205 


Register (Dental), XXXVI, 1882. 
spathoiogy and Treatment. 
se. 193-198. 


The Dental ss 
Chappelle, M. H. 


Register (Dental), XXXVIII, 1884. 
Cinnamon Bark for Tooth-Ache. Irwin, J. R. 
Selected. 


Register (Dental), XXXIX, 1885. 

A Singular Case. (Living Pulp in the Root Forming 
a Protection Against the Dead Pulp in the 
Crown.) Thomas, G. R. 11-13. 1 illus. 


Southern Dental Jnl., II, 1883-84, 
Remedies for Toothache. Freidrich, A. G. 271-276. 


Southern Dental Jnl., III, 1884-85. 
Solidified Creosote for Toothache. 164. Selected. 
Cases } os for Toothache. Irwin, J. R. 3065. 
elected. 


Southern Dental Jnl., IV, 


1885. 
Napelline in Toothache. Grognot. 388. Selected. 


D64 Diseases of Gingivae and Peridental Membrane. 


Gouty and uric acid Diathesis. Salivary Calculus. 


Serumal Calculus. Stains on the teeth. 


See D66, Diseases of Soft Tissues of the Mouth, Acute Ulcerous Gingivitis; D661, Systemic dis- 


eases manifested in the mouth; D25, Oral Prophylaxis; D601, 


Systemic conditions and the teeth; D73, 


Replantation in treatment of disease of peridental membrane ; 615.84, Electric medication ; 616.31, Caleuli 


and diseases of salivary glands and ducts. 


Advertiser (Dental), XIII, 1882. 

On the Causes and Treatment of Tartar. 
0. G. 54-57. Selected. 

Salivary Calculus. Dunavant, H.C. 58-59. Selected. 


Advertiser (Dental), XIV, 1883. 

The Treatment of Pyorrhoea Alveolaris, or Infec- 
tious Alveolitis. Witzel, Adolph. 105-111, 2 
illus; 139-145, 1 illus. Selected. 


Advertiser (Dental), XVI, 1885. 

Pyorrhoea Alveolaris Treated by Dr. Riggs. 
Selected. 

Capsicum Plaster in all Cases of Pericemental In- 
flammation, and Pulp Irritation. Darby, Frank 


B. 9. 
er | in Dentistry. (In Cases of postcomenttits 
nd Alveolar Abscess.) Phillips, C. EB. H. 

Selected. 


American Dental Assn. Trans. 1877. 

Report of the Committee on Pathology and Surgery. 
(Pyorrhoea A e Rehwinkel, F. H. 96- 
105. Dise. 106-119. 


American Dental Assen. Trans., 1882. 
Hydrogen Dioxide. (In the Treatment of Pyorrhea.) 
Harlan, A. W. 70-73. Disc. -93. 


American Dental Assen. Trans., 
Treatment of Pyorrhea Alveolaris. 
40-44. Dise. 3 


American Dental Assn. Trans., 1884. 

Supplemental Report on Treatment of Pyorrhoea 
Alveolaris, With Notes on Eugenol and Sanitas 
Oil. Harlan, A. W. 55-61. Dise. 61-87. 


merican Dental Asen. Trans., 1885. 
The i pntese c§ Pyorrhea’ Alveolaris. Pat- 
1 


terson, 
as Related 


Pyorrhea 
Thereto. Dise. 158- 
160. 


Duncan, 


41-43. 


1883. 
Harlan, A. W. 


Alveolaris. ~s m f -Graftin 
Atkinson, H. 149-1 


American Jnl. Den. Sci., IX, 3rd Ser., 1876. 
Lo. of the Teeth and Recession of the Gums. 


American Jnl. Den. Sci., 
Case of Deposition of Tartar. 
Loosening of the Teeth. Canton. 

Report. 


X, 3rd Ser., 1876-77. 
Weiss. 267-268. 
269-271. Case 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Diseased Gums. Ingersoll, L. C. 97-107. Selected. 
Gingivitis; Its Different Forms—Attempt to Classify 

Its Varieties—Its Treatment by Monohydrated 

Chromic Acid. Magitot, M. E. 7-556. Trans. 


American Jnl. Den. Sci.. XII, 3rd Ser., 1878-79. 
Pyorrhoea Alveolaris; A Case in Practice. 230-232. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
Very Large Salivary Calculus. 143. Selected. 
Periostitis; Its Causes and Remedies. Holmes, W. 


American Jnl. Sel., XIV, 3rd Ser., 1880-81. 
A coum of gol "Scurvy. " (re Disordered Gums.) 


43-144. 
Bene 2 ee | Riggs Disease. Mills, George A. 160-166. 
Vallin, 


Changes in the Maxillary Bones in Ataxics. 
M. 192. Selected. 

General Care of the Mouth for Patients Under Twen- 
ty Years of Age. (re Treatment of Crowded 
mene oh Pyorrhea.) Taylor, L. C. 259-265. Se- 
ected. 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
Salivary Calculus. 


} Dunavant, H. C. 142-143. Se- 
ect 


Alveolar Ulceration Distin ene From Alveolar 
Abscess. Ingersoll, L. 45-153. Selected. 
Pyorrhoea Alveolaris. | Rawls, rs O. 446-452. Se- 


ected. 
The Teeth in Diabetes. Magitot. 576. Selected. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
On Se Causes and Treatment of Tartar. Duncan, 


23-28. Selec 
Pericementitis. Mills, oe A. 97-107. 
Case of Interest. (Inflammation of the Membrane 
Rich. 184-186. Selec 


and Tooth Socket.) 
The Teeth in Diabetes. Magitot. 381-382. Selected. 


American Jnl. Den. Sci., XVII, 3rd Ser., es 

Periodontitis—Cause and Treatment. Campbell, J 
71-76. Selected. 

Colggneeys Deposits. 182-184. Se- 

t 

Tartar, and Its Removal From te Teeth. Chupein, 
Theodore F. 213-218. Selected. 

ae its Manifestations in the Oral Cavi 


and Its Serious Effects Upon the General Heal 
Mills, G. A. 312-316, 368-368. Selected. 


Ingersoll, L. C. 
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XVIII, 3rd Ser., 1884-85. 
Marriner, J. 


Harlan, A. W. 


American Jnl. Den. Sci., 
Salivary Calculus and Its Removal. 
Frank. 32-38. Selected. 
Treatment of Pyorrhea Alveolaris. 
4- Selected. 
Loose Inferior Incisors and Their Treatment. Harde- 
man, J. 363-369. Selected. 


American Jnl. Den. Sci., XIX, 3rd Ser., 1885. 
New Capsicum Plaster. Darby, Frank B. 143-14. 
Rigg’s Disease. Mills, G. A. 218-223. Selected. 


American Medical Assn. Jnl., 

A Remarkable Case of Pyorrhea 
Reproduction of Bone. Allport. 641. 
Dise. 641-643 


I, 1883. 
Alveolaris With 
1 illus. 


American Medical Assn. Jnl., IV, 1885. 
Spcnme Grafting. Briggs, Edward C.’ 120-122. Dise. 


A Case of Vicarious Catamenial Haemorrhage From 
the Gums, With Recession of the Gingeval Mar- 
gins and Alvéolar Processes, the Result of 
Amenorrhoea. Allport, W. W. 147-148. Disc. 
148-149. 


Archives of Dentistry, I, 1884. 
Diseases of the Peridental Membrane and Associate 
Parts. 49-54. Abstract. 
Aconite. Mowrfield, - 
Salivary Calculus and Its Removal. 
Frank. 97-102. Dise. 102-106. ected. 
Riggs’ Disease-Pyorrhea Alveolaris. Adair, 
214. Dise. 214-215. Abstract. 
Discussion on Pyorrhea Alveolaris. 358-364. 
Pyorrhea Alveolaris. Harlan, A. W. 415-417. Disc. 
417-422, 521-525. 
Loose Inferior Incisors and Their Treatment. (re 
Pyorrhea.) Hardman, J. 433-438 


Archives of Boateery. Ii, 1885. 

Acute Ulitis. 95-96. 

Pyorrhoea Alveolaris Treated. 
lected. 

Pyorrhoea Alveolaris. Patterson, J. D. 341-343. 
Dise. 347-349. Abstract. 

Pyorrhea Alveolaris. 352-356. Abstract. Disc. 356- 
362. 


Dr. Allports’ Instruments for the Local Treatment 
of Pyorrhea Alveolaris. 381-383. 18 illus. Ed. 
Correction, 480. 

Discussion on Pyorrhea Alveolaris. 415-416. 

The Catarrhal Nature of Pyorrhea Alveolaris. Pat- 
terson, J. D. 496-497, 497-498. Abstract. 

Pyorrhea and Sponge-Grafting. Atkinson, Wm. H. 
498-499. Dise. 4099-502. Abstract. 


Riggs. 329-331. Se- 


British Dental Assn. Jni., I, 1880. 
Tooth Grinding and Gout. Donkin, H. 271. Selected. 
Expulsive Gingivitis. 543. 


British Dental Asen. Jni., Il, 1881. 
Protrusion of the Upper Central Incisors. Sewill, 
Henry. 348. 

On the Nature and Mode of Origin of the Lead 
Line in the Gums. Fagge, C. Hilton. 522-528. 
Pyorrhoea Alveolaris. Arkovy. 529-530. Dise. 530- 

535. 


British Dental Assn. Jni., Ill, 1882. 

Chronic Inflammation of the Anterior Portion of 
the Alveolar Border of the Upper Jaw. Murphy, 
J. 246-247. 


British Dental Assen. Jnil., IV, 1883. 

The Characters of the Teeth in Persons of the 
gga Diathesis. Duckworth, Dyce. 288-291. 
Jise 

A Case of General Hypertrophy of the Gums, Caused 
by Diseased Teeth. Evans, Henry. 506. 


British Dental Assn. Jnl., V, 


1884. 
Cons Deposition of Tartar. Weiss, Willoughby. 


British Dental Assn. Jni., VI, 1885. 

On the Existence of Masses of Epithelium peens the 
Roots of Adult Teeth in a Normal Sta Malas- 
sez, L. 370-377, 430-433, 484-487. Selected. 


D64 GINGIVAE AND PERIDENTAL MEMBRANE 


British Jnl. Dental Science, XIX, 1876. 
Decomposition of the Dental Pulp the Cause of 

Periodontitis. Barrett, A. W. 32-33. Abstract. 
Discussion on Case of Deposition of Tartar. 386-388. 
a of Teeth at 21. Canton. 388-389. Disc. 


British Jnl. Dental Science, XX, 1877. 
The Removal of Tartar From the Teeth. Ditcham, 
W. Vooght. 204-205. 


British Jnl. Dental Science, XXI, 1878. 
Set of eh for the Treatment of Rigg’s 


Disease. Field. 231- 
(Peridental 
Selected. 


Dental Pathology and Therapeutics. 
Irritation.) lagg, J. Foster. 291- 

Peculiarities of the Teeth in Gouty Patients. Sewill. 

360-365. 


Discussion on Rigg’s Disease. 


British Jnl. Dental Science, XXII, 1879. 
A Few Remarks on Tartar and Its Removal. Red- 
man, J. Henry. 741-743. 


British Jnl. Dental Science, XXIII, 1880. 
Notes on the So-Called Riggs’ Disease. Price, Rees. 
242-2 
Peridontal F em of Mercury. Jacob, H. L. 604. 
wn. - “Gingivitis. 705-797. Selected. 
Riggs’ Disease. 991-992. 
Riggs’ Disease. Mills, we. A. 992-996. Selected. 
Loosening of the Teeth. Hardie, James. 1113. 


British Jnl. Dental Science, XXIV, 1881. 
Some of the Causes of Loss of the Teeth in the 
Adult. Essig, Chas. J. 250-259. Selected. 
Treatment of Rigg’s Disease. Cartright, Hamilton. 
391. Selected. 
Pulpitis and Periostitis. 414-415. 


Musgrave, J. J. 
Growth on Lower Jaw. 627. 


Coleman. 


British Jnl. Dental Science, XXV, 1882. 
On the Causes and Treatment of Tartar. 
oO. . 100-114. 
The Treatment of Pyorrhoea Alveolaris, or Infec- 
tious Alveolitis. Witzel, 
lus; 209-216, 5 illus; 
Alveolar Periostitis in Diabetic Patients. 
183. Dise. 184. 
Alveolar Periostitis of the Jaws in Diabetes. Magitot, 
M. 


. Selected. 
Absorption of Roots. Lyons. 296. 
George. 472-475, 


Gum Treatment. Cunningham, 
523-528. Dise. 528-529. 

Case in Practice. (Intra-Alveolar Periostitis.) Tot- 
hill, Walter. 793-794. 

The Treatment of Acute Alveolitis, Gingivitis, 
Sa &c. Robinson, George. 975-976. 
orres 

Pyorrhoea Alveolaris. Rawls, A. O. 1079-1085. Se- 
lected. 


Duncan, 


British Jnl. Dental Sclence, XXVI, 1883. 

On the Trophic Changes in the Alveolar Borders of 
the Jawbones in Locomotor Ataxy. Thomson, 
P. J. 
The Teeth in Diabetes. Magitot. 473. Selected. 
The Characters of the Teeth in Persons of the Arth- 
ritic Diathesis. Duckworth, Dyce. 500-508. 
Case of Interest. (Spicules in the Sockets of Teeth 
Causing Inflammation.) Rich. 673-675. Se- 
lected. 

Lesions of the Teeth in Locomotor Ataxy. David, 
Ch. 756-757. 

Fluxion Dentaire. Magitot. 779-783, 837-838, 913- 
915, 970-973, 1047-1050, 1100-1104. 

A Case of General Hypertrophy of the Gums, Caused 
by Diseased Teeth. Evans, Henry. 1017. 

Tartar, and Its aot From the Teeth. Chupein, 
Theodore F. 1029-1034. Selected. 

Riggs’ Disease—Teeth Loosened by Suppuration. 
Clarke, F. Y. 1075. 

On the Effects of Mechanical Irritants on the 
Structures of the Mouth. Hepburn, D. 1166-1167. 
Abstract. 
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British Jnl. Dental Science, XXVIII, 1884, 
=, Gums in Pregnancy. Delestre, M. 23-24. Se- 
ected. 

Best Means of Preserving Teeth. (re Calculus.) 
Chappell, M. H. 31-32. Selected. 

Pericementitis; Its Manifestations in the Oral Cavity, 
and Its Serious Effects Upon the General Health. 
Mills, G. A. 114-115. Selected. 

Is Caoutchouc Hurtful to Natural Teeth. Bhricht, 
J. 116-117. Selected. 

Angelstein’s Tartar. 257. Ed. 

Changes in the Gum. Hall, W. R. 325-326. Selected. 

Mercurial Poisoning—A Case of Ferty Years’ Suf- 
fering, but Final Cure. Johnson, W. F. 326-327. 
Selected. 

Treatment of Pyorrhoea Alveolaris. Harlan, A. W. 

Tartar Scaler. 551. 

lodoform as a Specific in Pulpitis and Periostitis. 
Woerner, G. 552-553. Selected. 

Salivary Calculus and Its Removal. Marriner, J. 
Frank. 590-595. 

Dental Periostitis. Sample, E. F. 695-700. 

The Condition of the Tonsils Affecting the Teeth. 
Moore, W. V. 775-776. Abstract. 

Pericementitis. Abbott, Frank. 891-893, 954-958. 

———— Alveolaris. Harlan, A. W. 926-929. Se- 
ected. 

Note on the Etiology and Treatment of Alveolo- 
Dental-Osteo-Periostitis. Malassez and Galippe. 
1015-1016. Selected. 

Periostitis. Witzjel. 1021-1022. Selected. 

Tartate of Chinoline in Pyorrhoea Alveolaris. 
Selected. 

Iodoform in Dental Practice. 
1154-1155. Selected. 


History of a Remarkable Case of Salivary Calculus. 
Weiss, Willoughby. 


1107. 
Chruschtschow, A. 


British Jnl. Dental Science, XXVIII, 1885. 
Phlegmonous Swelling in the Neck and Empyema, 

the Result of Alveolo-Dental Periostitis After 

the Extraction of a Tooth. Vigot, A. 27-28. 


Local Hyperesthesia of the Gums. Dodge, J. Smith. 
89-92. Selected. 


Pyorrhoea Alveolaris and Its Treatment. Barrett. 
77. 


Inflamed and Sensitive Teeth. John T. 


180-184., 226-229. Selected. 


Supplemental Report on Treatment of Pyorrhoea 
Alveolaris, With Notes on Eugenol and Sanitas 
Oil. Harlan, A. W. -356, 396-399. Disc. 446- 


Robinson. 561. 
Pyorrhoea Alveolaris. Rawls, A. O. 567-568. Se- 
lected. 
Gouty Teeth. Saundby. 603. 
Locomotor Ataxia With Loss of Teeth. 604-605. Ed. 
Salicylic Acid in Dental Practice. 652. Ed 
Rigg’s Disease. Adair, R. B. 664-667, 707- 711. Se- 


lected. 
Capsicum Plaster. Darby, Frank B. =. 
D. 809-810. 


Codman, 


449. 
Cure for So-Called Rigg’s Disease. 


Pyorrhoea Alveolaris. Walker, J. R. 
Pyorrhoea Alveolaris. Patterson, J. 


Selected. 

Dr. Harlan on Pyorrhoea. 830-831. Ed. 

Haemorrhage of the Gums. Hasterman, G. H. 964- 

965. Selected. 

by Potash. Driscoll, W. BE. 965-966. Se- 
ecte 

The Treatment of Dental Lesions by Compressed 
Warm and Dried Air. (Pyorrhea Alveolaris.) 
Register, H. C. 1051-1052. Selected. 
California 8S. Dental Assen. Trans., 1878. 

The Diseases of the Gums and the Alveolar Pro- 


cesses, and Their Treatment. Goe, S. EB. 135- 
140. Dise. 140-143. 


California 8S. Dental Assn. Trans., 1881. 

Operative Dentistry. (Treatment of Alveolar Ab- 
scess and Peridental Inflammation.) Richards, 
Cc. W. 147-150. 


Calif. S. Den. Assn. Trans., 1882-83-84-85. 
Discussion on Riggs’ Disease. 217-221. 
Report of Committee on Pathology and Surgery. 
(re Pyorrhea.) Knowles, 8. B. 343-349. 
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California 8. a Soc. Trans., 1884-85. 
Vis Medicatrix Naturae Et Hereditas. (Recu 
ative Power of the Peridental Membrane.) 

Lain, A. F. 73-75. Dise. 75-78 


Cincinnati Med. & Den. Jnl., 
Pyorrhoea pt. AR *alveciitis), (Pha- 
degenic Pericementitis.) Harlan, A. W. 88-90. 
Pyorrhea and Sponge-Grafting. Atkinson, W. 
90-93. Selected. 
Treatment of Tumefied Gums. 93-94. Ed. 
1876. 


Cosmos (Dental), XVIII, 
Method of Removing Deposits From Roots. 448. 


Cosmos (Dental), XIX, 1877. 
What I Know About Rigg’s Disease (So-Called.)— 
How Does It Happen That This Title Has Come 
Into Existence? Mills, Geo. A. 70-73, 185-187, 
234-256, 347-349. 
Rigg’s Disease (So Called.) 502-503. 
Shedding of Hair and Teeth. 
572-574. 


560. 
Pyorrhea Alveolaris. Rehwinkel. Dise. 


Cosmos (Dental), XX, 1878. 

Directions as to the Treatment of the So Called 
Rigg’s Disease With the Instruments Devised 
by Dr. Riggs. Mills, George A. 92- 

How to Prevent the Shedding of the Hair and 
Teeth? Davenport, A. F. 128. 

Certain Defects in Dentine; Their Relation to Ex- 
posure of the Pulp and Peridental Membrane. 
Line, J. Edw. 324-329. 3 illus. 

Rigg’s Disease. 349-350. 

Rigg’s Disease. McDonald, G. B. 

Rigg’s Disease. Roussel, G. G. 

Obstinate Vomiting Due to a Deposit ‘of Tartar. 
570-571. 

Gouty Teeth. 571. 


Cosmos (Dental), XXI, 1879. 
Gum and Alveolar Diseases. 
Davis, C. G. 192-201. 
Case of Calculus Caused by Use of Charcoal. 
cis, C. E. 328-329. 
Discussion on Rigg’s Disease. 521-525, 
On Pericementum and Pericementitis. 
F. 593-598, 2 illus; 
in Vol. XXII.) 


(Rigg’s Disease.) 
Fran- 


"Bodecker, Cc. 
649-656, 1 illus. (Cont. 


Cosmos (Dental), 
On Pericementum 


XXII, 1880, 

and Pericementitis. 
Vol. XXI.) Bodecker, C. F. W. 1-11. 1 illus. 

Restoration of a Receding Gum From a _ Lower 
Central Incisor. Hawes, A. C. . 

Tooth Grinding and Gout. 217. 

Riggs Disease. Swartwout, BE. L. 313. Disc. 313- 


(Cont. from 


Diseases of the Sane and Alveolar Processes. 
House, J. C. 315. 

Peridental Deposit of Mercury. 453. 

A New Remedy for Rigg'’s Disease, So Called. Mew- 
born, J. L. 512. 

Some of the Causes of Loss of the Teeth in the 


som. Peridental Disease. Essig, Chas. J. 576- 


Cosmos (Dental), XXIII, 1881. 

Some of the Causes of Loss of the Teeth in the 
Adult. (Peridental Disease.) A Reply to Prof. 
Essig. Mills, George A. 62-65. 

Some of the Causes of Loss of the Teeth in the 
<<, (Peridental Disease.) Essig, Chas. J. 

Odontolithus Influenced by Calcic and Phosphate 
Diathesis. (Salivary Calculus.) Niles, Edward 
. 169-178. 6 illus. Disc. 208-208, 242-256. 

Metal Pocket to Allow the Gum to Fill In. Atkin- 
son, W. 485. 

Rigg’s Disease. 500-501. 

Tartar aud Some Causes of an Excess of Phosphate 
of Lime in the Circulation. 502-504. 

The Premature Wasting of the Alveoli, (Rigg’s 
pers), and Its Amenability to Treatment. 


Cosmos (Dental), XXIV, 1882. 
Removing Tartar. . 
Alveolar Periostitis in Diabetes Mellitus. 273. 


vem Alveolaris. Riggs, J. M. 524-527. Disc. 
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Cosmos (Dental), XXV, 1883. 
Case of Pyorrhea. 163, 277- 
Case of Chronic Pericementitis. Hodson, J. F. P. 


195. Dise. 

Case of Pyorrhea Alveolaris. ee J. S. 363- 
‘. 

Its Causes and Treat- 


364. 1 illus. Disc. 
Pericementitis, (Periostitis.) 
418-423. Disc. “tf . 


ment. Abbott, Frank. 
Harlan, A. W. 


Characters of the Teeth in Arthritic Diathesis. 
36. 


4 
Treatment of Pyorrhea 
517-521. Dise. 524- 
Chloride of Ammcnten in Peridental Inflammation. 


Luckie, 8. 
Pyorrhea ‘Alveolaris. ers A. O. 580-582. Disc. 
582-586. 


Alveolaris. 
527. 


Cosmos (Dental), XXVI, 1884. 
Pair of Sealers. Kingsley, N. W. 102. 
Salivary Incrustations on Dental Plates. Craig, 
James. 192. 
Treatment of Teeth Loosened by Tartar. 285-289. 
Discussion on Pyorrhea. 
Case of Loose Teeth. Bodecker, Cc. F. W. 301-302. 


Clinic. 
Case of Pyorrhea Alveolaris. Cosad, J. W. 368. 
413-416. Disc. 


Clinic 
Loose Teeth. Atkinson, Wm. H. 

503-504. Disc. 
515-519. Disc. 


416-422. 1 illus. 
Pyorrhes Alveolaris. Rawls, A. O. 
Harlan, A. W. 
532-533. Disc. 
Hewes, W. J. 638-639, 766. 
Pyorrhea Alveolaris. Kirk. E. C. 702-708. 
Pyorrhea Alveolaris. Peterson, Denton E. 703. 
Salicylic Acid Following the Removal of Deposits of 
Salivary Calculus. Low, Frank W. 704. 
Alveolaris. Harlan, A. W. 765-766. 


(Dental), XXVII, 1885. 
(Salivary Calculus.) 126. 


Pyorrhea Alveolaris. 
521-526, -531. 


Case of Pyorrhea Alveolaris. Ives. 


Py a. = Alveolaris. 


Pyorrhea 


Cosmos 
Removable Teeth. 
Gouty Teeth. 127. 
Sulphuric Acid in Treatment of Riggs’ 

Arrington, B. F. 190-191. 

Pyorrhea Alveolaris. Rawls, A. O. 265-274. 

394-400 


Disease. 
Disc. 


Sulphuric Acid in the Treatment of Pyorrhea. 317. 

Menthol Crystals in Treatment of Peridental Mem- 
brane. Flagg, J. Foster. 318. 

The Clinical Significance of Recession of the Gum. 
Allen, Harrison. 329-332. 

The Catarrhal Nature of Pyorrhea Alveolaris. Pat- 
terson, 669 - 673. 

Pyorrhea 


Alveolaris—Sponge Grafting in Relation 
—_— 721 


Atkinson, W. H. -726. Dise. 727- 
Wm. H. 758-758. 


Pyorrhea Atkinson, 


Disc. 


Dental Eclectic, I, 1885. 
The Causes and Treatment bg Tartar. Duncan, O. 
G. Sept. 14-17% Selected 
Medicaments in Pericementitis. Kirk. Nov. 19. 


Dental Office & Lab., Il, 2nd Ser., 1878-79. 
Tartar, or Salivary Calculus. Peirce, C. N. July. 1. 


Dental Office & Lab., V, 2nd Ser., 1881-82. 

Treatments for Periodontitis. Oct. 3. 

Cases in Practice. (Pyorrhea.) Hubschmann. 
3. Trans. Selected. 


Dental Office & Lab., VII, 2nd Ser., 1883-84. 
Tartar, and Its Removal From the Teeth. Chupein, 
Theodore F. July. 1-2. 
Natural Teeth and Diseased Gums, Caused by Tar- 
tar or Salivary Calculus. Reese, D. F. Oct. 3. 


Dental Office & Lab., VIII, 2nd Ser., 1884-85. 
Aconite. (In_ the Treatment of Pericementitis.) 
Maxfield, Geo. A. July. 5. Selected. 
Eugenol and Sanitas Oil. (For Alveolar Abscess 
and Pyorrhea Treatment.) Oct. 6. Selected. 


Dental Office & Lab., IX, 2nd Ser., 1885. 
Treatment i Pericemental Inflammation. 


April. -4. 
Pyorrhea Alveolaris. Pettit, E. R. Oct. 1. 


Alveolaris. 
758-764. 


Oct. 


Kirk. 
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Facts (Dental), I, 1885. 

Aconite in Periostitis. Jan. 11. 

Local Riggs Disease. Jan. 13-14. 

Aconite—Its Use in Dentistry and the Precautions 
Necessary in Handling It. Bethel, L. P. Oc 


5-7. 


Headlight (Dental), III, 1882. 
Natural Teeth and Diseased Gums Caused by Tartar 
and Salivary Calculus. Reese, David F. 110-111. 


Herald of Dentistry, I, 1881-82. 

The Cause and Treatment of Premature Wasting 
of the Alveoli. Jan. 4. 

The Teeth in Diabetes. Magitot. April. 7. 
Herald of Dentistry, Il, 1882-83. 

Pericementitis: Its Manifestations in the Oral 
Cavity and Its Serious Effects Upon the General 
Health. Mills, G. A. July. 10-11, 


Herald of Dentistry, III, 1883-84. 

Hot Water in the Treatment of Inflammation of 
Mucous Membrane. Shepherd, George R. Oct. 
13. Selected. 


Illinois State Dental Soc. Trans., 


Phagedena Pericementi. Black, G. v. 195-110. Disc. 
110-114 


1883. 


Illinois State Dental Soc. Trans., 
Marriner, J. 


Salivary Calculus and Its Removal. 
Frank. 31-36. Dise. 36-41. 


Independent Practitioner (Dental), II, 1881. 
The Nature and Mode of Origin of the Lead-Line 
in the Gums. Fagge, C. Hilton. 763-768. Se- 


lected. 


Independent Practitioner (Dental), III, 1882. 
The Action of Ammonia on the Teeth. (Precipita- 
tion of Salivary Calculus.) Watt, Geo. 385-389. 
Selected. 
Pericementitis. Mills, G. A. 450-452. Abstract. 
ependent Practitioner (Dental), IV. 
The ‘Teerh in Diabetes. (Alveolar Osteo- Beriostitis.) 
Magitot. 321-322. 

Treatment of Pyorrhea Alveolaris. Harlan. 401. 
Abstract. Disc. 491-492. 
Dental Periostitis—The Grindstone Cure. 

Jos. 529-532. Correction, 682. 
Salivary Calculus. 568. Ed. 

Hot Water in the Treatment of Inflammation of 
Mucous Membranes. Shepherd, George R. 625- 
Case of Disease of the Gums and Teeth at the Gin- 
gival Margin, Caused by Ingredients of a Physi- 
cian’s Prescription for Malaria. Bartholomew. 


667. 
Case of Absorption About the Roots of a Saogeier 
Uiges Mieusgte Tooth. Stebbins, E.A. 669. Disc 


Requa, 


Independent Practitioner (Dentai), V, 1884. 
Chloride of Zine. 95-97. Ed. 
State of the Gums in Pregnancy. 164. Selected. 
Lecture on “Pericementitis” Before the Central Den- 
tal Association of Northern New Jersey. Abbott, 
Frank. 475-482. Dise. 524- 

Pyorrhoea Alveolaris. Harlan, A. W. 521-524. Dise. 
560-564, 621-631. 


Vieqsioqe Catemenial Hemorrhage From the Gums, 
With Recession of the Gingival Margins and 
Alveolar Processes. the Result of Amenorrhea. 
Allport, W.W. 623-624. Disc. -626. 
Riggs’ MDisease. Bodecker. 642-643. Disc. 643-646. 


Inde 


dent Practitioner (Dental), VI, 1885. 
Dental Ed. 


iseases in Animals. Pyorrhea. 333. 
Pyorrhea Alveolaris. Rawls, A.O. 365-366. Disc. 


366-371. 

Amalgam Filling in the Crown of a Vital Molar 

wr Pericemental Inflammation. Peirce, C. 
Disc. 489-491. 

Mechanical “Aids in the Treatment of Pocket Disease 
of the Alveolus. Farrar, J.N. 509-513. 4 illus. 
opp. 509. (Cont. in Vol. I.) 

ees \ Root Trimmers. Talbot, E.S. 526-527. 


6i 
New Forms of Scalers. 556-557. Ed. Correction, 595. 


Indiana State Dental Assn. Trans., 1882. 
Pyorrhoea-Alveolaris. Stevenson, W.H. 54-56. 


For index and key to classification numbers, see pink sheets. 
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items of Interest (Dental), III, 1881. 
Ulceration of the Alveolus. ¥Y. 

Rigg’s Disease, Mills, Geo. A. 34. 

Tartar: Sanguinary and “Salivary Calculus. 65. 


Items of Interest (Dental) 1882. 
Sanguinary Calculus. gh C. 21-22. Selected. 


Comment, 

Restoring Diseased Gums. Watt, Geo. 116. Selected. 

Lesions of the Alveolus. Magill, W. EB. 133. Disc. 133. 
Items of Interest (Dental), V, 

Tartar, and Its Removal From the Teeth. Chupein, 
Theodore F. 12-16. Selected. 

A Case of General Hypertrophy of the Gums, Caused 
by Diseased Teeth. Evans, Henry. 18. Selected. 

Homoeopathic eo in Dentistry. fe Periodon- 
titis.) Webb, . Comment, b 

Chromite Inflammiation “of the Gums. Howard, F. E. 


Caleareous Deposits. Ingersoll, L. C. 397-398. Selected. 

Pathology. (Alveolar Ulceration.) Clide, J. M. 400. 

‘isease and Inflammation. Atkinson, H. W. 
Selected. 


Items of Interest (Dental), VI, 
In ae of Pericemental Rasstention. 


95. 
The citubber Dam, 
204. Corres. 
The y -*. or Brown Stain Upon Teeth. 295-296. Ed. 
Pyesspee- Alveolaris. Stevenson, W. H. 320-321. 
. ected. 
Dr. Riggs Speaks (re Pyorrhea clinics.) 374-375. Cor- 
Wm. H. 
Tartrate of Chinoline in Pyorrhea Alveolaris. 450- 
451. Selected. 
Pyecpes Alveolaris. Harlan, A.W. 465-466. Disc. 
Pyorrhea Alveolaris. Bodecker. 530. 
Salt in Inflammatory Diseases. 563. Selected. 563-564. 
From a 


Riggs’ 
468-4 


Palmer, 


In Removal of Tartar. Taylor, 


res. 
Pree Alveolaris. (Poem.) Atkinson, 


Ed. 

Diseases of the Soft Tissues of the Mouth. 
Mother to Mothers. 588-589. 

er a eer Incisors, and Their Treatment. Hard- 

-611. Selected. 

Robinson's Carbolized Potash for Sensitive Dentine 
5 pes Pulps and Rigg’s Disease. Robinson, 
J.A. 617. Selected. 


Items of Interest (Dental), VII, 1885. 
Medicated Wafers. (For Pericementitis.) Best, A 
262-263. 348. 
Pyorrhea Alveolaris. 352. 
Pyorrhea Alveolaris. King, S.H. 400-403. 7 illus. 
Sponge-Grafting in Pyorr ea. Atkinson. 449. 
P orrhoea Alveolaris. Brisee 475-476. Selected. 
Riggs’ Disease. Morrison 


Jairus (Dental), 
A Peculiar Case. 
Salivary Calculus and Its 

George. 260-267. 


1880. 
ni TR ) 


44-45. 
Concomitants. Watt, 


airus (Dental), 
The Diseases of the 


1881. 
_ and the Alveolar Pro- 
cesses and Their Treatment. 61- Dise. 66- 

—— of Riggs’ Disease. Mills, George J A. 84-85. 
Gingivitis. 


‘Treatment of a 


Pathogeny and Treatment of Eruptive 
Aguilhon. 98-100. Disc. 109-10. 

Recession of the Alveolar Plates: 
Case. Chase, Henry S. 173-175. 

Our Duty to Our Patients. (re Tartar Deposits.) 
Abbott, J.T. 182-184. Disc. 184-185. 


Jairus (Dental), III, 
Pulpless Teeth. (re ~_* Alveolaris.) 
A.O. 22-27. Selected. 


Johnstons’ Dental Miscellary. IV. 1877. 
Salivary Calculus. Burnette, J. H. 58. 


Rawls, 


Tahnet. ’TPTP tal lany 


scel 1878. 
Suppacetice Inflammation of the’ Pim and Absorp- 
tion of the Gums and Alveola Process. Riggs, 


John W. 306-310. 
The So-Called Rigg’s Disease. Coles, Oakley. 373-379. 


Johnstons’ Dental Miscellany, VI, 1879. 
Repregoeses of Gum Tissue. "Rynear, M 168-171. 


Certain Conditions of Dead Teeth. Tomes, C. 8. 457- 
462. Disc. 462-465. 
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A Few Remarks On Tartar and Its Removal. Redman, 
Henry. 482-484. Selected 


Johnstons’ Dental Miscellany, VII 
eer of the Palatine Surface of ‘the Process 
f an Upper Superior Lateral. Mead. 267. 
The R - < af on the Human System. Pat- 


439-440. 


Johnstons’ Dental Miscellany, VIII 
Chronle Inflammation of the Sockets. Sewill, Henry. 


Sanguinary Calculus. 357. Abstract. 
Mypestapeey of the Alveolar Dental Membrane. Cole- 
man : 


ick, 
Specimen ye Salivary Calculus. 


Assn. Trans., 1878. 


ucky State Den. 
12-21. 


Ken 
_— ~ on Pyorrhoea Alveolaris. 


Luminary (Dental), I, 1879-80. 
Diseased Gums. Holmes, W. R. 


Luminary (Dental), 1V, 1882-83. 
Dental Pathology and or (Pyorrhoea 
Alveolaris.) Byrnes R.S. 9-10. 
Tee of the So "Called Riggs’ ‘Disease. Adair, 


Pyorrhea Alveolaris. Riggs, J.M. 61. Disc. 61. 


Luminary (Dental), V, 1883-84, 
Pathology of the Gums. 33-34. 


Luminary (Dental), VI, 


Removing Salivary Calculus. "Eietines, J. Frank. 2. 
Riggs’ Disease. Talbot. 


Riggs’ Disease, or Seaehen Alveolaris. Adair, R. 


27-30. 


31 
A Case of Exostosis ang Continued Absorption of 
the Alveolar proces, and How It Has Been 
Treated. Ford, W.W. 57-58 60. Ed. Disc. 89. 


Luminary (Dental), 

Is Vulcanite Rubber J "Keltuioid a Cause of Con- 
tinued Absorption of the Alveolar Process, When 
aa a Plate for Artificial Teeth? Ford, w. 


Michigan State Den. Assen. Trans., 1884. 
Pyorrhoea Alveolaris. Harlan, A.W. 94-118. Clinic. 


Missouri Dental Jnl., VIII, 1876. 
Cases of Pyorrhea. Canton. 331-333. 


Missouri Dental Jnl., IX, 1877. 
Suppuration from The Gums. 68 -69. 


ected. 
Gingivitis in Pregnant Women. 465-466. Trans. 


Atkinson. 


Missouri Dental Jni., X, 1878. 
Gingivitis. Magitot, M. BR. ‘97-105. Trans. 
Riggs’ Disease. Mills. 165. Selected. 
Pyorrhoea Alveolaris—A Case in Practice. 412-414. 


ri Dental Jnl., XII, 

aaa “Calculus and Its Watt, 
George. 165-172. Selected. 

Alves Peridontitis; Partial Loss and Restoration 

f the Alveolar Process. Smith, John S. 498-501. 


ri Dental Jnl., XIII, 1881. 

The Waloe of Certain Remedies Used in the Constitu- 
tional Treatment of Inflammatory Conditions of 
the Vascular Tooth Structures and of Neuralgia 
Arising Therefrom. Stocken. 214. Disc. 215-216. 

Discussion on Premature Wasting of the Alveoli 
(Riggs’ Disease) and Its Amenability to Treat- 


ment. 403-404. 
Odontolithus Influenced by Calcic and Phosphatic 
Diathesis. 424-425. 


Teacent tants. 


Cases From Practice. 
in the Mouth.) 


Missouri Dental Jnl., XIV, 1882. 

Iodide of Zine. (For Pyorrhea.) Harlan, 
Feb., 24-25. 

Sanguinary Calculus. 37-38. Abstract. 

The Causes and Treatment of Tartar. 
G. 1738-77. Selected. 

Pericementitis. Its Manifestations in the Oral Cavity, 
and Its Serious Effects Upon the General Health. 
Mills, G. A. 205-214. Selected. 

The Teeth in Diabetes. 382-383. Selected. 

Congestion and Consequent Denudation of the Gums. 
Brewer. 527-528. Corres. Reply, Vol. XV, 36. 


(Tartar Comes és = Ramey 
Hubschmann, F. 


A. W. 


Duncan, O. 


For index and key to classification numbers, see pink sheets. 
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Missouri Dental Jni., XV, 1883. 

Aggravated Case of Pericementitis. 
Clinic. 

Pyorrhoea Alveolaris, or Infectious Alveolitis. Wit- 
zel, Adolph. Feb. Abstract. Disc. 92-94. 

Periodontitis—Cause and Treatment. Campbell, J. 
April. 16-21. Selected. 

Calcareous Deposits. Ingersoll, L. C. July. 160-162. 

Pericementitis, Its Causes and Treatment. Abbott, 
Frank. Oct. 313-319. Selected. 

Extensive Absorption of the Superior Alveolus. 
(Caused by an Ill-Fitting Plate.) Disney, L. B. 


Nov. 346-348. 
Pyorrhoea Alveolaris. Mills, George A. Nov. 351-352. 
Harlan, A. W. 


Feb. 91-92. 


Abstract. 
Treatment of Pyorrhoea Alveolaris. 
ec. 397-401. Selected. 


Monthly Review of Den. Surgery, V, 1876-77. 
Discussion on Case of — ev of Tartar on the 
Buccal Side of a Block. 38-40 
Pyorrhea. Canton. 40-41. 


Monthly Review of Den. Surgery, VII, 1878. 
Set of Instruments for Use in the Treatment of 
Riggs’ Disease. Field. 170. 
The Odentological Society and Riggs’ Disease. 186- 
188. Ed. 


Effects of Gout on the Teeth. Sewill, Henry. 270. 

Discussion on Rigg’s Disease. 271-276. 

Pyorrhoea Alveolaris; A Case in Practice. Eames, 
381-384. Selected. 


Monthly Review of Den. Surgery, VIII, 1879. 
Reproduction of Gum Tissue. (In C f Reces- 
sion.) Rynear, M. 264-267. Selected. 
Discussion on Pyorrhea Alveolaris. 459-462. Select- 
ed. 


National Dental Assn. Trans., 1879. 
Rigg’s Disease. Holmes. 23-24. 
Periostitis; Its Causes and Remedies. 


Walter R. 24-29. Disc. 29-32 


New England Jnl. et, I, 1882. 

Gelseminum. Stockwell, C. T. 68-70. 

The Proper Care of the Oral Cavity—re Tartar. Mills, 
G. A. 156-159. Dise. 159-160. 


New England Jnl. Dentistry, Il, 1883. 

In Store for Dentists. (Treatise on Pyorrhoea Al- 
veolaris.) 117-118. 

The Treatment of Pyorrhoea Alveolaris, or Infec- 
tious Alveolitis. Witzel, Adolph. 129-143. 3 
illus. Selected. 148. Ed. 

A New Way to Secure Loose Inferior Incisors, Bte. 
Hardeman, J. 242-245. 


Holmes, 


New England Jnl. Dentistry, III, 1884. 
Aconite. Maxfield, George A. 14-18. 
Loose Teeth. Atkinson, W. H. 114-115. Abstract. 
Mercurie Chloride. 253-255. Corres. 

Pyorrhoea Alveolaris. Harland. 342-343. Disc. 311- 

321, 425-429. 

Combination for the Treatment of [Pyorrhoea Al- 

veolaris. Robinson, J. A. 384. 


New Jersey State Den. Soc. Trans., 1879. 

The Use and Abuse of Mercury. ice Mucuvus and 
Peridental Membrane.) Scarborough, J. W. 93- 
101. Dise. 101-106. 


New York Odontological Soc. Trans., VI, 1880. 
Restoration of a Receding Gum ‘a a Lower 
Central Incisor. Hawes, A. 
meee of the Lower Teeth Caused by Tartar. 
an 


New York Odontological Soc. Trans., 1881. 
Odontolithus as Influenced by Calcic and. Phosphate 
Diatheses. (Salivary Calculus From a New 
Stand-Point.) Niles, Edw'd. S. 5-14. 6 illus. 
Dise. 14-34. 
Loss of the Sockets of the Lower Front Teeth. At- 
kinson, W. H. 87-88. Disc. 89-90. 


New York Odentologicel Soc. Trans., 1882. 
Absorption. Jarvie. 5. 
ais - wee Diathesis in Odontolithus. Niles, E. 8. 
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New York Odontological Soc. Trans., 1883. 
Pericementitis, (Periostitis), Its Causes, ‘and Treat- 
ment. Abbott, Frank. 48-53. Disc. 53-68. 
Implement for Removing Tartar From the Lingual 

— of the Lower Teeth. hingsley, N. W. 


New York Odontological Soc. Trans., 1884. 

A Study of the Salivary Glands With Special Bates 
ence to the Cause of Odontolithus. Niles, EB. 8. 
83-94. 12 illus. Disc. 94-101. 

Case of Pyorrhea Alveolaris. Ives. 

Inflamed and Sensitive Teeth. 
122-128. Dise. 129-133. 


(Dental, Knightstown, Ind.), II, wy 7 
ea- 


101-108. 
Codman, John T. 
News, 


Absorption of the Alveolar Process and Gums. 
body and Cassidy. 63. Selected. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
Our <4 To Our Patients. (Removal of Tartar.) 
Abbott, J. T. 26-27. Selected. 


News, (Dental, Knightstown, Ind. rt Vv, 1882-83. 
Salivary Calculus. Dunavant, H. D. 5. Selected. 
Climate Effects on the Constitution—Especially in 

the Practice of Dentistry. (re Caries and Tar- 

tar.) Shelton, M. E. July. 27. 


News, (Dental, Knightstown, i VI, 1883-84, 
Pericemental Irritation. 13. Selec 
Some Remarks on the Gums. Sept. 
2. Selected. 


News, (Dental, Knightstown, Ind.), VII, 1884-85. 
Treatment of Pyorrhoea Alveolaris. Harlan. 30-31. 
Clinic. Selected. 
The Robinson Remedy. (For Loose Teeth.) Robin- 
A. 108-105. Selected. 
108. Abstract. 


a ) 


son, J. 
Riggs’ Disease. Bodecker. 
Odontographic Jnl., IV, 1883-84. 
Chronic Inflammation of the Gums. doward, F. E. 


Requa, 


44-48. 
Dental 
Jos. 


Periostitis—The ‘Grindstone Cure. 
83-85. 


Odontographic Jnl., V, 1884-85. 
Pyorrhoea Alveolaris. Chase. 168. 


Odontolog. Soc. Trans., VIII, 2nd Ser., 1876. 
Case of Deposition of Tartar. Weiss. 254. Remarks, 
~257. 
Cases of Loose Teeth. Canton. 258-259. 
Discussion on Loosening of the Whole of the Teeth 
in the Upper and Lower Jaws Occurred. 260-262. 


Odontolog. Soc. Trans., X, 2nd Ser., 1877-78. 

Set of Instruments for Use in Cases of Rigg’s Disease. 
Field. 105. 

Roots Coated With a Thin Layer of Bone. 
Charles. 106. 1 illus. 

The Effects of Gout on the Teeth. Sewill, 
163-164. Dise. 164-165. 

Discussion on the Nature and Treatment of the 
So-Called Rigg’s Disease. 165-168. Corres. 

On the So-Called Rigg’s Disease. Oakley. 
169-175. Dise. 176-180. 


Tomes, 


Henry. 


Coles, 


Odontolog. 
Specimen of Salivary Calculus. 


Soc. Trans., XII, 2nd Ser., 1879-80. 
Crapper. 215-216. 


Odontolog. Soc. Trans., XIII, 2nd Ser., 1880-81. 
On Certain Constitutional Remedies in the Treat- 
meut of Inflammatory Conditions of the Vascular 
Tooth Structures, and of Neuraigia Arising 
Therefrom. Stocken. 120-136. Disc. 136-140. 


Odontolog. Soc. Trans., XIV, 2nd Ser., 1881-82. 
A Study on Diseases of the Teeth. (re Caries and 

Periostitis.) Dunn, C. W. 70-77. Abstract. 
Acute Periostitis. Sewill, Henry. 98-99. 


Odontolog. Soc. Trans., XV, 2nd Ser., 1882-83. 

The Characters of the Teeth in Persons of the 
Arthritic Diathesis. Duckworth, Dyce. 194-210. 
Dise. 211-215. 


log. Soc. Trans., XVI, 2nd Ser., 1883-84. 
WwW. A. 5-6. 


Odonto 
Periostitis. Hunt, 
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Soc. Trans., XVII, 2nd Ser., 1884-85. 


Odontolog. Wie wa 
eiss, - 


Remarkable Case of Salivary Calculus. 
loughby. 6-7. 


Odontological Soc. Penn. Trans., 1882. 
Chronic Pericementitis. Pettit, E. R. 163-164. Disc. 
1 65. 


Odontological Soc. Penn. Trans., 
In the Treatment of Pericemental ry 


Kirk. 73-74. 


Ohio State Dental Soc., Trans., 1877. 
Hereditary Absorption of the Gums. 76. 


Ohio State Dental Soc. Trans., 1878. 
Observations on the Teeth of Lepers and Others. 
(Peridental Divease.) Whitney, J. M. 46-48. 


Ohio State Dental Soc. Trans., 1879. 
Salivary Calculus and Its Concomitants. 
George. 18-25. 


Watt, 


Ohio State Dental Soc. Trans., 1 
Ammonia—Its Relations to Dentist — 
Calculus.) Watt, George. 49-57. 


(Salivary 


Ohio State Den. Soc. Trans., 1882. 
Dental Periostitis. Sample, E. F 
123 


16-22. Disc. 


Ohio State Jnl. Den. Sci., I, 1881. 
Sanguinary Calculus. Ingersoll, >. & 
Pulpless Teeth. (re Pyorrhea Alveolaris.) 

A. O. 335-340. 


189-195. 
Rawls, 


Ohio State Jni. Den. Sci., 882. 

Pyorrhoea Alveolaris. Rawis, A. 0. 36-41. 

Ammonia—-Its Relations to Dentistry. Watt, George. 
64-72. 379-382. 

Alveolar Abscess and Alveolar Ulceration. 
482.-483. Disc. 483-486. 

Salivary Calculus in Child Four Years of Age. 
Corres. 


Ingersoll. 
598. 


Den. Seci., Il, 
Black, e —s 9-16, 57-66. 
Periodontitis—Cause and Treatment. Campbell, J. 
3-158. 
Pathology. (Pyorrhea.) Clide, J. M. 384-386. 
Ammoniacal Degeneration. 494-495. Ed. 
IV, 1884. 


228-229. Corres. 
Harlan. 280. 


Ohio State Jnl. 
Phagedaena Pericementi. 


Ohio State Jnl. Den. Sci., 
Caleareous Deposit. Tullis, J. B. 
Treatment of Pyorrhoea Alveolaris. 

Clinie . 

Incrustations of the Teeth. 546-47. Ed. 
The Robinson Remedy. (Pyorrhea.) 593-596. Ed. 


Ohio State Jnl. Den. Sci., V, 1885. 
Robinson’s Remedy (?) Again. 99-100. 
The “=o Remedy. (Pyorrhea.) 

H. 184-186. Corres. 186-187. 
Rawls, A. O. 257-268. Dise. 


242. Corres. 
Harroun, C. 


Peaiiben "hieeraasle 
58-270. 

Pyorrhea Alveolaris. 384-389. 

Absurd? (That Lost Alveoli on “Be Reproduced.) 
392-393. Corres. 

Tartar, or Salivary Calculus. 415-419. Hd. 

The Catarrhal Nature of Pyorrhea Alveolaris. Pat- 
terson. 467-468. Dise. 469-470. 

Treatment of Pyorrhea Alveolaris. Atkinson, W. H. 
469. Disc. 469-470. 


Pennsylvania Jnl. Den. Sci., III, 1876. 
Suppurative Inflammation of the Gums, and Ab- 
sorption of the Gums and Alveola Process. 
Riggs, John W. 99-104. 
The Lead Line of the Gums. 345-346. Selected. 
Pennsylvania State Den. Soc. Trans., 1879-80. 
Some of the Causes of Loss of the Teeth in the 
Adult. (Gum Lesions.) Essig, Chas. J. 29-37. 


Pennsylvania State Den. Soc. Trans., 1882. 
Lesions of the Alveolus. Magill, W. B. 37-45. Disc. 


Practitioner (Dental), I, 1880. (See Vol. I, 
Independent 


Practitioner.) 
mene S ‘About Riggs Disease. Mills, George A. 377- 
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Practitioner (Dental), 
Chloride of. Zine. (For P 
Loose Inferior Le gg Ce 

man, J. 251-254. 


41-43. Ed. 


ke 
reatment. Hard- 


So 


Practitioner (Dental), III, 1885 
Dental Rheumatism. Chauveau. 155-161. Trans. 


Record (Den ~. 5 
The ee Rh c the Alveoli, 
Amenability to Treatment. Discussion. 


Record (Dental), 11 
Scrofulous Disease of the Gu Gums. 


Sewill. 125-126. 
557. Correction, Vol. III, 48. 


ae 


Keen, Edward. 26. 


ected. 
Acute _ Periostitis. 
Two Plates of Tartar. 


Record (Dental), III, 1883 
The Characters of the Teeth in Persons of the Arth- 
ritic Diathesis. Duckworth, Dyce. 270-278. Disc. 


278-280. 

A Case of General Hypertrophy of the Gums, Caused 
by Diseased Teeth. Evans, Henry. 

Treatment of Pyorrhoea Alveolaris. "imarien, A.W. 

Abstract. 

Dental ‘Periostitis. R ua, Jos. 514. Abatonet. 

Tartar and Its Remova ~ te the Teeth. Chupein, 
yA 14-515. Abstrac 

Extensive Exostosis of the’ Outer Alveolar Border. 
551-552. 


Record (Dental), IV, 1884. 
Pyorrhoea Alveolaris. Mills, G. A. 137. Abstract. 
Rigg’s Disease. Bodecker. 457-459. Disc. 459-460. 
Remarkable Case of Salivary Calculus Surroundin 

Three Lower Incisors. eiss, Willoughby. 


Record (Dental), 1885. 

General Grant’s yor (Pyorrhea and Abscessed 
Teeth.) Abbott, Frank. 206-207. ect 

a Gum Tissue Attached to the Palate 
> i Large Flat Pedicle. Williams, E. Lloyd. 

1. Dise. 271-272. 

The Sean Significance of Banton of the Gum. 
Allen, Harrison. 325-326. Abstrac 

A Case of Periodontitis Caused by , Batten, 
Clifford. 481. 

Mechanical Aids in the Treatment of Pocket Disease 
of the Alveolus. Farrar, J.N. 524-526. Abstract. 
Register (Dental), XXX, 1876. 

Diseases oF "the Gums and Treatment. 


Register (Dental), XXXI, 1877. 
Diseased Gums. Ingersoll, L. ¢. 


Register (Dental), XXXII, 1878. 
Dee "a Pathology. *(Pyorrhea Alveolaris.) 


52-54. Ed. 


229-238. 


Register (Dental), XX XIII, 1879. 
Discussion on The Effects of Systemic Diseases Upon 
the Dental Organism. (Disease of the Gums.) 


204-210. 
Discussion 2 Therapeutics. Local Action of Re- 
nts Upon the Diseased Conditions That 
= Abe a ga of the Alveolar Process and 


Gums. 


Register (Dental), XXXIV, 
Salivary Caleulus and Its 
George. 7-15. Dise. 31-34. 
New Scalers. 98-99. 
Discussion on Periodontitis: 
Treatment. 275-277. 
Carelessness or Ignorance wie? 
Diseased Gums.) 378-380. 


Watt, 


1880. 
Concomitants. 
99. Ed. 


Causes, Prognosis and 
(A Case of 


Register (Dental), XXXV, 
Riggs’ Disease, Pyorrhoea \ Mills, Geo. A. 


Alveolar Ulceration Distinguished From Alveolar 
Abscess. Ingersoll, 4. 

Perverted Taste Due to Salivary Calculus. Kempton, 
William D. 391. Trans 


Register (Dental), XXXVI, 1882. 
Ammonia—lIts Relations to Dentistry. (re Tartar.) 


att, -— - lec 
Loosening of t Teeth. 305-306. Corres. 
qonqenary Caleulus ? 466-467. 
icotine, and Its Action Upon the Teeth. (Tar- 
tar.) Hepburn, David. 
ed Calculus. Ingersoll, “L. C. 516-517. 
rres. 
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ster (Dental), XXXVII, 


Dental "Pathology. (Alveolar Ulceration.) Clide, 
J. M. 


Register (Dental), XXX VIII, 1884. 
Pyorrhes Alveolaris—The Result of Disease. Its 
Origin, Etiology, and Treatment. Mills, G. A. 


Harlan, A.W. 490-493. Disc. 


Carbolized Potash.) Rob- 
orres. 


Pyorrhoea Alveolaris. 
493-54 


The Robinson Domest. 
inson, J. A. 550 . 
Register (Dental), XX XIX, 1885. 

Salivary Calculus. Conlin, B. M. 

Affections of the Gum in Relation to “Other Diseases. 
Kaczorowski. 96. Selected. 

Pyorrhoea Alveolaris. Rawls, A.O. 213-225. Disc. 


(Hypertrophy of the Alveolus.) 
Pat- 


An Unusual Case. 
73. Ed 


“oto. ° 
The Catarrhal Nature of Pyorrhea Alveolaris. 
terson. 549-550. 
Pree and ——¥ Grafting. Atkinson, Wm. H. 
552. Abstract 


Review (Dental, Charlotte, Mich.), I, 1884. 
Aconite. Maxfield, Geo. A. 21. Selected. 


Southern Dental Jnl., I, 1882-83. 
Pyorrhoea Alveolaris. Rawls, A. O. 
Salivary Calculus. Dunavant, H. C. 
On the Causes and Treatment of Tartar. 

0. G. 166-170. Selected. 

Inflammation in the Sockets of 
300-302. Sefoctes. 

Riggs, J.M. 322-323. 

339-342. ‘Selected. 


15-21. Selected. 
30. Selected. 
Duncan, 


Case of Interest. 

Teeth. Rich. 
Pyorrhea Alveolaris. 
Ammoniacal Degeneration. 


Seuthern Dental Jnil., II, 
Pyorrhea. Rawls. i: 416. 
cism, Vol. III, 69. 


883-84. 
“Dice. 417-420. Criti- 


D64 GINGIVAE AND PERIDENTAL MEMBRANE 


Southern Dental Jnl., ILI, 1884-85. 
State of the Gums in Pre nancy. 117-118. Selected. 
ee of, Evocrnes lveolaris. Harlan, A. W. 
Dr. Richmond's Method of Relieving Periosteal In- 
flammation. 
Dr. Biggs, =. (re. Pyorrhea.) Riggs, John M. 
rres. 
— ~ y al Therapeutics. (Pyorrhea Alveolaris.) 
Rawls, A.O. 242-244. Disc. . 
neg wi (Pyorrhea Alveolaris.) Adair, R. B. 
bstract. Disc. 286-288. 
Riggs’ ee Bodecker. 411. Abstract. 
Com ination for the Treatment of a Al- 
veolaris. Robinson, J.A. 421. 
Discussion on Pyorrhea Alveolaris. 426-431. Selected. 
Muriate of Cocaine in Dentistry. (Removing Tartar 
From the Teeth.) 523-524. Selected. 


Southern Dental Jnl., IV 
Pyorrhoea "Alveolaris Treated bei Dr. Riggs. Riggs. 


100-107. Disc. 107- 
133-144. Disc. 


Harlan. 
ected. 
Pyorrhoea Alveolaris. Rawls, A. O. 


242-248. 

Riggs’ Disease. Adair, R. B. 181-188. 

Case of Pyorrhoea Alveolaris. Le i 

Lost Alveoli Reproduced. 

The Catarrhal Nature of Prorrliea ,R ~~ 
terson. 417. Abstract 

Pyorrhea and spenge Grafting. Atkinson, Wm. H. 
417-418. Disc 

Incrustations on the Teeth. Watt, Geo. 460. 


Texas Dental Jnl., I, 1883. 

Pericementitis. (Its Manifestations in the Oral Cav- 
ty, and Its Serious Effects Upon the General 
Health.) Mills, G.A. 13, 25-26. 


Texas Dental Jnl., III, 
Inflammation. Spalding, ‘ct . 63-64. Selected. 


Pyorrhoea Alveolaris. 
23. Sel 


+ pat 


D65 Alveolar Abscess. 


Resection of Roots. Root Cysts. Granuloma. 
See D73, Replantation in treatment. 


Advertiser (Dental), IX 
Treatment of Periostitis. a A. M. 


dvertiser (Dental), XV, 1884. 
The . of Acute pW A Abscess by Sul- 
pharet of Calcium. Snow, George B. 37-40. 


dvertiser (Dental), ty S 
Menthol in Dentistry. (In Cases ‘of Pericementitis 
eo Seas Abscess.) Phillips, C.E.H. 118. 
t 


145-146. 


Alabama State Asen. 
Engorgement r-§ the A Astrum, bien ~y *- — Abscess. 
& 
Report of Committee on Operative Dentistry. (Fill- 
ing Teeth; Treatment of Abscess.) Locke. -34. 


American Dental Assen. Trans., 1882. 
Hyésogee Dioxide. (In the Treatment of Alveolar 
Abscess.) Harlan, A.W. 70-73. Dise. 73-93. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Painless Opening of Abscesses. 42, 143. Selected. 
sae ~~ of Calcium. (For Abscesses.) 383-384. 
Case, = of Alveolar Abscess. Woodward, C.A. 393. 
pe. Abscess, Dependent on Diseased Teeth. 

Pollock, G.D. 443-456. Selected. 


American Jnl. Den. Sci.. XI, 3rd Ser., 1877-78. 
Alveolar Abscess. Turner, J. A. 226-229. Selected. 


American Jnl. Den., Sci., XII, 3rd Ser., 1878-79. 
ee - — hg Periostitis. Holmes, A.M. 328-329. 


Smith, D.D. 404-413. Sel- 


Their Cause 
446. Selected. 


Alveolo-Dental Abscess. 
t 


ected. 
Inflammation, Abscess and Necrosis: 
and Treatment. Porter, J.M. 433 


American Jnl. Den. Sci., XIII, 3rd Ser., 187 
Alveolar Abscess—Origin, Prevention and Treatment. 
Coyle, John H. -459 Selected. 


America Den. Sci., XIV, 3rd Ser., 1880-81. 
Death of the i Pulp Provoked by External 
Violerce. Dop._ G. at Trans. twee 
Alveolar Abscess. Priniey. M F. Selec 
Abscess Causing Swelling in the -m@ ~, Re- 
gion. Walker. 97-99. Disc. 99-100. 


American Jnl. Den. Sci 3rd Ser., 1881-82. 
me wt Treatment of nays Abscesses. Pease, 


289-302. Select 
Treatment of Teeth With Dead or Dying Pulps; Also 
Treatment of Alveolar Abscess. Townsend, H. 
302-317. Selected. 
Now Jrestment of Abscesses. Smith, Steven. 431- 


Friedrichs, A. G. 536-546. Selected. 


Alveolar Abscess. 
566-570. Selected. 


Root-Fillings, Abscess, Etc. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
How to Treat Alveolar Abscess. Carpenter, L. D. 
29-32. Selected. 


A New Cure for Alveolar Abscess. Coffin, Walter. 47. 

Treatment of the Teeth With Dead or Dying Pulps; 
flee Beepepent of Alveolar Abscess. Townsend, 

On Dental Fistula. Cacciaouerra, Chevalier. 417-419. 
Selected. 


Alveolar Abscess, Its pinthte and Treatment. 
Watson. 544-552. 508-557. Selected. 
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American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
In | Treatment of Alveolar Abscess, is the Fossage 
of an Escharotic, or Even Disinfectant Beyond the 
—— Apices Im ratively Requisite? Brewer. 
Frank. 49-56. Selected. 
The Effects of Maiarial Poisoning on the Dental 
Pulp. Klump, J.A. 465-469. lected. 


American Jnl. Den. Sci., XVIII, 3rd Ser., 
Anatomical Reasons for Dento-Alveolar Tictees of 
the Hard Palate. 330-333. Selected 


American Jnl. Den. . 3rd Ser., 
out of the Pulp ina Portecthe' Sound Téoth'F LL -. 
n Unknown Cause. Edwards, H.H. 33-38. Sel- 


ected. 
me ~~ v. Extraction. Bate, C. Spence. 348-354. 


-Seated Abscesses Without puter: 


ected. 
Treatment of Dee 
arshall, John S. 370-374. Select 


nal Incision. 


Archives of Dentistry, I, 1884. 
Alveolar Abscess. Atkinson. 36-37. Selected. 
Alveolar Abscess Treated by Amputation of the 
Roots. Dunn, C.W. 121-122. lected. 


Archives of Dentistry, II, 1885. 

Acute Abscesses. 470. Selected. 

Paper on Hydrogen Peroxide. (In Alveolar Abscess 
and Root Canal Work.) Mayr, Charles 542-545. 


British Dental Assn. Jnil., I, 
Abscesses of the Cornea Treated — es Steam. (re 
Alveolar Abscess.) Wolfe, J. R. 


British Dental Assn. Jnl., II, 
Antiseptic Treatment of Sitecioe < —-* 
wood, Arthur S. = -49. Selected. 


Dental Fistula. 295-306 
Piece of Wood Causing Abscess. Harding, Hilditch. 


Under- 


459. 

Chronic Suppuration Connected With the Teeth. Hep- 
burn, David. 461-462. Disc. 463. 

Alveolar Abscess. Dean. 579-581. Disc. 581-582. 


British Dental Assn. Jnl., III, 1882. 
An Investigation Into the Effects of Organisms Upon 
the Teeth and Alveolar Portions of the Jaws re 
Caries and Alveolar Abscess. Underwood, Arthur 
S. and Milles, W. J. 11-18. 
The Influence of Septic Organisms on the Production 
of Dental oneneee. (Alveolar Abscess.) Tomes, 


Charles. 


British Dental Assen. Jnil., IV, 1883. 

The Pathology and Treatment of Alveolar Abscess. 
Watson, G.W. 154-136. Abstract. Disc. 136-138. 

Case of Dames "of —oreeed Maxilla. White, 
Wentworth. 272-275. 

On the Treatment of Alveolar Abscess. Bate, James 
Rogers. 452-454. 


British Dental Assn. Jnil., 1884. 
A New Mode of Treating Dead’ Teeth and Alveolar 
Abscess. Whitehouse, Walter. 163-164. Disc. 164- 


168. 
Extensive Alveolar Abscess of Obscure Origin. Mum- 
mery, J.H. 362-363. 


British Dental Asen. Jnil., VI, 1885. 
Death ~ tor Alveolar Abscess. Colombe. 117. Sel- 
ected. 
Excision versus Extraction. (Amputation f Boots) 
e, C. Spence. 552-557. Disc. 509-511, 571-576. 
The Treatment of Deep-Seated Abscesses "Without 
——— Incision. Marshall, John 8S. 672-675. 
ected 


British Jnl. Dental Science, XIX, 1 
Casgert, Acid. (In Alveolar Abscess.) 


Discussion on Alveolar Abscess Dependent on Dis- 
eased Teeth. 640-643. 


British Jnl. Dental Science, XX. 
Treatment of Abscesses by a Forcible "injection of 
Carbolic Acid. Hupt. 23-24. 
Abscess. 116-117. Selected. 
Radical Cure - Alveolar Abscess. 
732-734. Dise. 734-735. 


British Jnl. Dental Science, XXI, 1878. 
Treatment of Periostitis Consequent on the Death 

of the Tooth-Pulp. Balkwill, F. H. -5A. 
Periodontitis From Devitalization of the 

Pulp by A arrett, Ashley. 230-231. 
Acute Perlostitis. Orphoot. ‘244-246: 


876. 
Bate, James. 


Hutchinson, J. 8. 
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British Jnl. Dental Science, XXIV, 1881. 

On Maxillar “Abscess and Necrosis in Childhood. 
Owen, Edmund. 91-93. 

Treatment of re With Dead Pulps and Alveolar 
Abscess. Koch, C.R.E. 118-122. Selected. 

Alveolar Abscess. a rsoll, L.C. 352-363. Selected. 

Abscess in the Mouth Connected With Bare Bone: 
Rapid and Sapte Recovery. Morris, Henry. 
460-462. Selected. 

On the Use and Abuse of Some of the Medicaments 
Employed in the Local Treatment of Diseased 
Dental Pulp and Alveolar Abscess. Matheson, 
Leonard. - ra 

Abscess From a Wood- -Splinter. Harding, Hilditch. 

Chronic Suppuration Coanocted, Paty the Teeth. 
Hepburn, David. 628-630. 630. 

Alveolar Abscess. Dean. 

On Alveolar Abscess. Dean. 

The oe Bvaceation. of Alveolar Abscess by a New 
Met Coffin, Walter. 952. 

Maxillary Abscess. Goodwillie. 1044-1045. Selected. 

Case of Alveolar Abscess and Injury to the Inferior 
Dental Nerve. Weiss, Willoughby. 1136-1138. 








British Jnl. Dental Science, XXV. 

The Removal of Stumps bag Ne = Ny to Chronic 
Alveolar Abscess > Tuberculous Patients. 
Blandy, Henry. 12-1 

Treatment of Teeth With ‘Dead or D ing Pulps also 
ieee of Alveolar Abscess. ownsend, H. H. 
131-135. Selected. 

Acute y A gee. 506-507. Selec 

Haemorrhage and Gongs ne From a Cartoys Tooth. 
Byrd, illiam A. 1016-1017. Selected 

On Dental Fistula. Chevalier. 1194- 

1196. Trans. 


Cacciaouerra, 





British Jnl. Dental Science, XXVI, 
On Some Scientific Problems of Dental’ Sarever. 
(Alveolar Abscess.) Tomes, C.S. 105-114. 133- 


134. 4 

Alveolar Abscess Bursting Behind the Velum Palati. 
Weiss, F. Henri. 222- 

and Fp of Alveolar Abscess. Wat- 


Patholog 
son, G. 2 

Some Varieties of Alveolar Abscess god. Their Atten- 
dent Circumstances. Paterson, W. B. 359-366. 

Case of Periostitic Abscess of Lower Jaw, With 
Spontaneous Haemorrhage ; Ligature of Common 
Carotid; Death. ect 

Modern Treatment of Blind ‘Abscess. Reid, James G. 
626-628. Selected. 

Rutterford’s New Alveolar Abscess Syyem. ve = pig 

Treatment of Alveolar Abscess. Bate, J. Roge 


British Jnl. Dental Selene XXVIII, 1884. 

Alveolar Abscess. Atkinso 29. lected. 

Dental Fistula Following “Typhus. Parreidt, Jul. 86. 
Selected. 

Alveolar Abscess Cpeatng Into the Antrum and Nasal 
city 5» ae. Chronic t.~ Catarrh. Mar- 
sha Ss. 

Alveolar Abscess fronted by Amputation of the 
Fangs. Dunn, C. W. 

New Mode of Treating Dead Teeth and Alvecine 
Abscess. Whitehouse, Walter. 238-240. Disc 


Amputation of the Root of a Molar. Harper, John 


Radical and Heroic Treatment of Alveolar Abscess 
by Amputation of Roots of Teeth. Farrar, J. N. 
-468. Selected. 
Case of — Alveolar Abscess. Mummery, J. H. 
Case of Spontaneous and Rapid Necrosis of the Pulp. 
. S. Francis. 1007-1008. 


British Jnl. Dental Science, XXVIII, 1885. 
Phlegmonous Swelling in the Neck and Empyema, 
the Result of Alveolo-Dental Periostitis After 
the Extraction of a Tooth. Vigot, A. 27- 
Menthol Crystals. Flagg. 736. Selected. 
A Case in Practice. (Palatal Root Trouble.) Ives 


900. 

Submaxillary Adeno-Cellulitis Sub-Periostial Abscess 
of the Jaw. Verneuil. M. 946- 

Retro-Mental Fistula. Richet, M. 969-970. Abstract. 

The Treatment of Deep-Seated Abscesses Without 
Bxtoraal Incisions. Marshall, John S. 1049-1051. 


lected. 

Periosteal Cysts and Dental Abscesses. Their Analo- 

es and Their Dissimilarities. David, M. Th. 
1129-1131. Abstract. 
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Califo: 8S. Dental Assn. Trans. 
Necrosis; Alveolar Abscess. Atkinson, 
277-281. Corres. 


1879. 
William H. 


California 8. Dental Assn. 

Economic Treatment of Two Superior C Central In- 
cisors Affected With Abscess, With Pulps Cal- 
cified. Brewer, F. A. 23-26. 


California 8. Dental Assn. Trans., 
Operative Dentistry. (Treatment of , Ab- 
ootes ont poeteentas Inflammation.) Richards. 


Calif. 8. Den. Assn. Trans., 1882-83-84-85. 

The Tendency of Arsenic as Applied to Dental Tissue 
to Develop Pericementitis, and Its uence, Al- 
veolar Abscess. Brewer, Frank A. -147. 


Soc. Trans., 


California 8. Odontolog. 
M.J. 129- 133. 3 ise. 


Alveolar Abscess. Sullivan, 
33-148. 


mos (Dental), XVIII, 1876. 
The —. of the Career of Alveolar Abscess. At- 
kinson, Wm. H. -280. 
Discussion on Abscesses With Live Pulps. 459-460. 
Case of Alveolar Abscess. Raymond, E.H. 514-515. 


Dise. 516-518. 
Radical Treatment of Alveolar Abscess. Farrar, J. N. 
582-584. 1 illus. 


Cosmos (Dental), XIX, 1877 
Case of Soveemae Abscess. Woodward, C.A. 10. Dise. 


Case of Abscess With Live Pulp. Perry, 8. G. 136- 
137. Dise. 137. 

Abscess of Cheek. 166-167. 

Treatment of Periodontitis. 278-279. 

Abscess From Putrescent Pulp. 331. 

Treatment of Abscess. 333, 501-502. 

seer» eel Abscess Syringe. Farrar, J.N. 
Cat With Abscessed Teeth. Mills, Wm. A. 
Treatment of Alveolar om Brackett. 


Correction, Vol. XX 


560. 
635-637. 


Cosmos (Dental), XX. 1878. 
Case of Severe Abscess. Abbott, Frank. 


59. 

Can a Tooth Retain Its Vitality After the Formation 
of an Abscess? 238-239. 

Alveolar Abscess and Necrosis—Sulphuric Acid ver- 


sus Creasote. Farrar, J. N. 366-373, 414-422, 489- 


4H 
Sulphurus Acid in the Treatment of Abscesses. 402. 
Dental Abscesses and Fistulae. 443-451. 

Effects of Sulphuric Acid on Living Bone,—Vivi- 
section Experiments. Farrar, J.N. 531-534. 
Death From a Carious Tooth. 571-572. 
Alveolo-Dental Abscess. Smith, D.D. 633-639. 

Cosmos (Dental), X XI, 1879. 
Cases of Abscess With Living Pulp. 
Dise. 160-161. 


Mills. 160. 


Cosmos (Dental), XXII, 1880. 
Treatment of Fistulae and Scars of the Cheek. 107. 
Abscess of the Mouth. 107-109. 
Amputation of Lingual Root of Upper Molar. 
Dwinelle, W.H. 184-185. Disc. 185. 
Significance of Tension in Abscesses. 219. 
Redical Treatment of Alveolar Abscess. 
N. 376-383. 10 illus. 
New Observations in Mycosis. —wr yy of Ab- 
cess Discharge. Israel. James. 471. Trans. 
Abosess_ Bone the Lower Eyelid of Dest Origin. 


—_ and Uleerous Tooth. Pinkham, W.E. 563- 
Treatment of Abscess Case. Bodecker, C.F. W. 646. 


pposed Malignant Tumor of the Antrum From a 
(Abscess.) 672. 


Farrar, 


Carious Tooth. 


Cosmos (Dental), XXIII. 1881. 
Case of Alveolar Abscess. Hartlevan. A.V. 112. 
Antiseptic Treatment of Abscess. - 666. 
Maxillary Abscess With Complications. (With Be 
poste of Cases.) Goodwillie, D.H. 393-401. Dise 


434-436. 
On ae? Abscess and Necrosis in Childhood. 
Chronic Suppuration Connected With the Teeth. 663- 
Antiseptic Treatment of Abscess. 665-666. 
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Cosmos (Dental), XXIV, 1882. 

Fistula Beneath the oun of Four Years Standing. 
Abscess. 162-1 

Hemorrhage and Gangrene From a Carious Tooth. 
Abscess.) 551-! 

Case of Abscess. Bodecker, Cc. F.W. 587-588. 


os (Dental), XXV, 
Two Cases of a Rh as uY prgeult of Neglected 
Alveolar Abscess. Talbot. 
Treatment of Abscesses by ais of Alcohol. 440- 


441. 
me Abscess. Atkinson, Wm. H. 631-638. Dise. 
Capsicum Bags. Foulks, Wm. C. 678-680. 


Cosmos (Dental), XXVI, 1884. 

a of Alveolar yy iB, With Fistula From 

rescent Pulp. Gilbert, S. Eldred. 61-62. 

anvesion ‘Abscess Opening Into the Antrum and Nasal 
Cavity a ng C Chronic Nasal Catarrh. Mar- 
shall, John S 

ey and Heroic Treatment of Alveolar Abscess 

Ampetetion of Roots of Teeth. Farrar, J. N. 

est 135-139. 6 illus. 


Tubular “Abscess Knife. Rollins, William Herbert. 


127. 3 illu 
Amqnaiee of Roots for Cure of Abscess. Mann, Geo. 


Treatment of Abscess. Latimer. 290-291. 
Alveolar Abscess of Obscure Origin. 700. 
Alveolar Abscess. 722-732. 


mee & Dental), XX VII, 1885. 
To ho an Abscess Without ‘a Cicatrix. 
Disease of the Nose ey pi niarz ote to a Tooth. (Ab- 


scess.) Goodwillie, 
An Exhaust Syringe. Tree decstmont « Alveolar 
Walter. 445-447. illus. 


Abscess.) tarr, R. 
The Treatment of Deep-Seated } aay Without 
External Incision. arshall, John S. 590-594. 
Curious Case of Epistaxis as From an 

Abscessed Tooth. Johnson, H.E. 704. 
Cone Abscess. Wyeth, John A. 746-747. Disc. 747- 


Dental Office & fab.. VI, 2nd Ser., 1882-83. 
Alveolar Abscess. Jan. 5. 
Discussion on Complicated Alveolar Abscess. 
2-3. Comment, Oct. 


July. 


Dental Office & Lab., VIIT, 2nd Ser., 1884-85. 

Alveolar Abscess. Harlan. Jan. 4. 

Eugenol and Sanitas Oil. (For ‘Alveolar Abscess and 
Pyorrhea Treatment.) Oct. 6. Selected. 


Dental & I, 18 
Treatment of -- +4 Tooth, Stockton c. 8. 111. 





Facts (Dental), I, 1885. 
Alvesies Abscess of Obscure Origin. Mummery, J. H. 
pril. 15. Selected 


Herald of Dentistry, I, 1881-82 
Alveolar Abscess. Friedrichs, A. G. April. 7-10. 
Herald of Dentistry, Il, 1882-83 
The Removal of Stumps Giving Rise to Chronic Al- 
veolar Abscess in Tuberculous Patients. Blandy, 
Henry. July. 4. 


Tilinols State Dental Soc. Trans. 
Treatment of Teeth With ped Paine a and Alveolar 
Abscess. Koch, C. R. E Dise. 44-52. 


Illinois State Denta’ 

Treatment of Teeth With SOead or Or D i ‘Pul 
Treatment of Alveolar Abscess. ownsen 
28-41. Dise. 41-47. 


linols State Dental Soc. Trans 
Perindontitio Cause and Treatment. 
176-181. Dise. 181-183. 


asta, J. 


Illinois State Dental Soc. T 1833 
Treatment of Chronic Alveolar Abecess. Sitherwood, 
G.D. 152. Clinie. 


Independent Practitioner (Dental), II, 1881. 
Alveola Abscess. Taft, J. 199. 


Incident of F Practitioner (Dental), III, 1882. 
An Incident of Practice. (In re an Alveolar Abscess.) 
Francis, C. E. 567-568. 
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Independent Practitioner (Dental), VI, 1885. 

Proliferation of Epithelium in an Alveolar Abscess. 
Miller, W.D. 5-7. 2 iNus. 

Abscess. Brophy, T. W. 251-252. Clinic. 

A “ee Caused by Alveolar Abscess. Brophy, T. W. 


me 2 in | Demstetey. (Alveolar Abscess.) Phillips 


Indiana State Dental Assn. Trans., 1883. 
Treatment of Ulcerated Teeth Preparatory to Per- 
manent Filling. Gilbert, W.H. 14-16. 


a State Dental Soc. Trans., 
po Abscess. Ingersoll, L. C. 


Iowa State Dental Soc. Trans., 1885. 
Discussion on Diagnosis * Treatment of Alveolar 
Abscess Without Fistula. 65-81. 


Items of Interest (Dental), Il, 1 

Is Alveolar Abscess the Cause or the “Result of the 
Death of the a of the Tooth? 

Is Alveolar Abscess aunt by Inflammation of the 
Alveolar Process? 


1880. 
44-56. Disc. 56-62. 


Dental), III, 1881. 


Items of Interest 
ecurrence of Abscess.) White, 


A Case to Diagnose. ( 
B.W. 2. 


Items of Interest (Dental), IV, 1 
New Cure for Alveolar Abscess. 
Alveolar Abscess. Dean. 66-67. 


Items of Interest (Dental), VI, 1884. 
Peroxide of Hydrogen. (For Abscess.) 397. 
The Treatment of Blind Abscess. A. W. 398. 


Items of ge | (Dental), VII, 1885. 
Chronic Di (A ) Ingersoll, L.C. 45-46. 
Coseg ond Bleaching an Abscessed Tooth. Watkins, 
8S. E.G. 126-127. Corres. 


s (Dental), 
Death” of the Dental Pulp Provoked by External 
wa Abscess; Pulp Treatment. Dop, 


Jairus (Dental) : 
Alveolar Abscess. RR L.C. 190-201. 
Discussion on Residual Alveolar Abscess: 

Treatment. 337-340. Selected. 
Necrosis of the Teeth. Hunter, W. H. H. 

Dise. 506-508. 


Jairus (Dental), III. 1882. 
Sablata Causa Tollitur EMectus. 
for Alveolar Abscess.) Bowne, 
Discussion on Use of Peroxide of Hydrogen in Treat- 
ing Chronic Alveolar Abscess. 166. 
Abscesses: Ulceration. CootGee, J. B. 190-192. 216- 
218, 244-246. (Cont. in Vol. IV.) 


Jairus (Dental), IV, 
Abscesses : sarees. 
idge J. B. 42-47, 


Johnstons’ Dental Miscellany, III, 18 
Alveolar Abscess. Stephens, Mordaunt. ii 158. 
Alveolar Abscess, Dependent on Diseased Teeth. 
Pollock, G. D. -474. 


Johnstons’ Dental Mieetnaye 
Alveolar Abscess. Mu IL. 
Abscess With ‘Antral. "Complications. 


Wm. 22-23. 
Incipient Periostitis. Mills. 269. 


Johnstons’ Dental Miscellany, 1879. 

Discussion on Treatment of =. Npulpe and Al- 
veolar Abscess. 

Latent Alveolar Abscess, and Its Treatment. 
ard, F. B. 452-455. 

Certain Conditions of Dead Teeth. 
457-462. Disc. 462-465, 


Johnstons’ Dental Miscellany, 

The Comparative Value of Sul AS "acta and Cre- 
osote in the Treatment of Alveolar Caries. Far- 
rar, 480-485. 


Luminary (Dental), I, 1879-80. 

Alveolar Abscess. Holmes, J. 

en es Xs Causes and Remedies. Holmes, W. 
13-14. Dise. 32. 

Coyle, John H. 30-31. 


Coffin, Walter. 51. 


Harlan, 





Selected. 
Cause and 


497-501. 


(Removals of Roots 


"Cont, from Vol. III.) Cool- 


Vv, 1878. 
Fishbough, 


How- 


Tomes, C. S. 


pra_ “Ss Abscess. 


Laminary (Dentad. 
Alveolar Abscesses. 


Luminary (Dental), IV, 1882-83 

Chronic Headache and Neuralgia Caused by an 
Absces: Tooth and Relieved by Treatment of 
the Abscess. 

History of an ‘Abscessed Tooth That Had Made a 
Fistulous Opening Through the Submarillary 
Bone to the Outer Surface. 60. 


Il, a 


oyall, 8. Corres. 


Luminary a 
Cases in Practice. 
Alveolar Abscess Simulating 


Luminary (Dental), VI, 1884-85. 

Treatment of Blind Abscess. Harlan. 3. 

Carbolic Acid in the Treatment of Abscesses. Tag- 
gart. 59. Selected. 


Michigan State Den. Assn Trans., 1879. 
Alveolar Abscess. Finley, M. F. 18-22. Dise. 2- 


Surgery. (Abscess; Necrosis.) Douglas, Isaac. 47- 


MAbscéss) “Toole, J. 57-58. 
‘atarrh. Marchal 58. 


Missouri Dental Jnl., IX, 1877. 

A Tooth Without a History. (Operation for the 
Cure of Abscess.) 104-107. 

Alveolo-Dental Sestectiee. Pietkiewicz, Valerian. 


"(Treatment of an Abscess.) Keith. 


599-603. Tra 
An Experiment. 
634. 


Missouri Dental Jnl., 
Gelseminum in Acute Periestitia: 
480-481. 


Nichols, Gorton. 


ssouri Dental Jnl, XI, 1879. 

Radical and Heroic Treatment of Alveolar a. 
Farrar, J. N. 181-187, 2 illus; 241-249, + 
301-306, 3 illus; 363- illus; 423-428, 1 illus; 
483-491, 8 illus; 545- 550, 2 illus. 

Acute and Chronic Alveolar Abscess, A bo Remarks 
on the Filling of Roots. Darby, EB. P. 

Pathology and Treatment of Teeth After 8 wr * 
=e Death of the Pulp. Ingersoll, L. 491- 

Tomes, C. S. 681-683. Disc. 683- 


Dead  ireeth. 
685. 


Missouri Dental Jnl., XII. 1880. 
Alveolar Abscess. Finley, M. F. 207-211. Disc. 211- 


Alveolar Abscess. Ingersoll, L. C. 547-559. Dise. 
559-565. 


uri Dental Jnl., XIII, 188 
Ulceration Bistinguisned “From Alveolar 


Ingersoll, 
(Alveolar Abscess.) Keith, H. 


Alveolar Abscess. Dean. wg lh Dise. 560-561. 


Dental Jnl., XIV, 
th ey or Dying Ae 
.Y 


Misso 
Alveolar 

Abscess. 
Cases in Practice. 

H. 412-418. 


Missouri 

Treatment of Teeth Wi 
ae ee of Alveolar 

H. Jan. 8-21. Disc. 22-28. 

Fistula’ Woes the Face. Talbot, Eugene S. Jan. 
48-49. Clinic. 

Absorption of Abscessed Roots. 119. Case Report. 

Missouri Dental Jnl., XV, 1883 

One a = 1 Bengere of Alveolar Abscess. Block, J. 

Sept. 


Mon’ Review of Den. Surgery, IV, 1876. 
Alveolar Abscess. Stevens, Mordaunt. 349 
Periostitis Dentalis. Scheff, Julius. 416-418, 443- 


445. 
General Alveolar Periostitis. 484-486. Selected. 
Pathology of Peridontitis. Barrett, W. C. 553- 


Monthly Review of Den. 8 
Tumours and Abscesses, Causes and 
aA BO 
A ar scess. ndent on 
“Pollock, G. D. 318-326. Dise. 290-204. Se- 
ected. 


Monthly Review of Den. Su 


— of the Dental P oe Fy “he e Result. 
Kekwick, J. F. 204-266. 


adical Cure of Alveolar Abscess. Hutchinson, 8. 
J. 324- Dise. 326-327. 


. V. 1876-77. 
reatment. At- 
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Review of Den. 
Resulting From 
Barrett, Ashley. 


Review of Den. Surgery, 
Abscess. omes, C. S. 493-496. Disc. 


National Dental Assn. Trans., 1879. 
Alveolar Abscess. Coyle. 12-15. Dise. 15-21. 


New England Jnl. Dentist 
ome an Abscessed Bicuspid. 


Surgery, VII, 
Devitalisation of the 
169-170. 


VIII, 1879. 
496-499. 


Monthly 
Peridontitis 
Pulp by Arsenic. 
Monthl 


» I, 1882. 
187. Answer, 187. 
Treatment of Alveolar Abscess. Harlan, H. W. 
292- Dise. 294-297. 


Odor in Those Cavities and Abscesses of Teeth Con- 
seinieg Ichor or Sanious Pus. Mayr, Charles. 


New England Jnl. Dentistry, Il, 1883. 
Periodontal Abscess Involving the Antrum. 657- 

58. Dise. 58-59. 

New England Jnl. 9 a Ill, 1884. 
Aconite. Maxfield, George A. 14-18. 

New York a. font Sec. Trans., II, 1876. 
Abscess. Hill, O. foot 
Case of © ee & the Teeth. Dwinelle, W. H. 


105-1 
Case of Fistulous Opening and Abscess. Perry, S. 
G. 110-111. 


New York Odontological Soc. Trans., III, 1877. 
Periostitis. Jarvie, Wm. <> 


Abscess. Abbott, Frank. 

New York Odontological Soc. Trans., VI, 1880. 
Amputation of Dead Roots. as Ww. & _%. 
Alveolar Abscess. Bodecker, C. W. 61-62. 

New York Odontological Soc. Trans., 1881. 
Maxillary Abscess, With Complications. Goodwil- 

lie, D. H. 77-85. Dise. -87. 

Root Treatment. Dwinelle. 140. Dise. 140-142. 


New York Odontological Soc. Tran 1882. 
Acute Inflammatory Condition of the Entire Surface 
of the Mucous Membrane of the Oral Cavity. 


Mills. 60-61 
Abscess. Mills. 61-62. 
Disorganization of the Dental Pulp. Rich, John 
B. 86-89. Disc. 89-99. 
Trans., 1883. 


New York Odontological Soc. 
E. Cc. 5. Cor 


Baxter, res. 


Abscess. 
New bt Odontological Soc. Trans., 1885. 
Abscess. “rem John A. 
Atkinson. 


123. 
Fistula at the Symeeree of the Chin. 
129-132. Dise. 132-134. 


New York State Den. Soc. Trans., 1877. 
Discussion on Alveolar Abscess. 90-91. 

New York State Den. Soc. Trans., 1884. 
Anatomical Reasons for Dento-Alveolar Abscess of 

the Hard Palate. Line, J. Edward. 86-89. 


News, (Dental, Knightstown, Ind.), I, 1877-79. 
Cantharidal Collodion. June. b 
Alveolar Abscess. Nourse, J.L. Aug. 3. 
Creosote in Ulcers. April. 4. Selected. 


News (Dental, Knightstown, Ind.), Il, 1879-80. 
Periostitis. Its Causes and Remedies. Holmes, W. R. 


4-65. 
Onigie. Eeqvention and Treatment. 


Alveolar Abscess. 
Coyle, Jno. H 
Scheff, Juliss. 97-98. 


Periostitis Dentalis. 


Latent Alveolar Abscess and Its Treatment. Howard, 
F.E. 112-113. Selected. 
News, (Dental, Knightstown, Ind), III, 1880-81. 


A Case of Malformed Teeth, and a Scar Upon the 
Cheek From an Ulcerated Tooth. Ottofy, Louis. 
25. Corres. 


News (Dental, Knightstown, Ind.), IV, 1881-82. 
Discussion on the Treatment of Alveolar Abscess. 
ect 


Incipient Alveolar Abscess. Gordon. 40. 
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nightstown, Ind.), V, 1 


News, (Dental, 
r Abscess. Coffin, * Walter. 


A New ~ Zi for p-—~ 
2. 

The Radical ‘Cure of fpvocter Abscess. 
S.J. April. 2. Abst 

Discussion on A, a Avecter Abscess. April. 

Abstract. 

The Removal of Stumps Giving Rise to Chronic 
Alveolar Abscess in be ge Patients. 
Blandy, Henry. Sept. 1. Selected 


News, (Dental, Knightstown, Ind.), 
Treatment of Alveolar Abscess With Fistula 
Putrescent Pulp. 11. 
Formula for Abscess Treatment. Gilbert, S.E. 13. 
Selected. 


Hutchinson, 


From 


News, (Dental, Knightstown, Ind.), a 1884-85. 
Treatment of Blind Abscess. Harlan 
Peroxide of Hydrogen. (For the Care ar Biina Ab- 


seess.) Chace, James. 33-34. Corres. Selected. 
Alveolar Abscess. Haine. 62. Selected. 
Alveolar Abscess. Crawford, Jas. Y. March. 149-152. 


Alveolar Abscess is by Amputation of the 
Fangs. Dunn, C. W. May. 5-6. Selected. 


Odontographic Jnl., I, 1880-81. 

Discussion on Conventional (Dental) Decorum. (re 
Dr. Black’s Illustrations of the Various Forms 
of Alveolar Abscess.) 47-48. Selected. 


Odon raphic Jnl., III, 1882-83. 
Iodid of Zinc. Harlan. 16-17. Selected. 


Odontographic Jnl., V, 1884-85. 
Anatomical Reasons for Dento-Alveolar Abscess of 
the Hard Palate. Line, J. Edw. 142-145. 
Alveolar Abscess. Chase. 168 


Odontolog. Soc. Trans., IX, 2nd Ser., 1876-77. 
Alveolar Abscess, Dependent on Diseased Teeth. 
Pollock, G. D. 7-27. Dise. 28-39, 


Odontolog. Soc. Trans., X, 2nd Ser., 1877-78. 
The Radical Cure of a Y wen Hutchin- 
son, 8. J. 9-19. Dise. 
Periodontitis, Resulting Res” Derenthatinn of the 
Pulp by Arsenic. Barrett, Ashley. 103-105. 


Odontolog. Soc. Trans., XIII, 2nd Ser., 1880-81. 
Fragment of Wood in the Fang of "of 2 som Causing 
Abscess. Harding, Hildite 
Chronic Suppuration Connected with Ts Teeth. 
(Alveolar Abscess.) Hepburn, David. 185-199. 
Dise. 200-202. 


Odontolog. Soc. Trans., XV, 2nd Ser., 1882-83. 
The Influence of Septic Or omy in the Production 
oe Diseases. bscess.) Tomes, Charles. 


Trans., XVI, 2nd Ser., 1883-84. 


Odontolog. Soc. 
Mummery, J. 


Case of Extensive Alveolar Abscess. 
H. 258-260. 


Ohio State Dental Soc. Trans., 1% 
Carbolic Acid and Residual Alveolar / 
ner, J. H. 37-39. Disc. 39-42. 


War- 


Ohio State Dental Soc. Trans. 
Discussion on a Alveolar , et Cause and 
Treatment. 75-78. 


Ohio State Jnl. Den. Sci., I, 1881. 
Discussion on Alveolar Abscess. 87-91. 


Vangene Treatment of Alveolar Abscess. Sage, 8. 
210-214, 324-332. 
Ohio State Jnl. Den. Sci. 
Inger- 


Alveolar Abscess, and yt — Ry Uleeration. 
soll. 482-483. Disc. -486. 


Ohio State Jnl. Den. Sci., III, 1883. 
A New Departure. (Treatment of Alveolar Abscess.) 


Pease, W A. -31. 
Case of Fistulous Opening Due to a Molar. Carr, 
Isaac N. 146-148. Corres. 
Campbell, J. 


Periodontitis—Cause and Treatment. 
153-158. 


In the Treatment of Alveolar Abscess, Is the Pass- 
age of an Escharotic, or Even Disinfectant Be- 
yond the Tooth Apices inpecetey Requisite? 

rewer, Frank. 219-225, 317-324. Correction, 
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Ohio State Jnl. Den. Sci 
ag x ‘Bacouragiig + 


Dischar; 
rom Alveolar-Dental ssues. Brewer, Frank. 


A Resume of Treatment of Alveolar Abscess. Sage, 


Discussion on Alveolar Abscess. 398. 


Practitioner (Dental), III, 1885. 
The Necessit y of a Careful Diagnosis. (re Abscesses.) 
reen, m. A. 28-29. 
Fistulous Opening From an Alveolo-Dental Ab- 
scess. arretson. J. E. 106. Clinic. 


Record (De ), I, 1881. 
Bi-Lateral Alveola ar Abscess. Rose, F. 20-23. 
Fragment of Wood in a Tooth Causing Abscess. 
arding, Hilditch. 32. 
Chronic Suppuration Connected With the Teeth. 
Hepburn, David. 33-34. Disc. 34-36. 
Dean. 82. Disc. 82. 


Record (Dental), II, 1882. 
Case of Alveolar Abscess on Right Side of Lower 
Jaw, Opeas on the Left Side. Weiss, Wil- 


loughby. 
Alveolar A eo, Dean, M. S. 112-116. Selected. 
Rose, Fred- 


Case = Ve Alveolar Abscess. 
eric 

The Influence of Septic Organisms on the Produc- 
tion of Dental Diseases. Tomes, Charles. 553. 
Record (Dental), III, 

On Some Scientific Problems a “Dental 4 Sesoney. 
veolar Abscess.}’ Tomes, C. 8. 73. 
Alveolar Abscess, Its Pathology 
Watson. 131-136. Disc. 
Cases of Abscess of Superior Maxilla. White, R. 

Wentworth. 307-309. Selec 
Treatment of Alveolar ‘Abscess. Bate, Jas. 
461-463. Dise. 422. 


Alveolar Abscess. 


(Al- 


A Treatment. 


Rogers. 


Record (Dental), IV, 1884. 
New Mode of Treating Dead Teeth and Abvesiee 
aBoeses. Whitehouse, Walter. 183-184. Disc. 


Radical and Heroic Treatment of Alveolar Abscess 
by Amputation of the Roots of Teeth, With 
Description and Application of the Cantalever 
Crown. Farrar, J 1 Abstract. 

The Treatment of Acute Alveolar —- by Sul- 
phuret of Calcium. Snow, George B. 285. Ab- 
stract. 


Record (Dental), V, 
Proliferation of Epithelium tn in an peed Abscess. 


Miller, W. D. 87-88. Abstra 

General Grant's Condition. rm and Ab- 
— Teeth.) Abbott, Frank. 206-207. Se- 
ected. 


Register (Dental), —* "3 
Alveolar Abscess. Barrett, W. C. 61-69. 
A Severe Case. (Periodontitis.) 143-145. Ed. 


Register (Dental), XXXI, 1877 


ee gg a Suppurating Tooth Socket. 45-47. 
te 
Discussion on Treatment of Alveolar Abscess. 297- 


Turner, J. A. 326-328. 


Register (Dental), XXXIII, 1879. 
Inflammation, Abscess and Necrosis: 
and Treatment. Porter, J. M. 1-2 


Alveolar Abscess. 


fade Cause 


The Destruction of the Dental Pulp, ~." the Treat- 
ment of Some of the Diseases Growing Out of 
It. Pease. Wm. A. 21-34. 
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Alveolar Abscess. Finley, M. F. 229-234. Selected. 

Discussion on What are the Conditions of the Al- 
veolar Process, When There is Abscess on the 
Tooth? 387-389. 


Register ‘Dental), XXXIV, 1880, 
Discussion on Residual Alveolar Abscess: Cause 
and Treatment. 34-36. 


Register — XXXV, 7. 
Alveolar , Ae fison, L L. -137. 
Te on Alveolar ¥ 3 and Treatment. 
A Singular Case. (Abscesses.) 351. Ed. 

Satgess See of Alveolar Abscesses. Pease, 


ted. 
(For Abscess.) 


Register (Dental), XXXVI, 1882. 
Case of Abscess. 45- Corres. 
Fistula Beneath =. Chin, of Four Year's Standing. 
148-149. Selecte 
Alveolar Abscess. _ ae M. 8S. 383-389. 
Cautery. 460. Selected 
Poulticing. Arnold, Otto. 465. Corres. 
Counter-Irritation. 566-567. Selec 
The Topical Uses of Tannic Acid. 
Parsons, G. A. 567. Selected. 
Register (Dental), XXXVII, 1883. 
Pyemia of Many Year's Standing, From Concealed 
Abscess, Caused by a Wisdom Tooth. Porre, 
J. 19-29. Selected. Clinic 
The Radical Cure of Alveolar Abocess. Hutchinson, 
8. J. 111-117. 
Register (Dental), XXXVIII, 1884. 
A Resume 6 eeant of Alveolar Abscess. Sage, 
Extensive Alveolar Abscess of Obscure Origin. Mum- 
mery J. H. 461-462. 
Discussion, ‘on Alveolar Abscess, Facial Neuralgia, 
te - 

A Case. Abscess. Baxter, J. W. 579-580. 
Register (Dental), XXXIX, 1885. 
The Treatment of Deep-Seated Abscesses Associa- 

ted With the ow Without External Incision. 
Marshall, John S. 453-458. 
Patholog of Alveolar “ee Whitslar, W. H. 
Alveolar Abscess and Treatment of Dead Teeth. 
Harrison, H. H. 590-593. 


St. Louis Dental eam I, 1877-78. 
Pericementitis. July. 


Southern Dental Jnl., 

How to Treat Alveolar Abscess. 
7-10. Corres. 

Treatment of Teeth With Dead or Dying Pulps; 
Also, Treatment of Alveolar Abscess. Town- 
send, H. H. 77-81, 100-109. Selected. 

Treatment of Alveolar Abscess. Harlan. 331. Disc. 


Dean, M. S. 385-390. Selected. 


I, 1882-83. 
Carpenter, L. D. 


Alveolar Abscess. 


Southern Dental Jnl., II, 1883-84. 
Treating Alveolar Abscess Too Much. Black. 77, 


Modern Treatment of Blind Abscess. Reid, James 
G. 191-194. 


Texas Dental Jnil., III, 1885. 
The Treatment of Deep- Seated Abscesses Without 
pares Excision. Marshall, John 8. 62-63. 
lecte 





D66 Diseases of Soft Tissues of Mouth. 
Leucoplakia, Stomatitis, Actinomycosis, Cancrum Oris, Acute Ulcerous Gingivitis. 
See D64, Diseases of gingivae and peridental membrane ; D661, Systemic diseases manifested in the 


mouth, Tuberculosis, Syphilis. 


American Jnl. Den. Sci., X, 3rd Ser. _—>- 
The Blue Line in Lead Poisoning. 43. ected. 
The Lead Line of the Gums. 183-184, 286. Miolocted. 
ae of the Mouth and Pharynx. 564-565. Se- 


ted. 
mm. of the Tongue. 569-570. 


American Jnl. Den. Sci., XI, 3rd Ser., 

Apthoe. 237. Selected. 

Lipoma of the Tongue. 287-288. Selected. 

Nitrate of Silver and Its Specific Discoloration of 
the Skin. (On Gums.) 288. Abstract. 


Selected. 
1877-78. 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 

Treatment of Stomatitis Materna. Hurd, P 
134-135. Selected. 

Diagnostic Value of the Soft Palate, as Compared 
With the Tongue, in Certain —< Con- 
ditions. Love, Wm. Abram. 161-1 

Abscess of ts Lip peeeepes to Fehesutiag of 
Paris Gree 285. Selected 

A Peculiar Mouth Affection. 336. Abstract. 
American Jnl, Den. Sci., XIV, 3rd Ser., 1880-81. 

Remedy in Muguet. Vivier. 190. Selected. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
A Ge < Sango Oris. Hengst, D. A. 519-521. 
Selected. 


can Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
The Atmect e of Nitrate of Silver on the Skin and 
Mucous Membrane. 189. Selected. 


American Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 
Chromic Acid in Affections of the Tongue. Butlin, 
Henry T. 134-135. Selected. 


Dentistry, I, 


Archives of 1884. 
Leading to Necrosis of Lower Jaw. 


Cancrum Oris 
-44. Selected. 
Solution of Chloral in Wounds of the Mouth. 55. 


British Dental Asen. Jnl. III, 1882. 
Dyspeptic Ulcers of the Tongue. 85-86. Abstract. 


British Dental Assn. Jnl., IV, 1883. 
Abstract of Lectures on Diseases of the Tongue. 
Hutchinson. Jonathan. 345-352, -390. Ab- 


ct. 
Uleers Originating From Local Irritation. 
ant, Thomas. 398-399. Abstract. 


British Dental Assen. Jnl., V, 1884. 

Ought Dental Practitioners to Prescribe for Swell- 
ing and Thickening of the Right Cheek? 382- 
383. Corres. 


Bry- 


British Dental Assn. Jnl, VI, 1885. 
Actinomycosis of the Jaw. 177-180 


British Jnl. Dental Science, XX, 1877. 

3rowth of a Doubtful Character Upon the Gums of 
a Child. 68-70. Selected. 

Diseases of the Tongue. Fothergill. 440-447. 

Gangrenous Stomatitis Simulating Irritaton of Un- 
sestepes Wisdom Tooth. Cook, John. 709- 


British Jnl. Dental Science, XXI, 1878. 

Remarks on the Case of Gangrenous Stomatitis 
Simulating Irritation of Lg neerennges Wisdom 
Tooth. ook, John. 


XXII, 1879. 
the Gums and Ail- 
Heath, Christo- 


Whiteley, C. 


British Jnl. Dental 

Two Cases of Hypertrophy o' 
veoli Treated by Operation. 
pher. 18-20. Dise. 20-23. 

A a FS of , Sypestongay of the Gums. 


British Jnl. Dental Science, 
— Eaeenee in the Mouths —_ "Gans Btowen. 


British Jnl. Dental Science, XXIV, 
On Local Remedies in Diseases of the Turoat and 
Mouth. James, Prosser. 154-159. Selected. 


XXvV, 
t. Rw J onathan. 


299-300. Disc. 300-301. 
8S. 1025-1033. 
F. Henri. 1091-1092. 


British Jnl. Dental Sci 
Ulceration of =. © en 
135-137. Selec 
Case of Lupus. Wate: 
Stomatitis. Buckland, c. 
Ulcerative Stomatitis. Weiss, 


British Jnl. Dental Science, XXVI, 1883. 
Ulcerative Stomatitis. Coleman, Thomas Henry. 79- 


Case of Congenital Macroglossia. 142-143. 

Congas *« the Cheek. Gould, Pearce. 189-190. 
se. . 

Chancre of Lower Lip, Followed  b Seconda 

Symptoms. Clarke, Andrew. 477-478. Select 

Case of Zona of the Mouth. Deshayes. 869. 

nes = Tongue. Besnier, M. Jules. 1075-1076. 
lected. 


British Jnl. Dental Science, XXVII, 1884. 
Coated Tongues. 41 
Buccal Psoriasis. Ernest. 438-439. Ab- 
stract. 
Early Form of Lupus of the Mucous Membrane of 
the Soft Palate. Krause. . Selected. 
Sexton, Louis E. 1096- 1099, 1145-1148. 


Dental Science, XXVIII \ 


9. 
Besnier, 


Stomatitis. 


tish Jnl. 
_ 


Chromic Acid in Affections of the Mout 
56. Selected. 
a a 1 of the Tongue in Rheumatic Fever. 


Hemiatrophy of the Tongue in Tabes Dorsalis. 741- 
742. Ed. 


Califernia 8. Assn. Trans., 1879. 
Camm Stomatitis. ntelain A. F. 239-243. 


Cosmos (Dental), XVIII, 1876. 
A y of Intractable Disease of the Gums. 51, 


Tee Lupus of the Tongue and Mouth. 162- 


Cosmos (Dental), XIX, 1877. 
Disease of the Tongue Apparently Caused by the 
Presence of Leptothrix Buccalis. 52-53. 
Teeqgges of the Gingivitis of Puerperal Women. 


Cosmos (Dental), XX, 1878. 
Case of on oe of the Gums. Kingsbury, C. 
A. 60-61. 


Seurvy and Congestion of the Gums. 461-463. 


Cosmos (Dental), XXI, 1879. 
Fungus of Thrush. 48. 

The Gums in Lead Poisoning. 49-50. 
Gingivitis of Puerperal Women. 704. 


Cosmos (Dental), ie 1880. 

Buccal Rashes. 110-111. 

On Osteo-Gingivitis Gangraenosa Neonatorum. 3 
Cases. 217-218. 

Traumatic Herpes of Denial Origin. 218-219. 

Tiseases of =e Gums and Alveolar Processes. House, 
I. C 


. 815. 
Larva in a Gum Boil. 389. 
Sudden and Transient Swellings of the Lips. 445- 
Cancrum Oris. 448-449. 
Boracic Acid in Inflammation of Mucous Membranes. 


449-450. 

A Case of Oral Polypus. Calder, J. 456. 

Sudden = Yr Swelling of Both aunt and 
Ton 

Bxpeistve “cungivitis. 550-560. 
Cosmos pent). ° om 1881. 

Cancrum Oris. 

The Tomato ~ > 4 om of Nurses’ Sore 


outh. 9 
The Etiology of Gangrene of the Mouth. (Noma.) 
662-663. 
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osmos (Dental), XXIV, 1882. 

Nitrows Oxide for Sensitiveness of Roof of Mouth 
al wd a Dentine. Rich, John B. 35- 

p> ‘Sore Mouth of Infants. 49. 

Case of Diffused a ama of the Buccal Mucous 
Membrane. 

Inflammatory Condition of the Entire Surface of 
the ta Membrane of the Oral Cavity. Mills. 


Hemorrhage and Gangrene From a Carious Tooth. 
(Abscess.) 551-552, 

Treatment of Tongue-Tie. 555. 

Tuberculosis of the Tongue. 608. 


Cosmos (Dental), XXV, 1883. 
Case of Cancrum Oris in the Adult. 44-45. 
Subnitrate of Bismuth for Cancrum Oris. 
Hydroa of the Mouth. 
Superficial Excoriations of ‘the Tongue. 
Tongue Sucking. 111, -" 
Diseases of the Tongue. 6-438. 
Myositis of the Floor of the Mouth Simulating Mal- 
ignant Diseases. 


Cosmos (Dental), XXXVI, 1884. 
ee of Chloral in Wounds of the Mouth. 380- 


Cancrum Oris. 442-444. 

Aphthous Croeate. 698 -699. 

Chromic Acid in Affections of the Mouth. 764. 

Den. Office & Lab. IV, 2nd Ser., 1880-81. 

The Affections of the Mouth by Diabetes Mellitus. 
Witzell, Oscar. Jan. Trans. Selected. 


Dental Office & Lab., VI, 2nd Ser., 1882-83. 
Apthous Sore Mouth of Infants. Wallace. 
6. Selected. 


45-46. 
222-223. 


July. 


Dental Office & Lab., VII, 2nd Ser., 1883-84. 
Hot Water for Inflammed Mucous Surfaces. Shep- 
herd, George R. Jan. 6. Selected. 


Dental Office & Lab., VIII, 2nd Ser., 1884-85. 
Appearance of the Tongue and Gums in Disease. 
July. 4. Selected. 


Dental & Oral Science Magazine, I, 1878. 
Tonnes of Thrush. (Aphthae.) Ory, E. 85. Se- 
ected. 
Treatment of Stomatitis Materna. Hurd, EB. P. 259- 
260. Selected. 


Headlight (Dental), V 
Chromic ‘Acid in Affeciions ra ‘the Tongue. 
Henry T. 148-1 Selected. 


rald of Dentistry, I, 1881-82. 
agian Sore Mouth of Infante. 
12. Selected. 
Hypertropby and Eztages ot of = Tongue. Tiffany, 
L. Me L. April ted. 


Herald of Dentistry, Il, 1882-83. 
meet es of , oem for Cancrum Oris. 
ecte 


Independent Practitioner (Dental), 

An Undescribed Disease of Infants. 
Disease of the Mucous Membrane.) 
Selected. 


Items of Interest (Dental), 1V, 1882. 
Soreness of the Mouth From Wearing Rubber 
Plates. Fuller, E. D. 19. 


Items of Interest (Dental), VI, 1884. 

In Disease of the Gums. Cutler. 395. 

Diseases of the Soft Tissues of the Mouth. From a 
Mother to Mothers. -589. 


Butlin, 


Wallace. Jan. 


April. 


IV, 1883. 
(Pernicious 
Riga. a 


Items of Interest (Dental), VII, 1885. 
weet 4 ees in Practice. Elliott, W. 


Jairus (Dental), II, 188 
Parasites of the Mouth—-An Recsmeetion Case of Oral 
Thrush. 280-282. Trans. 


dairus (Dental), III, 1882. 
A Singular Case. (Hypertrophied Epithelium the 
Result of crac hes A. M. os “ 


Int + ® Mented 


A Singular Case. Catypertrophia “i Viepitheliam Re- 
sulting From > ee oss, A. M. 337-339. 
Comment, 





219 


Luminary (Dental) 1879-80. 

Uleers -. the Mucous aa of the Mouth and 
Cure for the Same. 7. Ed. 

Diseased Gums. Holmes, W. R. 29-30. 


Lumi Dental), IV, 1882-83. 
Subnitrate o' ismuth for Cancrum Oris. 
c. J. 91. Selected 


McGuire, 


Missouri Dental Jnl., IX, 18 
A New Parasite of the Buccal’ "Cavity. 
Fungus.) 


Missouri Dental Jnl., XII, 1 
Cancroid Stomatitis. 
lected. 


(Thrush 
467-468. Trans 


880. 
McLain, A. F. 232-233. Se- 


Missouri Dental Jnl., Os asst. 

yin a of the 3 om er. 

A Case of Malignant Erysipelas of py or Malig- 
pest, Pustws. Woodworth, B. S. 329-330. Se- 
ected. 


Missouri Dental Jnil., XV, 1 
The Influence of the Teeth on ~~ Disease. 
Clark W. Fairlee. May. 76-81. June. 115- 


117. 
The Lips of Patients. Dec. 409-410. 


Monthly Review of Den. Surgery, IV, 1876. 
Therapeutic Action of Chlorate of Potash. 
374. Selected. 


Review of Den. 


M —p Surgery, VI, 1877. 
mie ~ arenchymatous Glossitis. 284-286. Se- 
ected. 


Monthly Review of Den. Surgery, VII, 1878. 
pee Buccalis. Schwimmer, Ernest. 


Leuko 280- 


Two Cases of ‘Hypertrophy of the Gums and Al- 
veoli Treated by Operation. Heath and Tomes. 
539-541. Dise. 541-545. 


w Jersey State Den. Soc. Trans., 1879. 
The Nite and Abuse of Mercury. (re Mucous and 
Peridental Membrane.) Scarborough, J. W. 9%3- 
101. Dise. 101-106. 


New York Odontological Soc. Trans., III, 1877. 
Gum Boil. Bronson, . A. 65-66. 


ws, (Dental, Knightstown, Ind.), I, 1878-79. 
Swelling of the Gum on ole’ ao Left There. 
Brockway. April. 


News, (Dental, Knightstown, Ind.), III_ 1880-81. 
Canker of the Gums and Lips. Spencer, M. H. 52. 
Comment, 74. 


8, (Dental, Ralghtetows, Ind. 
The NRubber Question. (re Disease 
Selected. 


», VIL 


May. 


Odontographic Jnl. Ii, 1881-8 
Opaque Patches in the Mouths > Glass-Blowers. 
22-23. Selected. 


Odon atogmeee Jnil., V, 1884-85. 
Chromic Acid. Barber, "c. J. 169-171. 


ontolog. Soc. Trans., XI, 2nd Ser., 1878-79. 
Two so of siyqecteaeey of the Gums and Al- 
veoli Treated by Operation. Heath, Christo- 
pher. 18-24. 3 illus. Disc. 25-28. 


Soc. Trans., XIII, 2nd Ser., 1880-81. 


tol 
——- Dental ‘Membrane 


Hypertrophy of the Alveolar 
Coleman. 182. 


Odontolog. Soc. Trans., XVIII, 2nd oo, 1885. 
Hypertrophy of the Gums. Weiss, Henri. 35. 


Ohio State Jnl. Den. Scli., III, 1883. 
Ammoniacal Degeneration. 494-495, Ed. 


Pennsylvania Jnl. Den. Sci., III, 1876. 
Diseased Gums. 346-347. Selected. 


Practitioner 
Herpes. 175. 


cgfmente. Il, 1884, 
Lupus yt ME... 9 


Garretson. 220-221. Clinic. 
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Practitioner (Dental), III, 1885. 
Lupus Vulgaris. Garretson, J. EB. 106-107. Clinic. 
Pathology, Therapeutics and Materia Medica. 
aepomngeaes. Harlan, A. W. 275-277. Se- 
ected. 


Record (Dental), I, 
On Some of the Conditions ‘iAable to be Mistaken 
for Acute Glossitis. Mackenzie, Stephen. 216- 
Selected. 
Ulceration of the Tongue. 224. 


_ Record (Dental), Il, 1882. 

Lupus. Watson. 130. Disc. 130-131. 

Record (Dental), V, 1885. 

Aphthous Ulcer. Thomas, J. R. 182-183. Abstract. 


Register (Dental), XXX, 1876. 
The Lead Line of the Gums. 
361-302. Selected. 


Fagge, C. Hilton. 


ister (Dental), at, 1879. 


Reg 
Aphtha of the Gums. David. 433-437. Trans 


ister (Dental), XXXIV, 1880. 
Cancroid Stomatitis. McLain, A. F. 
lected. 
Fur on the Tongue. Butlin, 
Selected. 


57-61. Se- 


Henry T. 501-503. 
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Register (Dental), XXXV, 1881. 
Cancrum Oris. Cleveland. 346-347. Disc. 347-350. 


Clinic. 

A Hitherto Undescribed Disease of Childhood. (Pe- 
— Affection of the mw Membrane.) 
o, Antonio. 471-472. Selected 
Medicinal Use of the Tomato. (Sore Mouth 
cae Grifith, T. K. 472-473. Se- 

ected. 


The 


Register (Dental), XXXVI, 1882. 
Aphthous Sore Mouth of Eoleate. Wallace. 85. 

Selected. 

Register (Dental), XXXVII, 1883. 
A Case of Gangrena Oris. Hengst, D. A. 89-90. 


Selected. 
On the Influence of the Teeth on Tongue Disease. 
Clarke, W. Fairlie. 237-245. 


Register (Dental), XXXIX, 
Rheumatic Glossitis. Carvallo. 
pos — —* eae in Affections of the Mouth. 

ected. 


885. 
196-197. Selected. 
205. Se- 


Southern Dental Jnl., I, 1882 
A Case of Hypertrophy of the Sone. 
McG. 364. 


Grant, H. 


Texas Dental Jni., I, 1883. 
Subnitrate of Bismuth for Cancrum Oris. 
i Selected. 


McGuire, 


Systemic Diseases Manifested in the Mouth. Tuberculosis. 


Syphilis. 


See D601, 


Systemic conditions and the teeth; D615, Dystrophies; D64, Diseases of gingivae 


and peridental membrane; D66, Diseases of the soft tissues of the mouth. 


Advertiser (Dental), XII, 1881. 
Syphilis About the Mouth. Pedley, F. Newland. 65- 
70. Selected. 


Advertiser (Dental), XIV, 1883. 
Chancre con the Cheek. 57-58. Selected. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 

Chancre of the Lip—Was It Communicated by a 
Dentist’s Instruments? Dulles, C. 468 - 
470. Selected. 


American Jnl. Den. 
Tubercular Ulcer of the Tongue. 96. 


American Jnl. Den. Sci., XIV, 3rd Ser., 
Chancres of the Tonsil and Mouth. Spillman, M. 
240. Selected. 


American Jnl. Den. Sci., 
Syphilis About the Mouth. 
6-13. Selected. 


Sei., XII, 3rd Ser., 1878-79. 
Selected. 


1880-81. 
239- 


1881-82. 


XV, 3rd Ser., 
Newland. 


Pedley, F. 


Archives of Dentistry, II, 1885. 
Tuberculosis Affections of the Accessible Mucous 
Membranes. 333. Selected. 


British Dental Assen. Jnl., IV, 1 
Remarkable Case of Absorption of the “Hard Palate 
as the Result of Pressure. Sutton, J. B. 597. 


British Jnl. Dental Science, XXII. 1879. 
Chancres of the Tonsils and the Buccal Cavity. 766- 
767. Selected. 


h Jnl. Dental Science, XXIV, 

Syphilis "About the Mouth. Pedley, r ‘Newland. 

49-54. 71-72. Ed. 197, 245. Corres 

Hygiene of the Mouth in Syphilis. Keyes, E. L. 
71. Selected. 

On Syphilitic and Cancerous Ulceration of oe 
Tongue. Heath, Christopher. 611-619, 666-67 
Selected. 


1 Science, XXV, 1882. 


British Jnl. Denta 
Kirby, A. 565-566. 


A Case of Perforate Palate. 


British Jnl. Dental Science, XXVI, 1883 
oe of Syphilis in the Mouth. 
fo. 


British Jnl. Dental Science XXVIII, 1885. 
met On Perforation of the Palate. Truman, C. 


Tuberculosis Affections of the Accessible Mucous 
Membranes. Volkmann. 
ies eee and Carcinoma of the Tongue. 800. 


Mennier. 


os (Dental), XVIII, 1876. 
syphilitic Affection of the ‘Sublingual Gland. 


hilis in the Teeth. 437-440 
- 665. 


221- 


Manifestations of Sy 
Syphilitic Teeth. 


Cosmos (Dental). 
Mercurial oad Sy phititie ‘Teeth. 


Cosmos (Dental), XX, 1878. 
Chancre of the Lip~-Was it Communicated by a Den- 
tist’s Instruments? 178-179. 


* 401-106, 159-165. 


{pe mtal), XXII, 1879. 

Differential iagnosis Between Epithelioma of the 
Tongue and Tertiary Syphilitic Glossitis, Ac- 
cording to Fournier. 1 

Case RS eres Inoculation by a Tooth Brush. 

1 


‘osmes (Dental), XXII, 1880. 
Tooth Exfoliated in Congenital Syphilis. 


Cosmos (Dental), XXIV, 1882. 
Primary Tuberculosis of the Palate. 49. 
Alveolar Periostitis in Diabetes Mellitus. 273. 


105-106. 


Cosmos (Dental), XXV, 1883. 
Mucous Patch. 162-163. 
Enormous Enlargement of the Lower Lip. (Syph- 


ilitic.) 
aie Inflammation of the Gums Resembling 


Uleers of the Mouth, Nose, etc. 


Secu 221- 
Syphilitic. ‘Ozena, 
276. 
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Herald of Dentistry, I, 1881-82. 
Syphilis and Marriage. Sept. 4-5. 


Independent Practitioner (Dental), oat. 

Buccal Ulcerations of Constitutional n. Sy 
—, Wigglesworth, Edward. " 4-1 its. gh: 

Characteristics of Saliva in Syphilitics. Harlan, A. 
W. 315-319. Selected. 

Mercury and Other Codie in the Treatment of 
Syphilis. Fox, George Henry. 328. Selected. 


Missouri Dental Jnl., X, 
Syphilis of the Gums. (Case Report.) 288-289. 


Missouri Dental Jnl., 

Crees? = of se ee tol ry = Cavity. 477- 
‘ 

A Case of Sy phitie Inoculation by a Toothbrush. 
Baxter, Buchanan. 659-661. Selected. 


souri Dental Jnil., XIV, 1 
neon “Syphilioma. Monin. 5125 Sid. 


Missouri Dental Jnl., XV, 1883. 

Chancre of the Cheek. April.’ 32. Selected. 

The Danger of Syphilis From Unclean Instruments. 
April. 43-45. Ed. 


Trans. 


Monthly Review of Den. Surgery 
A Clinical Lecture on reread Sepbilie \t the Soft 
Palate and Pharynx. Hill, Berkeley. 538-546. 


5 4 Review of Den. Surgery, V, 1876-77. 

Epithelial iscolourations of the Oral Mucous Mem- 
branes in Syphilitic Subjects. 122-123. Clinic. 
Trans. 


221 


New England Jnl. Dentistry, 1882. 
Characteristles of Saliva in Sephilities 226. Se- 


Jnl. qpentiotes II, 1883. 
Syphilis. fis. Maye 300, Disc.’ 398. 


Odontolog. Soc. T XIII, 2nd Ser., 1880-81. 
Lange Feeneraiien of th alate. Harding, Hilditch. 
Odontolog. Soc. Trans., XVI, 2nd Ser., 1883-84, 
Remarkable Case of Absorption of "the Hard Palate. 
Sutton, J. B. 638-67. 


Ohio State Den. Soc. Tran 1882. 
Value of the Pawpaw in the Treatment of Indolent 
Uleers. Wilson, 8S. 8. 32. ise. 66-67. 


Ohio State Jnl. Den. 


Characteristics of jSaliva in in Syphilities. Harlan, A. 
W. 201-206. 206-209 


Record (Dental), I, 1881. 
Syphilitic and Cancerous Ulceration of the Tongue. 
Heath, Christopher. 26-31. Abstract. 
Buccal Tuberculosis. 257. Selected. 


Record (Dental), III, 1883 
Considerable Loss of Palate and Nasal Bones From 
Syphilis. Macleod. 554. 


Record (Dental), IV, 1884. 
Absorption of the Hard Palate as the Result of 
Pressure. (re Syphilis.) Sutton, J. B. 83. 


D67 Dental and Facial Neuralgia and Reflected Pain. 


Tic Douloureux 


See D77, Surgical treatment of facial neuralgia; D6?, Diseases of dental pulp. 


Advertiser (Dental), XI, 
Toothache and Neuralgic Pains. 
lected. 


American Dentist, (Elgin, Ill.), I, 1883. 
Good for Facial Neuralgia. April. 3. Selected. 


American Jnl. Den. Sci., 3rd Ser., 1876-77. 
Medicinal Treatment of eB 91, 95, 191, 429, 
5 26. Selected. 
Painful Points in Neuralgia. 93. Selected. 
Nervous Headache and Neuralgia. 144. Selected. 
Neuralgia. Hunt, C. P. ag 
Neuralgia. Woodward. 482-484 


Sel., XI, 3rd Ser., 1877-78. 
141, 188, 474- 


yen Thos. 11. 


American Jnl. Den. 
Medicinal Treatment of Neuralgia. 
475, 524, 525, 576. Selected. 

American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
 — of the Trifacial (Especially Facial Neural- 
ia). Resulting From Diseases of the Dental 
rgans and Adjacent Parts. Goodwillie, D. 
49- 

Gelseminum Sempervirens in Neuralgia. 90-91. Se- 
lected. 

Nature and Treatment of emsatase. 480. 

Dental Neuralgia. Black, . 456-460, wk 493. 
American Jnl. Dea. eT XIII, 3rd Ser., 1879-80. 

Storms and Neural 

Ergotine for or ~ ‘ia. ua. Selected. 

Neuralgia. 240. ected. 
American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 
Neuralgia and Its Treatment. Brophy, Truman W. 

17-31. Se 

Joo in Neuralgia. 79-81. Selected. 
he Treatment of Neuralgia. 85-86. Selected. 

a Case of Neuralgia of the First Branch of the 
Fifth Pair, of Six Years Duration, ue "ine ped 
Duquesnel’s Aconitia. Landesberg, M. 
Selected. 

American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 

Neuralgia—Its Pathology and Etiology. Wilson, S. 
S. 1-6. Selected. 


Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 


America 
What is Facial Neuraigia ? Shaw, Parsons. 78-83. 
(For Neuralgia.) Squibb. 


Selected. 
Preparations of Aconite. 

382. Selected. 
McColganan. 


Ether hr ~ as a Cure for Neuralgia. 
Selected. 


. Sel., XVIII, 3rd Ser., 1884-85. 

“Neuralgia” of Dental Origin: Its 

perative Treatment. Den- 
Selected. 


American Jnl. 
Observations on 
Discrimination and 
nis, J. Morley. 127-131. 


rchives of Dentistry, I, 1884. 


A 
Reflex Pain. Moody, Kate C., Mrs. 259. Disc. 259- 
264, 299-301. 


Archives of Dentistry, Il, 1885. 
Tongaline. 37. Selected. 
Chloroform in Tic Douloureux. Bartholow. 89-90. 
Selected. 
Treatment of Noaralgia. 230. Selected. 
Jamaica Dogwood. 1. 


Brief (Dental), I, 1881-82. 
Efficacy of Croton Chloral Hydrate. 
ralgia.) Fox, Charles James. 


British Dental Assn. Jni., I, 1880. 
Reflected Neuralgia. Hutchinson, S. J. 111-113. 
Neuralgia. Underwood, Arthur S. 170-174, 229-233. 
On the Selection of Remedies for Facial Neuralgia. 
Thorowgood. John C. 325-330. 
Nitro-Glycerine in Neuralgia. 550-551. 


British Dental Assn. Jnl., II, 1881. 

On the Value of Certain Remedies Used in the Con- 
stitutional Treatment of Inflammatory Condi- 
tions of the Vascular Tooth Structures, and of 
Neuralgia Arising Therefrom. Stocken. 174- 
175. Dise. 175-176. 

Remedies for Neuralgia. 188-189. 

A Case of Obstinate 1 Neuralgia Cured by Gel- 
seminum. Harding, B. L. 457. 


eee. 
Selected 


(re Facial Neu- 
April. 
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British Dental Assn. Jni., IV, 1883. 
Nervous Diseases Connected With the Teeth. 
ralgia.) Brunton. 311. Abstract. 


British Dental Assn. Jnl., VI, 1885. 

The Obscure Origin of Pain, Illustrated by Two 
Cases in Practice. (Neuralgia and the Teeth.) 
Canton, Frederick. 461-463. 


British Jni. Dental Science, XIX, 1876. 
Odontalgia and Neuralgia. Brit. R. 301-306, 359- 
364, 405-410. 


(Neu- 


British Jnl. Dental Science, XXII, 1879. 
Ossification of the Pulp Being a Cause of Neuralgia. 
Coleman. 213. 


Toothache and Neuralgic Pains. Fletcher, Thomas. 
552. 


British Jnl. Dental Science, XXIII, 1880. 

Aconitum and Aconita versus Veratria in Facial 
Neuralgia. Rogers, G. H. J. 320. Reply, 416- 
417. 468-469. 479-480. Ed. Remarks, 528-529. 

Quinine and Aconitine in Facial Neuralgia. 816. 
Selected. 

Cases of Neuralgia 
Teeth. Winterbottom, 
Selected. 


British Jnl. Dental Science, 
Gelseminum in Facial Neuralgia. 
H. H. 241. Selected. 
Gelseminum in Facial Neuralgia. 
and Hemming, W. Douglas. 
Gelseminum in Facial Neuralgia. 
neth W. 369-370. lected. 
On the Value of Certain Remedies Used in the Con- 
stitutional Treatment of Inflammatory Condi- 
tions of the Vascular Tooth Structures and of 
Neuralgia Arising Therefrom. Stocken. 381, 
419-426. Selected. Disc. 381-382. 
Cure of Violent Neuralgia From Retarded Eruption 
of Wisdom Tooth. Mosely, H. B. 1179. 


British Jnl. Dental Science, XXV, 1882. 

On Facial Neuralgia. Albert, H. L. 316-325. 

Seventeen Cases of Facial Neuralgia Successfully 
Treated by Croton Chloral Hydrate. Fox. 475. 
Selected. 

Neuralgia—lits Prophylaxis. Wilson, S. S. 633-637. 
Selected. 


Dependent Upon Non-Eru 
Augustus. 1196- 


XXIV, 1881. 
De Wolfe, George 


Clarke, Benjamin 
323-324. Selected. 
Millican, Ken- 


British Jnl. Dental Science, XXVI, 1883. 
Gelseminum Sempervirens in Facial Neuralgia. 
Thomson, Spencer. 564. Selected. 
Neuralgia. Hunt. 828 Disc. 828-829. 
Hyperoemic Acid in Neuralgia. 1130-1131. Ed. 


British Jnl. Dental Science, XXVII, 1884. 
Neuralgia. 
Quinine: Its Use in Dentistry. 
Taylor. 364-365. Selected. 
Salicylic Acid a Cure for Tic Douloureaux. 
baum. 843-84. Selected. 


(Malarial Neuralgia.) 


Nuss- 


British Jnl. Dental Science, XXVIII, 1885. 
Cure for Facial Neuralgia. McAubey. 32. 
Neuralgia Caused by Exostosis. 78 Selected. 
Reflex Facial Paralysis. Gabriel, W. M. 302- 

. 395. 


To Relieve Neuralgic Pains. Ludlow, J. L. 313. 
Treatment of Neuralgia. Garretson. 315. 
Nerve a a Cure for Toothache. Neale, W. 


Menthol. (For Neuralgia.) 412-413. Selected. 
Menthol Crystals. Flagg. 736. lected. 
Price. 


Select 
The a of Facial Neuralgia. 1074- 
1077. 


Cosmos (Dental), XVIII, 1876. 
Nitrate of Amy! in Facial Neuralgia. 
Administration of Nitrate of Amyl. 46. 
Facial Neuralgia. Peirce, C. N. -74. 

147. 2 illus. 

The Anti-Neuralgic Properties of the Essence of 

Mint. 164. 

An Interesting Case in pepees Surgery. 

a Tooth Root. 220-221 

Gelsemipum Sempervirens ‘in Neuralgia. 222. 


45-46. 


Dise. 138- 


Pain From 


D6? DENTAL AND FACIAL NBURALGIA, ETO. 


Relation Between a Pain in the Temporal Region 
and a Bicuspid Tooth. 446-447. 

Pain From a Tooth Root. Latimer, J. E. 460-462. 

Neuralgia,—Its Relation to Dental Irritation. Mc- 
Quillen, J. H. 645-648. Disc. 648-652. 


XIX, 1877 


Cosmos (Dental), . 
Garretson, 


Case of Dental Neuralgia. 
98-99. Clinic. 

A Singular Case of Facial Neuralgia. 218-219. 

Case of Neuralgia. 278. 

Neuralgia. 331. 

For Nervousness 


332-333. 
The Discrimination and Treatment of Neuralgia. 


James E. 


Following Dental Operations. 


74. 
Irritation of the Dental Branches of the Fifth Nerve. 
376 


Tie Douloureux. 490-492. 


Cosmos (Dental), XX, 1878. 
Tic-Douloureux. 402. 


Cosmos (Dental), XXI, 1879. 
Facial Paralysis Following Extraction of a_ Tooth. 


A New Symptom in Irritation of the Facial Nerve. 


Case of Facial Neuralgia. Biddle, C. H. 260-261. 


Cesmos (Dental), XXII, 1880. 
A New Symptom of Irritation of the Facial Nerve. 


On Nervous Diseases Connected With the Teeth. 
-268. 


Reflected Neuralgia. 322-323. 
On Menthol as an Anti-Neuralgic. 331. 
Reflex Nervous Disorders Caused by Diseased Teeth. 


Tenderness at Angle of Jaw Apparently Caused by 
Lateral Incisor. Fenner, F. 563. 


Cosmos (Dental), XXIII, 1881. 
Symmetrical Neuralgia in Diabetes. 
Inferior Dental Nerves.) 166. 
Cases of Neuralgia Dependent on Non-Erupted 
Teeth. 332-333. 
Reflex Action and Shock in the Dental Specialty. 
Niles, E. 8S. 527-529. Disc. 588-500 
Paralysis After Extraction of a Tooth. 560. 
Trigeminal Neuralgia. 11. 
Ponivee. After Extraction of a Tooth. Chenery, 


(In Siatic and 


Cosmos (Dental), XXIV, 1882. 
Cases of Pain in Teeth From Obscure Causes. 194- 
Ammonio-Sulphate of Copper in Neuralgia. 275. 


Cosmos (Dental), XXV, 1883. 

Neuralgia. Garretson, James E. 22-25. Clinic. 
Loss of Sensation in Mental Region in Connection 
With an Abscessed Tooth. Baxter, E. C. 182. 
Loss of Sensation in Mental Region From Carbolic 
Acid Applied to a Tooth. Lee, H. 200. Disc. 


201. 
Spasm of the Facial Nerve. 217-219. 
Case of Mania Thought to be Connected With Tooth 
Pulp. Jarvie, William. 540-541. Disc. 541, 543- 
596 


Robinson, 


Loss of Sensation Following Extraction. 
Horace. 614. 

Case of Facial Neuralgia Caused by a Tooth. Jack- 
son, V. H. 666. Disc 

Case of Severe Facial Heuraigia. Atkinson, W. H. 


(Dental), XXVI, 1884. 
Jackson, V. H. 98 Disc. 98-99. 
Darrett, 


Cosmos 
Case of Neuralgia. 
Case of Severe Pain Following Extraction. 


ww. € 
Differential Diagnosis of Tic Douloureux and Den- 
tal Neuralgia. -700. = 


Cosmos (Dental), XXVIII, 1885. 
Chloroform in Tie Douloureux. 125. 
Facial Neuralgia Treated by Nerve Vibration. 127. 


For index and key to classification numbers, see pink sheets. 





D6? DENTAL AND FACIAL NEURALGIA, ETO. 


2nd Ser., 


Lab., VI 1883-84. 
‘ cAuley, "F. A. Jan. & 


Dental Office 
Cure for Facial Neuralgia. 


Selected. 
Croton “Chioral in Neuralgic Toothache. Von Kirch- 
bauer. Oct. 5. Selected 


ntal & Oral Science Magazine 
Neuralgia—Nitrate of Amyl. 
ted. 


I, 1878. 
a 180-181. Se- 


Dental Student, (Warsaw, Ind.), I, 1884. 

Some Points in Oral Surgery of Interest to the 
General Practitioner. (Neuralgia.) Parmele, 
Geo. L. March. 1-2. Selected. 


Facts (Dental), I, 1885. 
Aconite—Its Use in Dentistry and the Precautions 
Necessary in Handling It. Bethel, L. P. Oct. 


(Dental), I, 1880. 


Headlight 
Selected. 


Neuralgia. Feb. 4. 


Headlight (Dental), II, 1881. 
Alcohol as a Stimulant or Narcotic. 
Wilkes. July. 6 Selected. 


Herald of Dentistry, I, 1881-82 
Efficacy of Croton Chloral Hydrate. 
Neuralgia.) Fox, Charles James. 


Herald of Dentistry, II, 1882-83. 

The Ether Spray an Immediate Cure for Neuralgia. 
McColganan. Jan. 7. Selected. 

Dental Neuralgia During Pregnancy.—Phosphates. 
Jan. Selected. 


Herald of Dentistry, II, 
Ether Spray in ton oe § ann Bg 
Oct. 13. Selected 


Illinois State Dental Soc. Trans., 1878. 
Dental Neuralgia. Black, G. V. 26-40. Dise. 40-43. 


Independent Practitioner (Dental), V, 1884. 
Reflex Pain. Moody, Kate C. 440-441. Disc. 
444, 


(Neuralgia.) 


(re oo 
Jan. 


Cartledge, A. M. 


441- 


Independent Practitioner (Dental), VI, 1885. 
Menthol for Neuralgia. 162-163. 


Items of Interest (Dental), III, 1881. 
What is Neuralgia? 52. Ed. 


Items of Interest (Dental), V, 
What is Neuralgia. Shaw, P. 616. 7 76-77. Ed. 
The Region of Pain Not Always the Region of 
Disease. (re Facial Neuralgia.) 152-153. Ed. 
Neuralgia and Welch’s Phosphate. Mansfield, H. 
Cc. 212. Corres. 
Neuralgia and Quinine. 213-214. 


Items of Interest (Dental), VI, 1884. 
Cure for Headache and Facial Neuralgia. McAuley, 
F. A. 


497. Selected. 
Treatment of Neuralgia. Brophy, T. W. 504-506. 
Items of Interest (Dental), VII, 1 
Medicated Wafers. (For Neuralgia.) 
262-263, 348. 


’ 


885. 
Best, A. H. 


Jairus (Dental), II, 1881. 
Prosopalgia. (Neuralgia.) Henderson, R. W. 13-20. 
Neuralgia. 384-386. Selected. 


Jairus (Dental), III, 1882. 
Neuralgia. 290. Ed. 


Jairus (Dental), 
Abstracts From the 
35-38. Selected. 
Neuralgia From Lower Jaw Fracture. 45-46. Se- 
lected. 


Johnstons’ Dental Miscellany, III, 1876. 
Facial Neuralgia. Babcock, J. F. 164-172, 208-200. 
Facial Neuralgia. 281-285. 


Johnstons’ Dental Miscellany, V, 1878. 
Neuralgia From Deposits in the Pulp Chamber. 
Goodwillie, D. H. 476-477. Selected. 


Vv, 1884. 
Best Writings on Neuralgia. 


Luminary (Dental), II, 1880-81, 
Salicylate of Soda as a Remedy in the Treatment 
of Tic Douloureux. Walls, J. T. 39. Selected. 


Luminary (Dental), III, 1881-82. 
Facial Neuralgia. Scott, W. A. 7. Selected. 
Nitrate of Amyl. 65. Selected. 


Luminary (Dental), IV, 1882-83. 
Ether Spray an Immediate Cure for Neuralgia. Mc- 
Colganan. 91. Selected. 


Luminary (Dental), V, 1883-84, 
Quinine—Its Use in Dentistry. aoe Neuralgia.) 
Taylor, C. R. 


87. Selected 


Luminary (Dental), VI, 1884-85. 
Reflex Pain. Moody, Kate C. 59. Selected. 


Missouri Dental Jnl., IX, 
Treatment of Neuralgia With Salleylic Acid—Rapid 
Cure. Ozenne, M. 576-578. Trans. 


Missouri Dental Jnl., X, 1878. 
oo Neuralgia. Black, G. V. 669-684. Disc. 684- 


Missouri Dental Jni., XI, 1879. 

Neuralgia From Deposits in the Pulp Chamber. 
Goodwillie, D. H. 21-22. Abstract. 

—, — ereaae Birkhead, W. W. 100-103. Se- 
ecte 

Geilseminum in Neuralgia. 354-355. Selected. 

The Treatment of Neuralgia. 410-411. Selected. 

Tic-Douloureux. 718. Selected. 


Missouri Dental Jnl., XII, 1880. 

Treatment of Neuralgia by Aconitine. 528-529. 
Missouri Dental Jnl, XIII, 1881. 

Neuralgia. 187-188. Selected. 

A Case of Obstinate Neuralgia Cured by Getooms- 
num. Harding, B. L. 476-477. Selected 


Missouri Dental Jni., XIV, 1882 
Treatment of Facial Neuralgia Not Caused by 
Toothache. Jan. 37. Selected. 


Missouri Dental Jni., XV, 1883. 
Neuralgiae of Dental Origin. Thompson, 
July. 156-160, 
Facial Neuralgia. Dec. 403-407. Selected. 
Gelseminum Sempervirens in Facial Neuralgia. 
Thompson, Spencer. Dec. 414. Selected. 


A. H. 


Monthly Review of Den. Surgery, IV, 1876. 
Dental Neuralgia. Sawyer, J. 373. Selected. 
Gelseminum Sempervirens as an Anti-Neuralgic. 

374-375. Selected. 


Monthly Review of Den. Surgery, V, 6-77. 
Facial Neuralgia, Deriving Its Origin F oo Ab- 
normal mmr in the Teeth or Mouth. 
Babcock, J. F. 82-86, 115-121. Selected. 
Coe. -Chloral in Neuralgia. Fisher, Thos. C. 591. 
‘orres. 


New England Jnl. Dentistry, I, 1882. 
Gelseminum. Stockwell, C. T. 68-70. 
What is Facial Neuralgia? 227. Selected. 
A Sure Cure for Neuralgia. 409. Selected. 


New England Jnl. Dentistry, Il, 1883. 
Gelsemium Sempervirens in Facial Neuralgia. 332. 
Selected. 


New York Odontological Sec. Trans., II, 1876. 
Facial Neuralgia. Hawes, A. C. b 
Facial Neuralgia. Northrup, A. L. 61-62. 


New York Odontological Soc. Trans., V, 1879. 
Facial Neuralgia. Biddle, C. H. 4-55. 
Facial Neuralgia. Jarvie. 145-146. 


News, (Dental, Knightstown, Ind.), I, 1878-79. 
Facial Neuralgia. Jan. 3. Selected. 
Neuralgia. March. 4. 
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New Dental, Knightstown, Ind.), II, 
A Simple Xnesthetie 
t 


1879-80. 
(For Dental Neuralgia.) 30. 
ec 
Neuralgia. Lambert, 8S. H. 98-99. 


News, (Dental, Knightstown, Ind.), III, 1880-81. 


Neuralgia. Spencer, . . 
Neuralgia as a Warning. 137. Selected. 


(Dental, Knightstown, Ind.), V, 1882-83. 
A Cure for Neuralgia. (A Tennessee Physician's 
Experience With Ether Spray.) Oct. d. 


Odontolog. Sec. Trans., XIII, 2nd Ser., 1880-81. 
On Certain Constitutional Remedies in the Treat- 
ment of Inflammatory Conditions of the Vas- 
cular Tooth Structures, and of Neuralgia Arising 
Therefrom. Stocken. 120-136 Dise. 136-140. 


Odontolog. Soc. Trans., XVII, 2nd Ser., 1884-85. 

Notes of an Instructive Case of Neuralgia Coinci- 
deht With the Advent of the Wisdom Teeth. 
Hunt, W. A. 226-228. Disc. 228. 


Ohio State Dental Soc. Trans., 1876. 
Neuralgia and the Teeth. Ambler, H. L. 81-83. 


Ohio State Jnl. Den. Sci., I, 1881. 
Neuralgia—Its Pathology and Etiology. 
8. 61-65. 


Ohie State Jnl. Den. Sci., Il, 1882. 
Neuralgia—Its Prophylaxis. Wilson, 8. 


Ohio State Jnl. Den. Sci., IV, 1884. 
The Fifth Pair of Nerves. Burrows, 
146. Abstract. 
Discussion on Facial Neuralgia—Causes and Treat- 
ment. 202-203. 
Neuralgia. 301-302. Ed. 
Discussion on Reflex Pain. 390-391. 


Ohie State Jnl. Den. Sci., V, 1885. 
Jamaica Dogwood. 242-243. Ed. 
Salicylic Acid a Cure for Tic Douloureux. 
lected. 
Neuralgia. 400. Selected. 
Neuralgia. 455. Selected. 
Facial Neuralgia. 552. Selected. 


Pennsylvania Jnl. Den. Sci., III, 1876. 
Neuralgia; Its Relation to Dental irritation. Me- 
— J. H. 337-339. Abstract. Disc. 339- 


1 
Dental 


Nows, 


Wilson, 8. 


S. 262-266. 


Eggleston. 


352. Se- 


Practitioner (Dental), I, 1880. (See Vol. II, In- 
dependent Practitioner.) 

Tonga. 404-405. Selected. 

A New Anti-Neuralgic: Menthol. 587-588. Selected. 


Practitioner (Dental), I, 1883. 
The Ether Spray an Immediate Cure for Neuralgia. 
48. Selected. 


rd (Dental), I, 188 
Cases of Facial Neuralgia. 
1 illus. 


Record 
What is Facial 
304. Selected. 
A Case of Neuralgia in the Edentulous Upper Jaw 
of a Sailor. Canton. 428. 


Record (Dental), III, 1883. 
Gelsemium a Facial Neuralgia. Thom- 


son, Spencer. 234. 
Neuralgia. Hunt, W. A. 421-422. Abstract. 


Record (Dental), IV, 1884. 

Observations on Neuralgia of Dental Origin; Its 
Discrimination and speeaiive Treatment. Den- 
nis, J. Morley. 145-148. 


1. 
Stocken, James. 4-7. 


(Dental), Il, 1882. 


Neuralgia? Shaw, Parsons. 301- 


DENTAL AND FACIAL NEURALGIA, ETC. 


A Case of Long-Standing Neuralgia. Brophy, T. W. 
333. Abstract. 

The Treatment of ag ne Neuralgia. or the 
Teas ce ‘acial Tic. Walsham, W. 


Selected. 


Record (Dental), V, 1885. 
Range of Dental Influence. 
Crombie, P. -306. 


ister (Dental), XXX, 1876. 
Fluid Extract of Gelseminum as a Cure of Neu- 
ralgia a, Fifth Pair of Nerves. Acheson, 
.. B. 141- 


a. 


Register (Dental), XXXI, 1877. 
Neuralgia. Holland, M. 150-154 


Register (Dental), XXXII, 1878. 
Cyanids of Zine in Facial Neuralgia. 
125. Selected. 
Report on Therapeutics. (Neuralgia.) 
J. T. 311-316. Dise. 330-331. 
1881. 


Register (Dental), XXXV, 

Disease of the Fifth Nerve. 307. 

Neuralgia as a Warning. 345. Selected. 

Reflex Neuralgia Caused by ee nade in the 
Ear. Arney, C. F. 437-438. 


Register (Dental), XXXVI, 1882. 
Crural Neuralgia Among Dentists. 
565-566. Selected. 


Register (Dental), XXXVII, 1883. 

Neuralgia—A Case. 45-47. Ed. 

Ether Spray in Facial Neuralgia. Cartledge, A. M. 
455. Selected. 


The (Neuralgia.) 


Luton. 41, 
M’Millan, 


Sutton, J. B. 


Register (Dental), XXXVIII, 1884. 
Cause and Treatment of Facial Neuralgia. 
Neuralgia Pencils. 

Tongaline. 396. Abstract. 
Neuralgia Caused by Exostosis. 
lected 


Register (Dental), 
Transfer of Neuralgia. 
Salicylate of Cocaine. 

geminus.) 580-581. Selected 


Southern Dental Jnl., I, 1882-83. 
Dr. Gross’ Neuralgie Pills. 131. 
Neuralgia. Pepper, William. 425-426. Selected. 


Southern Dental Jnl, Il, 1883-84. 
Quinine in Dental Troubles. (Neuralgia.) 
211-212. Selected. 
Odontalgia of ( Neuralgia.) 
Lindner, M. 


Southern Dental Jnl., III, 1884-85. 
Fifth’ Pair of Nerves. Burrows, Eggleston. 
Abstract. 
Facial Neuralgia—Cause and Treatment. 
George H. 96. Disc. 96-97. 
Observations on Neuralgia of Dental Origin; Its 
Discrimination and Operative Treatment. Den- 
nis, J. Morley. 169-1 Selected 


Southern Dental Jnl., IV, 1885. 
Treatment of Neuralgia. Garretson. 32. Selected. 
— in Dentistry. (Neuralgias.) 304-305. 


(Neuralgia.) Weathers. 439-440. Se- 


243-245. 


Moos. 560. Se- 


XXXIX, 
104-105. Ed. 
(In Neuralgia of the Tri- 


Taylor. 
Pregnant Women. 
352. Selected. 

71-72. 
Cushing, 


Tongaline. 
lected. 


Texas Dental Jni., I, 1883. 
Ether Spray an Immediate Cure for Neuralgia. Mc- 
Colganan. 4. Selected. 
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D7 


Oral Surgery. 


General articles on Oral Surgery. Surgical Asepsis. 


See D71, The Maxillae; 


Replantation of Teeth 


D711, Necrosis ; D712, Chronic Osteomyelitis ; D713 Fractures ; D714, Dis- 
locations ; D715, Fixations ; 'D72, Extraction of Teeth; D721, 
: D74, Unerupted and Malposed Teeth; D75, Plastic Operations, Bone Trans- 


Hemorrhage following extraction ; D73, 


plants; D751, Cleft Palate and Hare- lip; D76, Sinuses of Face ; D77, Surgical Treatment of Neuralgia; 


D78, Tumors of Mouth and Face. 


Advertiser (Dental), XII, 188 
The Philadelphia Dental College. 
Surgery.) 16. Selected. 


w Hospital of Oral 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Report on Surgery. Johnston, Christopher. 145-158. 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 


Less of Blood in Surgical Operations. Fuchs, Al- 
fred. 374-375. Selected. 


American Jnl. Den. Sci., 
Surgical Delusions. Roberts, John B. 1 
lected. 

American Medical Assn. Trans., XXXIII, 1882. 
Oral Surgery. Goodwillie, D. H. 469-484. 8 illus. 
British Dental Assn. Jnl., III, 1882. 
The Dental Engine in General Surgery. 

G. A. Ed. 


33. 


XVIII, 3rd Ser., 1884-85. 
22-127. Se- 


Bonwill, 


British Jnl. 
Nothing New. 
440. Ed. 


British Jnl. Dental Science, XXVI, 1883. 
Contribution to the History of Preliminary Opera- 
tions. Magitot. 140-141. Selected. 
Some Points in Oral Surgery of Interest to the 
General Practitioner. Parmele, George L. 962- 
965, 1008-1011, 1054-1058. 1 illus. 


Connecticut Valiey Den. Soc. Trans., 1878. 

Oral Surgery—Is It Within the Province of the 
Dental Profession? Searle, F. 178-180. Disc. 
180-184. 209-215. 


Cosmos (Dental), XXIII. 1881. 
The Practical Bearings of the Cranial Bones—Bones 
of the Face. 324-326. 


Headlight (Dental), IV, 1883. 
The Importance of Oral Surgery. 
83-86. 


Dental Science, XXIV, 1881. 


(re Ambrose Pare’s Surgery.) 439- 


Mills, Geo. A. 


Johnston’s Dental Miscellany, V, 1878. 
Loss of Blood in Surgical Operations. Fuchs, Alfred. 
364-365. 


Johnstons’ Dental Miscellany, VI, 1879. 

Oral Surgery—Is It Within the Province of the 
Dental Profession? Searle, F. -68. Dise. 
63 - 66. 


Monthly Review of Den. Surgery, VII_ 1878. 

Diseases, Deformities and Injuries of the Face. Ma- 
son, Francis. 14-20, 5 illus; 113-119, 3 illus; 155- 
163, 1 illus; 247-252, 1 illus; 290-296, 2 illus. Ab- 
stract. 


News, (Dental, Knightstown, Ind.), II, 1879-80. 
Dental Surgery. Bate, Spence. 75. Abstract. 


Odeontographic Jnl., I, 1880-81. 
Hospital of Oral Surgery. 65. 


Odontographic Jnl., IV, 1883-84. 
Nature's Surgery. Lucas. 25-27. Selected. 
Prehistoric Surgery. 94-95. Selected. 


Ohio State Jnl. Den. 
er wag Junkerman, 


Sci., IV, 1884. 
G. 8. 313-318. Correction, 


Pennsylvania Jnl. Den. Sci., Il, 1876. 

Oral Surgery From the M. D. Standpoint vs. Con- 
servative Dentistry from the D. D. S. Standpoint. 
-—Is Philadelphia Ahead? 317-322. Ed. 


Practitioner (Dental), I, 1880. 
dependent Practitioner.) 

The Surgeons of Baltimore and Their Achieve- 
ments. Browne, B. Bernard. 514-519, 559-562. 


Abstract. 
Antiseptic Surgery. 597-598. Selected. 


(See Vol. II, In- 


Practitioner (Dental), II, 
191. 


1884. 
A New Surgical Lamp. Ed. 


Register (Dental), XXXI, 1877. 


The Principles of Antiseptic Surgery. 
vis, S. 31-40. 
Limits of the Surgeon’s Responsibility. 


Wight, Jar- 


Milligan, 
Francis H. 


Register (Dental). 
Oral Surgery. Case, C. 


Southern Dental Jnl., II, 1883-84. 
Notes on Oral Surgery. Perine, George H. 397-403. 


Seuthern Dental Jnl., III, 1884-85. 
Oral Surgery. Beville, A. A. 279-281. 


125-129. Selected. 


XXXVIII, 1884. 
. 295-297. 


D71 The Maxillae and Mandible. 


Reports of cases of injuries of face and jaws which can not be classified under other subdivisions of 


D7. Gunshot wounds of face and jaws. 


Resection of mandible operations involving jaw bones. 


See also D711, Necrosis; D712, Chronic Osteomyelitis ; D713, Fractures ; D714, Dislocations ; D715, 


Fixations. 


Advertiser (Dental), XI, 1880. 
Bishop-Elliott Controversy. 
Wounds of the Mouth.) 52-56. 
Case of Fracture of the Teeth Producing Severe 
Symptoms. White, W. Hale. 155-156. Selected. 


The (re Gun-Shot 


American Jnl. Den. Sel., X, 3rd Ser., 1876-77. 
Resection of a Portion of the Lower Jaw. 43-44. 
Selected. 
Treatment of a Fractured Tooth. 375-376. Ed. 
Treatment of a Fractured Tooth. Dwinelle, W. H. 
496-408. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Case otf Exsection of Half of Inferior Maxilla for 

Caries; Reproduction of Bone. 129-131. Se- 

lected. 
Sub-Periosteal Surgery. 135-136. Selected. 
remeoes Surgery in the United States. 176-177. 


Selected. 
Excision — the Inferior Maxilla. 185-186. Selected. 
1878-79. 


American Jnl. Den. Sci., XII, 3rd Ser., 
Restoration of the Inferior Maxilla After Removal. 
122-126. Remarks, 179-182. 

Extirpation of Superior Maxilla. 190. Selected. 
lmbedding of a Piece of Tooth in the Tongue, in a 
Case of Gunshot Wound. 476. Selected. 


For index and key to classification numbers, see pink sheets. 
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American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 
Splinting Raed Teeth. Mason, Brown. 100-101. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Fracture of an Upper Molar Caused by a Fall. 
Cotterell. C. Vincent. 421-422. Selected. 


American Jnl. Dental Sci., XVII, 8rd Ser., 1883-84. 
The Prone Position During Operations Upon the 
Jaws. (Resection.) Tiffany, L. Meclane. 241- 


Archives of Dentistry, I, 1884. 
A Surgical Disk for Cutting Away the Overlaying 
Gum. Harper, John G. 14. 


British Dental Assen. Jnil., I, 1880. 
Fractured Tooth. Mason, Browne. 


British Dental Assn. Jnl., III, 
Case of Fractured Molar Tooth. dewill” Henry. 227. 


British Dental Asen. Jnl., VI, 1885. 
a and Saees of the Jaws in Animals. 
utton, J. Bland. 299-301. Disc. 301-305. 
Union of Fractured Teeth. Wingate. 473. Selected. 


British Jnl. Dental Science, XX, 1877. 
Diseased Jaw Bone. Hill, O. E. 112-115. Selected. 


Periosteal Surgery in the United States. 431. Se- 
lected. 


British Jnl. Dental Science, X 

Case of Fracture of the Right ay “Central In- 
cisor. Read. 107. 

aa vt and Diseases of the Maxillae. Jones, Allan. 


130. 


British Jnl. Dental Science, X 1879. 
Case of Gunshot Injury of the Palate 
Robert. 267-268. 
Discussion on Impacted Fracture of a Tooth. 325- 


“Waller, 


Dental Science, XXIII, 1880. 
tion of the Upper Jaw, Due to the 
a Pad of Cotton Wool. Skeet, W. H. 


British Jnl. 
Case of Absor 
Pressure 0 


109. 
Resection of the Jaw to Remove Plate. Rogers, 
Claude. 110. 
Case of Fractured Teeth. Browne-Mason. 281-282. 
———. Suppurative Disease of Jaw. Cattlin, W. 


A. Me -604. 
Case of Fracture of the Teeth Producing Severe 
Symptoms. 830. Selected. 


British Jnl. Dental Science, XXIV, 

Excision of Jaw—Subsequent Treatment. 
Cavaliere. 627-628. 

Disease of the Lower Jaw, Apparently From Fun- 
gous Growths. Busch, 879-880. Selected. 


British Jnl. Dental Science, XXV 
Bnlargement of the External Alveolar Wall of the 
Upper Jaw. Sewill, Henry. 81. 
Congenital Macrostoma. Morgan, John H. 89-90. 
Fracture of an Upper Molar Caused by a Fall. Cot- 
terell, C. Vincent. 1198. 


1881. 
Atkinson, 


Briti Dental Science, XXVI, 1883. 
Removal 2, ‘Parotid Gland. Garretson, James BE. 
236-238. Selected. 


ec 
Cases of pansese of the Upper Jaw. Bryant. 724- 


lected. 

Unilateral Progressive Atrophy of the Face. 1742- 
743. Selected. 

A Case of Removal of the Tongue and One-Third 
of Lower Jaw. Coates, W. Martin. 1004-1006. 
Dise. 1006-1007 


British Jnl. Dental Science, XXVII, 1884. 
Case v; \. ee Hypertrophy of the Face. Schieck. 


Duplication of the Lower Jaw. Niemeyer, G. 266- 
267. Selected. 
Removal of the Greater Portion of Both Upper Jaw- 
bones Without External Incision. Bellamy. 386. 
Fracture of Teeth. Bryant, Thomas. 549-550. 
Case of Partial Dislocation of the Two Central and 
Lateral Incisors, With Transverse Frac- 
ture of the Right Lateral. Beilsario. 573-574. 
Dise. 574-575. 


71 THE MAXILLAE AND MANDIBLE 


rior Maxilla: Reparative 
Dentistry. Jenkins, O. C. 811-812. Selected. 


British Jnl. Dental Science, XXVIII, 1885. 
Use of Hammond's Splint After Surgical Section of 
the Lower Jaw. Pedley, Newland. 477. 
Fractured Teeth Re-United. Wingate. 651. 
Congeeeae on the Jaws and Continguous 
Witzel, Anton. 657-660. Selected. 


‘osmos (Dental), XIX, 1877. 
The See of the Chisel in Operations on the Maxillary 
Bones. 375-376. 
Extraordinary Hypertrophy of the Lower Jaw. 555. 


Excision of the Left Su 


Parts. 


Cosmos (Dental), XX, 1878. 
Freak of a Bullet. (Transplantation of a Tooth.) 


Hess, Barnard. 181. 


Cosmos (Dental), XXI, 1879. 
A Curious Case, Tooth Driven Into Jaw by a Stick 
of Wood, and on From the Nose Years Later. 


Peterson, C. J. 
. MXIII, 1881. 


Cosmos. 
Value of Dependent Position of the Head in Opera- 
tions About the Mouth and Throat. 109. 


osmos (Dental), XXIV, 1882. 


A toouiee Accident Implicating the Hard Palate: 
Operation. 
Marshall, 


Cosmos (Dental), XXV, 1883. 
re of One Ramus of the Lower Jaw. 
44 


(Slate Pencil Driven Into Palate.) 
John 8. 2. 


Cosmos (Dental), XXVII, 1885. 
Gun-Shot Wound Through Tongue and Soft Palate. 
Gerster. 226-227. 


Dental & Oral Science Magazine. 
The save of the Fractured Tooth. tien. . 8. 
Bone- Formation After Resection of the Lower Jaw. 
Langenbeck, B. V. 253-255. Selected. 


Herald of ae I, 1881-82 
A Claim Disputed. tirpation of the Bones of 
the Nose and Vault of Hard Palate Through 
the Nostrils.) Cressinger, J. R. Sept. 9. Cor- 


res. 
Jaw Operations. April. 11. 


Herald of Dentistry, III, 
Resection of the Inferior Mazilla, Despres and 
Verneuil. July. 9%. 
Excision of the Right Half of the Lower Jaw. Oct. 
14. Selected. 
Independent Practitioner (Dental), III, 1882. 
Three Cases in General Surgery in Which ‘the Dental 
Engine was Employed for Exsection of Bone. 
Wight, J. S. 111-114. Selected. 


Independent Practitioner (Dental), V, 
An Incident of Practice. (Dislocated Tooth.) 
Francis, C. E. 142-143. 


Items of Interest (Dental), V, 1883. 

Broken Teeth Reuniting. 262. Selected. 

An Unusual Sargical ‘ase. Gunshot Wound of the 
Face. 351-352. Selected. 


Items of Interest (Dental), VI, 1884. 

Mercurial Poisoning—A Case of Forty Years Suf- 
fering, but Final Go. (Disease of the Maxilla.) 
Johnson, W. F. 67-68. 

Excision of Alveolus After Extraction of Teeth. 

rs, Geo. 82. 


Items of Interest (Dental), VII, 1885. 
Fractured Teeth Re-United. wine. 20. 
Excision of the Alveolus. Beers, W. Geo. 52-53. 
The Way a ans gy ~ — At It. (Shortening a 

Jaw.) 285- 


Jairus (Dental), II, 1881. 
Removal. of Left Superior Maxilla, and Malar Bone. 
Rogers. W. B. 321-325. 2 illus 
Exc ision of the Right Inferior Maxilla. 
M. 367-369. 1 illus. 


Taylor, J. 
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Johnstons’ Dental Miscellany, IV, 1877. 
Restoration of a Fractured Tooth. Jarvis. 453. 


Johnstons’ Dental Miscellany, V, 1878. 
Fractured Teeth. 76-77. Selected. 
Large Cartilaginous Tumor of the Lower Marilla; 


Removal With Half of the Jaw. Lawson, 
George. 266-268. 
Johnstons’ Dental Miscellany, VI, 1879. 


Criticism of a Paper on Gunshot Wounds of Face. 
Bishop, J. Adams. 428-430. Reply, Vol. VII, 45. 
Corres. 


Luminary (Dental), IV, 1882-83. 
Inferior incioees Dislocated by a Ring. 


Missouri Dental Jnl., VIII, 1876. 
Excision of Alveolus After Extraction of Teeth. 
Beers, W. George. 295. 


Missouri Dental Jnl., IX, 
A Fractured Molar. Harper. 


Missouri Dental Jnl., X, 1878. 
Discussion on Fractured. Teeth. 
A Fractured Molar. —Its Treatment. 


1877. 
498-499. 


110-111. 
Smith, John §S. 


279-280. 
Surgery of the Face. Mason, Francis. 519-523. Se- 


ected. 

Removal of Portion of Inferior Maxilla for Osteo 
Sarcoma. Dawson, W. W. 585-586. inic. 
Operations on the Inferior Maxillary. Beckwith, 

S. R. 586-590. Selected. 


ssouri Dental Jnl., XI, 1879. 

Trephinin the Superior Maxillary for Po ge of 
a Knife Blade. Dawson, W. W. 201-203. Se- 
lected. Clinic. 

The Treatment of Fistulae and Scars of the Cheek. 
529-530, 702-704. 


Missouri Dental Jnl., XIII, 
Something About Resection. 
507. lected. 


188 
Schmiat, John. 504- 


Missouri Dental Jnl.. XIV, 


Total Extirpation of the Pata” 140-141. Selected. 


Excision of One Lateral Half of the Tongue. (Can- 
cer.) 474-475. Selected. 
Missouri Dental Jni., XV, 1883. 

Gunshot Wound of the Mouth. April. 2-4. 

The Prone Position During Operations Upon the 
=. Tiffany, L. McLane. Oct. 319-321. Se- 
lect 


Monthly Review of Den. Surgery, IV, 1876. 
A Case of Dilaceration. Turner. 550-551. 


Monthly Review of Den. Surgery, V, 1876-77. 
Peas the Second Molar. Moseley, Alfred. 
114-115. 


Monthly Review of Den. Surgery, VIII, 1879. 
Fracture of the Right Upper Central Incisor. Cole- 
man. 214-215. 
Treatment of Fractured Teeth. Moon. 215. 


New York Odontological Soc. Trans., II, 1876, 
Dilaceration. Bernard, Geo. 96. 


New York Odontological Soc. Trans., VI, 1880. 
Disease of the Jaw. Abbott, Frank. 81-83. 
Disease of the Jaw. Tenison, WwW. D. 83-84. 


New York State Den. Trans., 1878. 
Gun-Shot Wounds of the Mouth, (And Fractures.) 
Elliott, W. St. George. 46-52. Dise. 52. 


(Dental, Knightstown, 4 IV, 1881-82. 
ae ‘ot Left Superior Maxilla, and Malar Bone. 
(Malignant Tumor.) Rogers, W. B. 37-38 2 
illus. Clinic. 
Excision of Right Inferior Maxilla. Taylor, J. M. 
62. 1 illus. Selected. 


Odontolog. Soc. Trans., X, 2nd Ser., 1877- 
Fracture of the Right Upper Central Incisor. 
73-74. Remarks, 75-76. 


78. 
Read. 
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For index and key to classification numbers, see pink sheets. 








227 


Odontolog. Soc. Trans., XI, 2nd Ser., 1878- 


Impacted Fracture of a Tooth. Coleman. 140-141. 


Remarks, 141-144 


Odontolog. Soc. Trans., XII, 2nd Ser., 1879-80. 
Case of Absorption of the Upper Jaw Due to the 
Pressure of a Pad of Cotton Wool. Skeet, W. H. 


53-54. 
Fracture of a Tooth. Mason, Browne. 143. 


Odontolog. Soc. Trans., XIII, 2nd Ser., 1880-81. 

Remarkable Hypertrophous Enlargement of the An- 
terior Portion of the Alveolar Process of the 
Upper Jaw. Walker. 36. Disc. 36-37. 


Odentolog. Soc. Trans., XVI, 2nd Ser., 1883-84, 
venue of Teeth. Sutton, John Bland. "127- 130. 1 
us 
Treatment of Dislocated Teeth. Bellisario. 218-220. 
Dise. 220-221. 


Odontolog. Soc. Trans., XVII, 2nd 1884-85. 
Use of Hammend’s Splint After Surgical’ Section of 

the Lower Jaw. Pedley, Newland. 155. 
Injuries and Diseases of the Jaws in Animals. Sut- 

ton, J. Bland. 158-216. 18 illus. Disc. 217-222. 


Ohio State Dental Soc. Trans., 1877. 
Tooth Driven in the Nose. 77. 


Ohio State Jnl. Den. Sci., I 
Excision of the Left Superior ‘ysanilia: 
Dentistry. Jenkins, O. C. 193-195. 


Ohie State Jnl. Den. Sci., 
The Way a Newspaper Looks % . (Shortening a 
Jaw—A Difficult Surgical Operation Now - 
come of Common Practice.) 22-24. Ed. 


Pennsylvania Jnl. Den. Sci., III, 1876. 

A Case of Oral Surgery. (Gun-Shot Wound.) 
Quillen, J. H. 95-99. Selected. 
Practitioner (Dental), I, 1880. (See Vol. II, In- 


dep. Pract. 
Extirpation of the Bones of the Nose and Mouth b 
epee of the Surgical Engine. Goodwillie, D. 


Reparative 
3 illus. 


Me- 


Practitioner (Dental), 
Case of Fractured Tooth. 


Record (Dental), II, 1 
Teeth Driven Up in the Alveolar Process. 
554-555. 


1884, 
68. Reply, 96. 120. Ed. 


Biggs. 


Record (Dental), V, 1885. 
Diseases and Injuries of the Jaws in Wild Animals. 
Sutton, Bland. 219-222. 


Register (Dental), XXX, 1876. 
— “= Facial Bones. Dewey, 8S. B. 400- 
us. 


ter (Dental), XXXII, 1878. 


Regis 
Surgery of the Face. Mason, Francis. 233-240. Ab- 
stract. 


Register (Dental), XXXIV, 1880. 
Excision of One-Half of the Lower Jaw. Maclean, 
Donald. 185-186. Clinic. 


Register (Dental), XXXVIII, 1884. 


Removal of the Greater Portion of Both Upper 
Jaw-Bones Without External Incision. Bellamy. 
39. Selected. 
Register (Dental), XXXIX, 1885. 

Excision of the Superior Maxilla. Peters, George A. 
201-202. Selected. 

Leuis Dental y, 1877-78. 
Clinical Renarks on Diseases of the Upper Jaw. 


Smith, Henry. Jan. 76-80. Abstract. Selected. 


Southern Den a. © 1882-83. 
A Peculiar ‘accident “Tniplicatt ing the Hard Palate; 
peration. 117-119. 


Southern Dental Jnl., IV, 1885. 
Reduction of Projected Superior ‘wk by Ex- 
cision. Chisholm, E. S. 409-413. illus. 
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See also D71. 


See D65, Alveolar Abscess; D661, Systemic Diseases manifested in Mouth; D712, Chronic Osteo- 


myelitis. 


Advertiser (Dental), XI, 1880, 
Necrosis. Townsend, H. H. 49-52. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 

Necrosis of the Lower Jaw. 45. Selected. 

Clinical Remarks on Cases of Acute Necrosis. Sa- 
vory. 414-417. Selected. 

Cases of Necrosis. Hill, VU. E. 508-506. Disc. 506- 
510. 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
Inflammation, Abscess and Necrosis: Their Cause 
and Treatment. Porter, J. M. 433-446. Selected. 


American Jnl. Den. 3rd Ser., 1880-81. 
Necrosis. Townsend, H. nm 7. "6. Selected. 


Den. Sci., XVI, 3rd Ser., 1882-83. 

Goodwiliie. 165. Selected. 

Maxillary Bones. 
Selected. 


American Jnl. 
Necrosis From Arsenic. 
Caries and Necrosis of the 

Brophy, Truman W. 395-404. 


Archives of Dentistry, I, 1884. 

Necrosis of Jaw Due to a Fragment of Tooth. Post. 
+44. Selected. 

Necrosis of the Upper and Lower Left Marxilla. 
Loss of the Upper Jaw. Dufour, Leon. 116-118. 
Selected. 

Necrosis of Jaw Due to a Fragment of Tooth. Post. 
234-235. Selected. 


Archives of Dentistry, If, 1885. 

Two Specimens of Necrosis of the Lower Jaw. 
Wyeth, John A. 141. Selected. 

Necrosis and Paralysis of Dental Nerve Following 
Abscess and Tooth Extraction. Pidgeon, W. J. 
187-188. Selected. 


British Dental Assn. Jni., If, 1881. 
The Reproduction of Bone, With Especial Reference 
to the Variable Portions of the Maxillar bees x 


‘Following Necrosis.) Atkinson, W. 528- 


British Dental Assn. Jnl., III, 1882. 
Case of Necrosis of the Jaw in Children. 
Isidor J. 18-19. (Case Report.) 


Lyons, 


British Dental Assen. Jnl., VI, 1885. 
Note Upon the Re-Formation of Bone. 
crosis.) Tomes, Charles S. 142-144 


British Jnl. Dental Science, XIX, 1876. 

Case of Necrosis. Fox, Charles James. 252-253. 
Dise. 253-255. 

A Case of Necrosis of the Edge of the Alveolar 
Process and of Part of the Lower Jaw Produced 
by a Diseased Tooth. Campani, Cav. Cesare. 
349-351. 

Necrosis of the Jaws and Teeth. 601- 
611. 


Gite Ne- 


Matheson. 


British Jnl. 1877. 


Case of Necrosis. 


British Jnl. Dental Science, XXI, 1878. 

Notes on a Case of Necrosis of the Superior Maxilla. 
Williams, E. Lioyd. 635-636. 1 illus. 
British Jnl. Dental Science, XXII, 1879. 

Notes on a Case of Necrosis of the Superior jiest- 
lary Bone. Alexander, Adolphus B. 297-298 


British Jnl. Dental Science, XXIII, 1880. 
Certain Forms of Necrosis of the Jaw. Curnock, 
G. D. 97-102, 161-165. Criticism, 215-216. 


Dental Science, XX, 
115-116. Selected. 


Canerum Oris Leading to Necrosis of Lower Jaw. 
DAS - D4 Selected. 
Discussion on Necrosis of Lower Jaw. 651-652. 


British Jnl. Dental Science, XXIV, 1881. 

On Maxillary Abscess and Necrosis in Childhood. 
Owen, Edmund. 91-93. Selected. 

Case of Induced Necrosis and Its Restorative Treat- 
ment. Atkinson, W. H. 569-572. 


Case of Aigo =| a Antrum With Necrosis. Nich- 
olson, T. G. H. 7-820. llus. 
Phosphorus Ne es in a Lucifer Match Maker. 
Cameron, Hector C. 937-938. lected. 
Case of Necrosis, With Anchylosis of Second Molar 
on bt ay Tooth. Hope, William Hodgskin. 
us. 


British Jnl. Dental Science, XXV, 1882 

Exfoliation From Right Lower Jaw of a Little A on 
(A Sequel to Measles.) Cormack, E. A. 

Case of Necrosis. Andrew, J. J. 564-565. 

Necrosis of the Alveolus and Loss of Three Sound 
Fg a Stump. Hammond, Gurnell. 


British Jnl. Dental Science, XXVI, 1883. 
Necrosis. Latchmore, Edward. 68-72, 124-128. 
Necrosis. Robertson, J. Lewis. 78-79. 
Removal of the Whole of the Lower Jaw 

oy Condyle) for Necrosis. 

30. 


(Except 
Tay, Waren. 1129- 


British Jnl. Dental Science, XXVII, 1884. 

Unusual Bilateral Exfoliation of Alveoli and Lat- 
eral Walls of Antrums. Macleod. 10. 

Necrosis of the Upper and Lower Left Maxilla. Loss 
of the Upper Jaw. Dufour, Leon. 80-82. Se- 
lected. 

Sequestrum Removed From the Lower Jaw of a 
Boy Nine Years of Age. Parkinson, Geo. 276. 
Dise. 276-277. 


British Jnl. Dental Science, XXVIII, 1885. 
Partial Necrosis of the Right Upper Jaw. Pfeffer- 
mann, Heinrich. 1001-1002. Selected. 


California 8S. Dental Assn. Trans., 
Necrosis: Alveolar Abscess. ‘Atkinson, Wiliam H. 
277-281. Corres. 


California S. Dental Assn. Trans., 1881. 
Case of Induced Necrosis, and Its Restorative Treat- 
ment. Atkinson, W. H. 124-126. 


Connecticut Valley Den. Soc. Trans., 1877. 
Caries and Necrosis of the Maxillae. Lester, wil- 
liam. 96-108. Dise. 127-131. 


Cosmos (Dental), XVIII, 1876. 
Superticial Partial Necrosis of the Hard Palate, 
|e eo by Pressure From a Rubber Pilate. 


Case of Exfoliation of the Socket of a Tooth. 41. 
Necrosis and Caries—Formation of Pus—Inflamma- 

tion Defined. Atkinson, Wm. H. 75-79. 
Necrosis. Garretson James E. 185-186. Clinic. 
Alveolar Necrosis. 2 Cases. -335. 
Partial Necrosis of the Superior Maxilla, 

an Unerupted Bicuspid. Mills, Wm. 
Time Usually Required for the Exfoliation of a 

Dying Jaw. 447. 

Required for the Exfoliation of a 


Caused by 
A. 335. 


Time Usually 
Dying Jaw. Dufour, J. F. R. 

Removal and Restoration of inferior “Maxillae. Ne- 
erosis. Peirce. C. N. 548. Dise. 548-549. 

The at Aromatic Sulphuric Acid in Necrosis. 


Cosmos (Dental), XIX, 1877. 

Two Cases of Necrosis ‘Treated With Sulphuric 
Acid. Hill. 0. E. 84-90. Disc. 90-92. 

Necrosis of the Lower Jaw. 379. 

Case Necrosis. Jarvie, Wm. 472-473. Dise. 473- 
4 


Necrosis of the Superior Maxilla Following Small- 


on Account 
Ab- 


x. . 

Case of Necrosis Following Abscess. 
of Non-Completion of Formation of Roots. 
bott. Frank. 579-580. 

Necrosis and Fistula. 611. 

Sub-Periosteal Surgery. 611-612. 


For index and key to classification numbers, see pink sheets. 
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Cosiaos (Dental), XX, 1873. 
Necrosis. Bodecker, C. F. W. 241-249. 2 illus. 
Alveolar Abscess and Necrosis—Sulphurie Acid 
versus Creasote. Farrar, J. N. -373, 414-422, 


489-494. 

Effects of Sulphuric Acid on Livin 
tion Experiments. Farrar, 1-534. 
Necrosis of the Superior Maxilla Following Small- 

pox. 685-686. 


Bone—Vivisec- 


(Dental), XXI, 1879. 
The® Use Of Sulphuric Acid 
George A. 112. 


in Necrosis. Mills, 


Cosmos (Dental), XXII, 1880. 

Case of Necrosis of Upper "Jaw. 509-510. 

Necrosis of Superior Maxillary Bone Following Ty- 
phoid Fever. 674-675. 


Cosmos (Dental), XXIII, 1881. 


Case of Necrosis of Lower Jaw. Abbott, Frank. 


73-75. 
On Maxillary Abscess and Necrosis in Childhood. 
442-443. 


Phosphorus Necrosis of the Facial wonen, 444-445. 

Operation for Necrosis. Mills, Geo. -467. 

Case of Necrosis. (?). Atkinson, W. ti. 484-485. 

Necrosis of the Maxiliae 500. 

On the Reproduction of Bone, With Especial Refer- 
ence to the Various Portions of the Maxillary 
Bones. (Necrosis.) Atkinson, W. 591. 


Cosmos (Dental), XXIV, 1882. 
Operation for Necrosis of Lower Jaw. 50. 
Six Cases of Syphilitie Necrosis of the Jaw. 


165. 
Necrosis of Inferior Maxillary. 274-275. 
Two Cases of Necrosis. Mills. 441-443. 
Necrosis of the Lower Jaw. 610. 


Cosmos (Dental), XXV, 1883. 
Necrosis of Jaw Due to a Fragment of Tooth. 222. 
Gold Fillings Cause Mercurial Poisoning! Actual 
Cases to Prove It. (7). (Necrosis.) 


Cosmos (Dental), XXVI, 1884. 
Case of Necrosis. Atkinson, W. H. 408-410. 
Necrosis of Upper Jaw in Typhoid Fever. 696. 
Recovery From Necrosis of the Lower Jaw. 697. 


163- 


Cosmos (Dental), XVII, 1885. 
Case of Necrosis of Lower Jaw. 
415-416. Clinic. 
Phosphorus Necrosis of the Jaws. 


Strang, C. W. 


700-701. 


1877-78. 
Clinic. 


Dental Office & Lab., I, 2nd Ser., 
Necrosis. Barker, George T. Jan. 1. 
Necrosis. Howard, F. E. Oct. 2. 


Dental Sone Leb., III, 2nd Ser., 1879-80, 


Necrosis. Jan. 


Dental & Oral Science Magazine, I, 1878. 
Slight Necrosis of the Alveolar Process. Northrop, 
. L._ 130-132. Dise. 132. 
Case of Necrosis of Both 
Jaws. Abbott, Frank. 
Necrosis. Bodecker, C. F. ue 


o Upper and Lower 
“240- 245. Selected. 


rald of Dentistry, I, 1881-8 
— Abscess and Necrosis in "childhood. Owen, 
Edmund. Sept. 7. 


Herald of Dentistry 1882-83. 

Necrosis of the Lower 1, Due to a Fragment of 
Tooth. Post and Sands, Henry B. April. 7-8. 
Selected. 

Necrosis of the Alveolus and Loss of Three Sound 
i + omens a Stump. Mammond, Grunell. 

pril. bh 


Herala of Dentistry, L111, 1883-84, 
A Case of Necrosis of the Lower Jaw. Jan. 16-17. 
Necrosis of the Lower Jaw Due to Phosphorus Pois- 
oning. Hutchinson, J. C. April. 
Exanthematous pescoas of the Superior Maxilla. 
Smith, John 8. July. 6. 
Necrosis of the Upper Jaw. Hingston. July. 9. 


Illinois State Dental Soc. Trans., 1882. 
Caries and Necrosis of the Maxillary Bones. 
T. W. 85-98. Dise. 110-114. 


Brophy. 


Hilinois State Dental Soc. Trans., 1883. 
Operation. pomovel of Necrosed Bone and Necrosed 
Germ. Black, G.V. 152. Clinic. 


Independent Practitioner (Dental), - | 1881. 
—. iw Necrosis. Mills, George A. 632-634 
t 


Independent Practitioner (Dental), III, 
Necrosis of the Lower Jaw. Garretson, Jas. 
226. Clinic. 


Items of Interest (Dental), IV, 

Sulphuric Acid in Necrosis. iHalnes, C C.H. 115. 

Exanthematous Necrosis of the Superior Maxilla. 
Smith, John S. 166-167. 


Items of Interest (Dental), VI, 1884. 
Necrosis. Atkinson, W.H. 384. 
Necrosis. Brown, E. Parmly. 384. 


Items of Interest (Dental), VII, 1885. 
Attend to the Surroundings of Dead Teeth. (re Nec- 
rosis.) 40-41. Ed. 


Jairus (Dental), II, 1881. 
An Operation in Oral Surgery 0 of Much Interest. (Nec- 
rosis.) 364-366. 


Dental Miscellany, III, 


Johnstons’ 
ig syphititie Necrosis.) 


Division of the Lower Jaw. 
Fox, C.J. 187-188. Dise. 
J scellany, V, 

Discussion on Necrosis. 174-182. 


Johnstons’ Dental Miscellany, VIII, 1881. 
Scrofulous Necrosis of the Jaw. 224-225. 


Luminary (Dental), III, 1881-82. 
Necrosis. Teague, B.H. 39. 


Michigan State Den. Assn. Trans., 1879. 
Surgery. (Necrosis.) Douglas, Isaac. 47-52. 


Missouri Dental Jnl., VIII, 1876. 
Pathological Case. (Necrosis.) Smith, John 8. 74-77. 
Necrosis and Caries—Formation of Pus—Inflamma- 

tion Defined. Atkinson, Wm. H. 89-95. Selected. 
Hessems, Pearson, J.D. 98-99. Corres. 


Anchylosis, Necrosis. (Clinical Reports.) 
lected. 


Tahnet ’ wT tal 


1878. 





Remarks, 
156-157. Se- 


Missouri Dental Jnl., IX, 1877. 
Necrosis. Pearson, R.J. 273-275. 1 illus. 


Missouri Dental Jnl., XI, 1879. 
Necrosis. Christman, George A. 74-76. 


Missouri Dental Jnl., XIII, 188 

Maxillary Abscess and Necrosis in Childhood. Owen, 
Edmund. 181-183. 

Case of Induced Necrosis and Its Restorative Treat- 
ment. Atkinson, W.H. 324-326. 


Missouri Dental Jnl., XIV 
Phosphorus Necrosis in a Lucifer Match Maker. 
3b2. lected. 


Corres. 


321- 


Monthly Review of Den. Surgery, IV, 
Partial Alveolar Necrosis and a..ts- eScheller, 
Alexander. : 
Case of Necrosis. Fox, c.J. 490. Remarks, 490-491. 
Monthly Review of So Saree. VII, 1878. 
Necrosis. Howard. F BE. 27-28. stract. 
Phosphorus a 29. Selected. 


New England Jnl. Dentistry, 11, 1883. 

Caries and Necrosis of the Bone. 51-52. Ed. 

Case of Necrosis. Parmele. 

Caries and Necrosis of the Maxillary Bones. Brophy, 
Truman W. 63. Abstract. 


New Jersey State Den. Soc. Trans., 
An Sveraties for "ones Mills, aes A. 
H nic 
loay.. Carleton, G. 53-57. 


Pathemesy- (Necrosis; Tumors.) 
Dise. 57-61. 


and 


New York Odontological Soc. Trans., II, 1876. 
Case of Necrosis. Woodward, C.A. 86. ‘Comment 
86- 


(ieevests.) Hill, 0. E. 98-101. 
101-102. 


Case of Diseased Jaw. 
Comment. 103-104. 


Case of Necrosis. Hin 0. E. 
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New York Odontological Soc. Trans., V, 1879. 
Extraction of Teeth in a case of Necrosis. Atkinson, 
William H. 142-143. Comment, 143-145. 


New York Odentological Soc. Trans., 1882. 
Necrosis. Mills. 62-63. 


New York State Den. 
Prize Essay on Necrosis. 
Dise. 83. 


Sec. Trans., 1877. 


Atkinson, W.H. 74-82. 


New York State Den. Soc. Trans., 
Dead Bone Causing Inflammation. 
83. Disc. -84. 


1882. 
Brown, E. P. 
News, 


Necrosis. 
lected. 


(Dental, Knightstown, Ind.), I, 1878-79. 
Tototmee. George A. April. 5. Se 
(Dental, Knightstown, Ind.), IV, 1881-82. 


Knapp, W. B. 
Mills, Geo. A. 74-75. Se- 


News, 
Necrosis of the Alveolus. 
Operation for Necrosis. 

lected. 


1880-81. 


raphic Jnl., I, 
th 19-22. 


Odonto 
Necrosis. fic einz, R. H. 


Odeontographic Jnl., III, 1882-83. 
Necrosis From Arsenic. Goodwillie. 55. 
Odontolog. 


. Trans., VIII, 2nd Ser., 1876. 
—— Fox, *Chiarles James. 203-204. 


Dise. 204- 


Odontolog. Sec. Trans., XIII, Ser., 1880-81. 
Necrosis of the Superior Maxilla, *. Alveolar 
Abscess. Bennett, Storer. 5-8. 
Necrosis. Woodhouse, Robert. 115-116. 


Odontolog. Soc. Trans., XVI, 
Necrosis. Parkinson, George. 158- ino, ZZ" 1 9°100. 


Odontolog, Soc. Trans., XVIII, 2nd Ser., 1885. 
Necrosis. Hepburn. 8. 
Sequestrum Removed From the Jaw of a Child. Cot- 
terell. 33. 


D712 Chronic 


See also D71. 
See D711, 


American Jnl. Den. Sci., XIV. 
Caries of the Superior Maxilla. 
W. 470-473. 


Necrosis. 


, 3rd Ser., 1880-81. 
Brophy, Truman 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Caries and Necrosis of the Maxillary Bones. Brophy, 
ruman A Selected. 


British Jnl. Dental Science, XX VI, 1883. 

Caries of Inferior Maxilla, with: Fistulous oO 
Underneath the Chin, of Dental Origin. 
Wm. B. 281-283. lected. 


ning 
iller, 


California 8. Odontolog. Soc. Trans., 1884-85. 
Caries and Recurrent Caries of the Inferior Maxillary. 
Dunbar, L. L. 192-198. 3 illus. 


Connecticut Valley Den. Soc. 
Caries and Necrosis of the Manziline” a= "Wwittiam. 
96-108. Dise. 127-131. 


Cosmos (Dental), XVIII, 187 
Coste ot Upper Jaw. Three a Schibbye, W. 


Cosmos ( 
Caries of the Jaw. 109-1 
Caries of the Upper Jaw. 326. 


Two noes f Cari f Bo . 
0 
es Ol sy *Garretson James E. 


Dental), a. 1877. 
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Odontological Soc. Penn. Trans. 
Case of Necrosis. Darby. 1-42, beeen, 42. 


Ohio State Jnl. Den. Sci., 

Caries and Necrosis of the Meviliary Bones. Brophy, 
Truman W. 1-9. 

Necrosis—A Case tin Practice. Sailor, J.H. 465-467. 


Pennsylvania Jnl. Den. Sci., III, a. 
Professional Notes. (Necrosis.} 422-423. 


Record (Dental), I, 1 
On the Reproduction of ea With Especial Refer- 
ence to the Variable Portions of the Maxillary 
wnecterte.) Atk n, W.H. 79. 
William Hodgskin. 193-195. 
yphilitic Necrosis of the Jaw. 


Bones. 
Necrosis. 
Six Cases oes 

Selected. 


254-257. 


Record (Dental), II, 1882. 
Bichromate of Potash Necrosis. 


Recerd (Dental), III, 1883. 
aa ~ | Bilateral Exfoliation of Alveoli and Lateral 
Walls of Antrums. on 561. 


326. 


Record (Dental), V 
Necrosis and Paralysis of Dental Nerve Following 
Abscess and Tooth Extraction. Pidgeon, 


13-14. 
Necrosis of Lower Jaw. Glassington, Chas. W. 152- 
153. 2 illus. 


Necrosis of the Lower Jaw. Strang, C.W. 372-373. 
Abstract. 


Register (Dental), XXXII, 
Discussion on Necrosis and "Enfoilation of the Al- 
veolar Processes, Causes and Treatment. 421-424. 


Register (Dental), XX XIII, 1879. 
Inflammation, Abscess and Necrosis: 
and Treatment. Porter, J.M. 1-21. 


Southern Dental Jnl., II, 1883-84. 
Caries and Necrosis of the Maxillary Bones. Brophy, 
Truman W. 1-5. merge: 


Southern Dental Jnl. 1885. 
A Case &. Necrosis of the “ Lower Jaw. Noel, L. G. 


Their Cause 


Osteomyelitis. 


‘osmos (Dental), XXII, 1880. 
Caries of the Palatine Process of the Su 
lary ne. Garretson, James 


tee Maxil- 
. Clinic. 


Cosmos (Dental), XXIV, 

Caries of Inferior Maxilla, With Fistulous O 
Underneath the Chin, of Dental Origin. 
William B. 612-614. 


ning 
iller, 


Cosmos (Dental), XXVI, _, 
Case of t Caries | Bone. Howe, J 
Dise. 1 


. Morgan. 158-159. 


Dental Office & Lab., I, 2nd Ser., 1877-78. 
A Singular Case in Oral ‘Surgery. (Exfoliation of 
ne Caused by a Missing Tooth.) Warner, 

J.H. July. 3. Selected. 


Herald of Dentistry, I, 1881-82 
er wy - e .¥, Caries of Jawbone. Escallier. Jan. 


dent Practitioner (Dental), II, 1881. 
the Bones of the Face. Garretson, James 
27-30. Clinic. 


Ind 
Caries o' 
EB. 


Johnstons’ Dental Miscellany, VII, 1880. 
Case of Absorption of the Upper Jaw. Skeet, W. H. 
Diseased Jaw-Bone. Woodhouse, R. H. 156-157. 


For index and key te classification numbers, sce pink sheets. 
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Missouri Dental Jni., VIII, 1876. 
Necrosis and Caries—Formation of Pus-Inflamma- 
a Defined. Atkinson, Wm. H. 89-95. Select- 


Missouri Dental Jnl., XII, 1880. 
The Comparative Value of yom Acid and Crea- 
ash in an aaa ve Alveolar Caries. Farrar, 


New England Jnl. aiid II, 1 

Caries and Necrosis of the Bone. 51- 2 Ed. 

Caries and Necrosis of the Maxillary Bones. Bro- 
phy, Truman W. 63. Abstract. 


New York Odontological Soc. Trans., 1883. 
on. Mh the Jaw. Barrett, W. C. 145-146. Disc. 


Odontolog. Soc. Trans., XVI, 2nd Ser., 1883-84. 

Symmetrical Exfoliation of a Considerable Portion 
of the Alveolar Processes With the Lateral Walls 
and Floor of the Antrum on Both Sides of the 
Mouth. MacLeod, Bowman. 7-8. 


CHRONIC OSTEOMYELITIS 


231 


Practitioner (Dental), II, 1884. 
Osseous Degeneration of the Inferior Maxilla. 176. 
Clinic. 


Caries of the Left Superior Maxilla. Garretson. 250. 
Clinic. 


Register (Dental), XXXV, 
On the Comparative Value af ‘Sulphuric Acid and 
Creosote in the * eee of Alveolar Caries. 


Farrar, J. N. 


Southern Dental Jnl., II, 1883-84. 
Caries and Necrosis of the Maxillary Bones. Brophy, 
Trumar . 1-5. Selected. 
Caries of the Superior Maxilla. Smith, John 8. 
112-116. Selected. 


Southern Dental Jnl., III, 1884-85. 
Sulphuric Acid Treatment for Carious Bone. 315- 
317. Abstract. 


D713 Fractures of Maxillae and Mandible. 


See also D71, where war injuries of jaws are classified. 


dvertiser (Dental), XI, 
Double Fracture of the Inferior 2 Maxilla, With Treat- 
ment. Tuck, Richard H. 154-155. Selected. 


Alabama State Den. Assn. Trans., 
Treatment of a Fracture. Dunlap, Ww. > 16-17. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 

A Curious Case of Fracture. 89. Selected. 

Fracture of Maxillae With Profuse Hemorrhage. 238- 
239. Selected. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Phosphate of Lime in Relation to Fractures. 427. 


Selected. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
Treatment of Fractured Jaw. Genese, D. 44-45. Cor- 


res. 
Treatment of Fracture of the Jaw, With Critical Re- 

marks, as Sent to Professor D. se ‘er ¥* 

M. D. Gunning, Thomas Brian. 

lus. 443-447. 


American Jnl. Den. Sci., XI 
Fracture of Jaw and Treatment. 
233-235. Selected. 


Archives of Dentistry, I 
Plaster of Paris Splint in TS om of the Jaw. 
Watkins, Lyman. 374-375. Selected. 


British Dental Assn. Jnl., IV, 1883. 
A sg of |. emeees Inferior Maxilla. Williams, B. 


Cont of Soattee of the Superior Maxilla Through 
the Alveolar Process, With Replantation of a 
os Incisor. Humphreys, J. 579. Disc. 579- 


X, 3rd Ser., 1885. 
Abbott, Frank. 


British Dental Assn. Jnl., 1884. 
New Arrangement for Treatin Fractures of the 
Lower Jaw. Brownlie. 
Hammond's Splint to the ‘Treatment of Surgical Di- 
vision of the Jaw. Pedley Newland. 1 
Treatment ¢ Fracture of the Jaw. Gunning, Thos. 
rian. 311-317. 4 illus. 
Critical 5 ne Upon the Misstatements as to In- 
eo Splints, in the Surgical Treatise of Prof. 
gnew, M.D. Gunning, Thomas Brian. 
 sbateest. Corres. 
A Method of Treating Fractures of the Inferior Max- 
illa. ee oe alter. 652-658. 4 illus. Disc. 


585- 7038. 

Some Points Connected With the Treatment of Frac- 
tures of the Inferior Maxilla. Pedley, F. New- 
land. 669-672. Disc. 672-674. 


British eennbs fone. Jni., VI, 1885. 
Fracture. Cam 329. 


—_ Practuse st the Lower Jaw. Campbell. 329- 


British Jnl. Dental Science, 
Fracture of the Lower Maxilla. 


British Jnl. Dental Science, 
The Treatment of Fractures ree of the 2 Maxilla. 
Stener, R. D. 658-661. 1 i 


British Jnl. Dental Science, XXI 
wee one Diseases of the Miexillse yi Jones, Allan. 


1876, 
Shaker. 147-150. 


British Jnl. Dental Science, XXII 
Dental — ee Walter. 1321 214. 


see % of Le Sema and Its Treatment. Bate, J. 


British Jnl. Dental Science, XXIII, 1880. 
The Treatment of Compound Fractures of the Lower 
Jaw. Lyons, Isidor I. 12-16. 2 illus. 65-68. 
Double Fracture vf the Inferi 7? i With Treat- 
ment. Tuck, Richard H. 
aug Comminuted (tn. — 3 Both Up and 
wer Maxillae, With Extensive Laceration of 
Face, Etc.; Recovery. 1179-1181. Selected. 


British Jnl. Dental Science, XXIV, 1881. 
Fractures of the Lower Maxilla and Their Treatment. 


Hern, W. 301-315. 
Fracture of the Angle of the Jaw. Ogston, F. 719. 
Selected. 


British Jnl. Dental Science, XXVI, 1 
Case of Fracture of the Lower Maxilie. Pedley. 


137-138. 
Fracture of the Inferior Maxilla. Alexander, H. J. 
269-270. 


A Case of Fracture of Lower Jaw Treated by a New 
Any of Interdental Splint. Williams, James. 


Compound Peastase of the Inferior Maxilla. Ham- 
470-472. 


mond, Gurnell. 
yromese ‘of the Superior Maxilla. Cornelius, W. F. 


British Jnl. Dental Science, XX 
Come a — Inferior Manilla.” Pediey, New- 


Fractures of the Jaws. Fillion. 1016-1017. Selected. 


Some Points Connected With the Treatment of - 
ture of the Inferior Maxilla. Pedley, F. Newland. 


1084-1089, 1137-1141. 


For index and key to classification numbers, see pink sheets. 
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British Jnl. Dental Science, XXVIII, 1885. 
Discussion on Some Points Connected With the 
ee of Fracture of the Taferion "1 Maxilla. 


Plaster of Paris Splint in Fracture of the Jaw. 31- 
32. Selected. 


California 8. Dental Assen. Trans., 1881. 
Inter-Dental and Sub-Mental Splints. “— the Treat- 
ment of Fractures.) Griswold, W. F. 186-188. 


Cosmos (Dental), XVIII, 1876. 
Fracture of Superior and inferior Maxillae. King, 
J. S. 539-540. Dise. 540-542. 


Cosmos (Dental), XIX, 1877. 
Toast of Case of Fracture. Elliott, W. St. G. 


Cosmos (Dental), XX, 1878. 
Fracture of the Lower Jaw in an Infant. 
Retention of Fractured Maxilla. 451-452. 


Cosmos (Dental), XXII, 1880. 
Fracture of Upper and Lower Jaws. 327-328. 


Cosmos (Dental), XXIII, 1881. 
Fracture Case. Abbott, Frank. 71-73. 


Cosmos (Dental), XXIV, 1882. 
Fracture of the Angle of the Jaw. 51-52. 
Fracture of Lower Jaw. 548-549. 


401-402. 


Cosmos (Dental), XXVI, 1884. 

Case of Fracture of the Lower Jaw. Bishop, J. A. 
360-370, 410-411. 

=e Pessary in Fractures on the Lower Jaw. 


Cosmos (Dental), XX VII, 1885. 
Foaggpens of Fracture of the Inferior Maxilla. 122- 
1 
Reduction of Fracture s sate Maxilla. Meyer, 
332-334 


John H. 
Fracture of Superior Maxilia—Inter- Dental Splint. 
Matteson, 


Coomes, F. 


384. 
Teeth Dislodged. ees by a Splint. 
A. E. 604. 1 illus. 


Illinois State Dental Soc. Trans., 1881. 
Fractures of the Inferior Maxilla. Gilmer, Thos. L. 
67-104. 40 illus. Dise. 104-106. 


Illinois State Dental Soc. Trans., 
ee Fracture of the Inferior ‘Maxillary. Tib- 
bets, C. J. 125-127. Dise. 127-128 


Independent Practitioner (Dental), II, 1881. 
Treatment of Fractured Jaw Without —— in the 
Mouth. Bishop, J. Adams. 108-110. 1 illus. 


Independent Practitioner (Dental), III, 1882. 
The Use “ Plaster-of-Paris in Fractures. 180-181. 
Selecte 


Independent Practitioner (Dental), V, 1 
A Case of Fracture of = Inferior Jaw. _—_— 
T. B. 77 1 illus 


Items of Interest (Dental), VII, 1885. 
Fracture of Jaw and Treatment. Abbott, 
435- Selected. 


Dental Splints. 


Frank. 





tal Miscellany, VI, 1879. 
Campbell, Walter. 194-195. 


tal Miscellany, VI 
Fracture of the Maxilla. 
W.H. 61-63. 


~~" ’ TP. 





I, 1880. 
(Case Report.) Atkinson. 
63-64, 


Fracture. Bishop, J. Adams. 


1 illus; 


(Case Revert. ) 
65-66, 1 i 


Kansas State Den. Assn. Trans., 
Fracture of Ge Lower Maxillary. 
Dise. 24- 


Missouri Dental Jnl., VIII, 1876. 
Praise of the Under Jaw. Waid, A.J. 267-272. 3 
us 


Missouri Dental Jnl., X, 1878. 

Fracture of the Lower Jaw in an Infant—Fragments 
Maintained in Position by Wire Suture. Mur- 
sick, George A. 172-173. Selected. 


1876. 
Boyd, J.R. 24. 
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Missouri Dental Jnil., XIII, 1881. 
Treatment of Fracture of the Jaw, With \ ee Re- 
marks. Gunning, T. B. 91-92. Selec 
Fractures of the Lower Maxilla and Theis , SORE 
er 
Double Fracture of the ~ my Maxilla, With Treat- 
ment. Tuck, Richard H. 323. Selected. 
Fracture of the Angle of the Jaw. Ogston, F. 577. 
Selected. 


Missouri Dental Jnl., XIV, 1882. 
Treatment of Fractured Jaw Without Teeth in the 
Mouth. Bishop. J.Adams. 215-217. 1 illus. 


Missouri Dental Jnil., XV, 1883. 
Treatment of Fractured Jaw. Genese, D. June. 129- 
130. Selected. 


Monthly Review of Den. Surgery, IV, 1876. 
Case of Fracture of Lower Jaw. Turner. 551. 


Monthly Review of Den. Surgery, VII, 1878. 

Coy — ae of the Superior anion and 
Bones; Abscess of the Byelid; Relieved. 
$5 Selected. 

Monthly Review of Den. 
Treatment of Fracture. a 
A Fracture of Both Jaws an 

J.J3.R. 414-415. 


mrgery, VIII, 1879. 
Its Geach. Bate, 


New England Jnl. ae, Ill, 1884. 

Critical Remarks Upon _ the isstatements as to 
Inderdental Splints, in the Sur 
Professor D. ayes Agnew. 
Brian. 135-144. 4 illus. 


ical Treatise of 
unning, Thomas 


New York Odontological Soc. Trans., III, 1877. 
Peageee of the Lower Jaw. Elliott, W. St. G. 22- 


New York State Den. Trans., 1 
Gun-Shot Wounds of the South, (and Wnstuses.) 
Elliott, W. St. George. 46-52. Dise. 52. 


Odontolog. Soc. Trans., VIII, 2nd Ser., 1876. 
Fracture of the Lower Jaw. Turner. 235. 


Odontolog. Soc. Trans., XI, 2nd Ser., 1878-79. 
Cases of Fracture of the wer Jaw. Campbell, 
Walter. 94-96. Remarks, 96-97. 


XII, 2nd Ser., 


sion of the 9 Sec. Trans. 
He, Jaw Bone Caused by a Piate _ a 


Division of t 
Claude, 


Odontolog. Soc. Trans., XVII, 2nd Ser., 1884-85. 
Some Points Connected With Fracture of the In- 
ay Maxilla. Pedley, F. Newland. 9-27. Disc. 


Ohio State Jnl. Den Sci., 1881. 
Prahere of the Inferior Maxilla 


Cems, Thomas 
309-320. 10 illus. Il.) 


(Cont. in Vol. 


Ohio State Jnl. Den. Sci., 882. 
Fractures of the Inferior Maxilia.. (Cont. from Vol. 
I.) Gilmer, Thomas L. 14-25, 18 illus. 57-64, 

ee. Correction, 104. 112-120, 6 illus. Disc. 120- 


Practitioner (Dental), I, 1880. (See Vol. II, In- 
dependent Practitioner.) 

Treatment of Fracture of the Jaw With Cet Re- 
marks. Gunning, Thomas P - nyy R: 171- 185, 1 il- 


lus.; 296-304; ; 526-534; 
564.574. 4 illus. Criticism, bes-0es 


Practitioner (Dental) 
Treqiment of Fractured 5." "Soom, D. 94-95. Se- 
ected. 


Practitioner (Dental), II, 1884. 
An Effective Appliance for Symphyseal Fracture of 
Lower Jaw. Naismith, W.J. 104-105. Selected. 


Record (Dental), I, 1881. 
Operation for Necrosis. Mills, Geo. A. 207-208. Se- 


lected. 
Hammond's Wire Splint. Hammond. 209-210. Corres. 


Record (Dental), Il, 
Fracture of Upper Jaw. Tiocle, Stephen. 51-52. 


For index and key to classification numbers, see pink sheets. 












Record (Dental), IV, 

The Case of Fracture of the | Inferior Jaw. Gunning, 
.B. 13 Abstract. 

Some Points Connected With Fracture of the In- 
ferior Maxilla. Pedley F. 549-559. Disc. -563. 


Record (Dental), V, 1835. 

A Few Cases of Been Jaw. Truman, Charles E. 
199-206. 1 illu 

Cong of Double Fracture of the Lower Jaw. Campbell. 


See also D71. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 

Dislocation of the Malar Bone. 46. Selecte 

Sub-Laxation of the Inferior Maxilla ‘Backwards. 
Moore, E.M. 75-78. Selected. 


British Jnl. Dental Science, XXIII, 1880. 
Repeated Bilateral Dislocation of the Lower Jaw in 
ee, Same Individual. Richardson, B. Wills. 1167- 
io 
British Jnl. 
Case of gay of Inferior Maxilla. 
sé 





Dental Science, XXIV, 1881. 
Stoner, Chas. 


amos (Dental), XXII, 
Unilateral Dislocation of the Lower Jaw 
Tooth Extraction. 


During 





Trismus, Ankylosis, Arthritis, etc. 
See also D71. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Nerve-Stretching in Tetanus. 287-288. Selected. 
Cure cae by Mechanical Measures. 426. Se- 

lecte 


American Jnl. Den. Sei., XI, 3rd Ser., 1877-78. 
Tetanus. Brown, N.F. 125-127. Selected. 
Chloral in Tetanus. 384. Selected. 


American Jnl. Den. Sei., XII, 3rd Ser., 1878-79. 
Caters? — ee Locally Applied in Tetanus. 283. 
ted 










American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Tetanus From a Carious Tooth. 379-380. 


American Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 

Four Cases of Closure of the Jaws, Three of Which 
Were Treated by Removal of the Condyle and 
Neck of the Jaw, a Fourth by Esmarch’s Opera- 
a Heath, Christopher. 401-404. 1 illus. Se- 
ected. 


American Jnl. Den. Sci., XIX, 3rd Ser., 1 
Anchylosis of the Lower Jaw. Hepburn, D. 
Selected. 


Archives of Dentistry, I, 1884. 
Trismus Dentium. Musgrove, J.J. 86. 


British Dental Assn. Jnl., 
On Contractions of the Mouth. 

118. Dise. 118-121. Selected. 
Tetanus., 553-55 


British Jnl. Dental Science, XIX. 1876. 
Permanent Ctssuse of the Jaws. 377-38. 2 
Partial ~gune of Jaw From Inflammation of_ the 

ang «= Upper Wisdom Tooth. Smale, Mor- 

on ° 


885 
17-18. 


Selected. 


, 1880. 
* Mapother, E. D. 116- 


illus. 
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A Pee 
1882-83 
Fractures. of Inferior Maxillary. 


Compound Fracture of the Inferior > heantitecy. Tib- 

Hodge's Pess: 
Selected. 

A Modification of Hammond's Splint. 


D714 Dislocations of Mandible. 





D715 Fixations of Temporo-Maxillary Articulation. 


See D74, Fixations on account of impacted third molars. 


For index and key to classification numbers, see pink sheets. 












ister (Dental), XXXVII, 1883. 
uliar Fracture of the Lower Jaw. 557. Selected. 







Southern Dental Jnl., I, 
491-492. Corres. 













Southern Dental Jnl., III, 1884 








betts, C. J. 217-219. Selected. 
, in Fractures of the Lower Jaw. 


ary 
Naismith, W.J. 440. 
518-520. Se- 









lected 









Cosmos (Dental), XXV, 1883. 
Luzation “ot the Lower Jaw. 46. 


Jairus (Dental), I, 1880. 
Dislocation of the Superior Maxilla. 







325-326. 






Jairus (Dental), III, 1882. 
Dislocation of Inferior Maxillary During Tooth 
Extraction. Fesler, Frank J. 33-36. 
Dislocation of Lower Jaw. 







Missouri Dental Jnl., XII, 












Dislocation of the Superior iMaxilia. 236. Selected. 
Register (Dental), XXXVII, 1883. 
Luxation of the Jaw. Gibson. 41. Selected. 







British Jnl. Dental Science, XXIII, 1880. 
Contractions of che jtowth. Mapother, E. D. 221-223, 
321-326. Selecte 
Contraction of the ‘Mouth. Mapother. 367 
Partial Occlusion of the Mouth and Union of the 
awe by Fibrous Tissue. Weiss, Felix. 413-415. 1 
us. 





















British Jnl. Dental Science, XXIV, 1881. 


On the Treatment of Closure of the Jaws. 
. Dunnett. 433-435. Selected. 





Spanton, 
















British Jnl. Dental Science, XXV, 1882. 


Case of Fatal Tetanus. 69. Selected. 
Comes of the Jaws. Tester, aifred H. 586-542, 






574- 






British Jnl. Dental Science, XX VI, 1883. 







Tetanus From a Carious Tooth. 524. Selected. 
Tetanus. 
Case of Trismus. Bennison, George. 1161-1162. 






British Jnl. Dental Science, XX VII, 1884. 
Trismus Dentium. Musgrave. J.J. 5-6. 23. Ed. 
A a of Trismus Dentium. Leeming, Matthew. 
Trismus Nascentium: or. 
Hartigan. J. F. 299-301, 
512-514, 558-563, 
Closure of the Jaws. 
787-790. 899-904, 958- 
Bony Anchylosis of Lower Jaw; Removal of a 
Wedge-Shaped Piece of Bone on Each Side; Re- 
covery, With Good Movement of Jaw. Jones, 
Sydney. 978-981. Selected. 









the Lockjaw of Infants. 

359-360, 423-424, 475-478, 
618-621, 663-666. 
Patrick, John J. 
961. 






736-739, 
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British Jnl. Dental Science, XXVIII, 1885. 
Anchylosis of the Lower Jaw. Hepburn, D. 575. 
A Case of Closure of the Jaws Treated by Removal 
of the Condyle and Neck of the Jaw. Heath, 
Christopher. 644-646. 


Canada Jnl. Dental Science, IV, 1877-78-79. 
Trismus y AF With the Dens Sapientiae. 72-74. 


Cosmos (Dental), XX, 1878. 
An Ankylosed Jaw. Garretson, James E. 672. Clinic. 


Cosmos (Dental), XXI, 1879 
On Some Forms of Trismus Arising From Dental 
Irritation. 50-51. 


Cosmos (Dental), XXII, 1880. 
On Contractions of the Mouth. 268-274. 


mos (Dental), XXVIII. 1885. 
Bony" ankylosis of Thirty Years Standing—Cure by 


ration of Exsection. Garretson, James 
-678. Clinic. 
Facts (Dental), 
Trismus Dentium. Sinith. John 8. July. 10-11. Sel- 
ected. 
Herald of Dentistry, I, 1881-82. 
Fatal Tetanus. April. 11. 
Herald of Dentistry, Il, 1882 
Arthritis ot the ‘Temporo- Maxiliar Articulation. 
Goodwillie, D.H. Jan. 6-7. 1 illus. 
Illinois State Dental Soc. Trans. 
Patrick, J. i a 100-105. 4 


Closure of the Jaws. 
illus. 


Independent Practitioner Bente, II, 1881. 
Quinine in Tetanus. 393-394. 


dent Practitioner (Dental), III, 1882. 
ases of Nerve Stretching. (For Tetanus.) 93. 


arthriti is" of the "tempor M ill ticula 
8 oO em . a ary Articu "en 
Goodwillie, 467-472 I illus. Selected 


Johnston's Dental Miscellany, III, 1876. 
Permanent Closure of the Jaws. 387-389. Selected. 


Johnstons’ Dental Miscellany, IV. Low 


In 
Recent 


Tetanus. Brown, N.F. 279-280." Selected 
Missouri Dental Jni., VIII, 1876. 
Anchylosis, Necrosig. (Clinical Beports.) 156-157. 
ee 
ri Dental on. ox 1883. 
sada Tucker, G. F une. 143. Corres. 


ly of Den. Surgery, V, 1876-77. 
Reticle Se leks weeseses tia teey sts 
8 0 g' ‘em poro- rticulati 
—Esmarch a a Resul it 92-93. sy 
Complete Closure of the Lower Maxills From 
mse Cicatrix Within the Mouth—Removal of 
a Destpea Oh of the Lower Maxilla. 93-95. 
isdom-Tooth—Fixation of Jaw—Forma- 
a n of Artificial Joint by Division of Lower 
a eee of Tooth by Gouging. 95-96. 
epistown, ), 1878-79. 
“April. ' j : "Relected, 
sypegerss ¢ Injection 
on 0 


(Dental, K 
Treatment of Seqgnes. 
Tetanus — 


Morphia. 
April. 
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ews, (Dental, Knightstown, Ind.), II, 1879-80. 
Chioral in Tetanus. Papillaud. 121. Selec ted. 


News, (Dental, Knightstown, ned. ), IV, 1881-82. 
Case of Trismus. B. 


Morrison, 
News, (Dental, Knightstown, Ind.), V, 1882-83. 
Death from Lock-Jaw. 3. 
Turpentine For Lockjaw. Sept. 6. Selected. 


raphic Jnl., 


Odon 1883 
An Unusual Surgical ae * (Rnky losis.) 53-54. Sel- 
ected. 


ontographic Jnli., VI, 
aaa Maxillaries—A rn Case. Win- 
der, R.B. 130. Corres. 


Soc. Trans., XVII, 2nd Ser., 1884-85. 
pe “rg the Lower Jaw. Hepburn, D. 229. 


Ohio State Jnl. Den. Sci., III, 1883. 
Energetic and Successful Treatment. 
etanus.) 541-542. Ed. 


(Traumatic 


Practitioner bmg I, 1880, (See Vol. II, Inde- 
pendent Practition 
Tetanus- -Epidemic or Constitutional Among Negroes? 
Goldsmith, R.H. 22-24. 


Practitioner (Dental), I, 
An Unesea! "Sur cal Case. “Plastic Sgeten for 
Ankylosis.) ears. 121-122. Selected 


Practitioner (Dental), III, 
False oeeinke of Inferior *Maxiila. 
E. 107-108. Clinic. 


Garretson, J. 


Record (Dental), III, 1883. 
Osseous yt - ~ - of the Jaw. 268-269. Selected. 
Record (Dental), IV, 
Case of Trismus. Rtuntton, _ 1-2. 


Record (Dental), V, 1 
Anchylosis of the Lower >. Hepburn, D. 274. 


Register (Dental), XXXIV, 1880. 
Operation for Anchylosis of ‘Lower Jaw. Maclean, 
Donald. 267. Clinic. 


Register (Dental), XXXV, 1. 
Hot Water Compresses in Tetanus. 127. 
Bleeding in Tetanus. 251-252. Selected. 


Southern Dental Jnl., I 
Case of Lockjaw. Shaw. J. + 


Southern Dental Jnl., ITI, 1884-85. 

A Case in Practice. (Brass Tacks 
Causing Swelling of the Face 
Adair, K. B. 455-457. 


Southern Dental Jnl., I 
Closure of the Jaws. Patrick, Sonn J 
Remarkable se of Tetanus of rity _ Ago. 
Chisholm, E. 8. %%-! 
Was It Mumps? * (Abscess Causing Closure of the 


Jaws.) Beers, W. Geor 52-54. 
Closure of Jaws Due to Knife Wound Receivet peas 
58-61. 


“M5-176. Corres. 


in the Mouth 
and Trismus.) 


Years and Ten Months Ase. Divine. 
Cleoure, of Jaws Due to Rheumatoid Athritis. 
us. 


’ For index and key to classification numbers, see pink sheets. 
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See D721, Hemorrhage following extraction; D74, Unerupted and malposed teeth; D424, Extrac- 


D43, 


tion as a cause of irregularities; 


traction ; 615.781, Anesthetics. 


Advertiser (Dental), X, 1879. 
A Wonderful Doctoress. (re Tooth Extraction. ) 152- 


54. Selected. 
Art and Abstraction (Humor.) 154. Selected. 


Advertiser (Dental), XII, 1881. 
A Sensational Story. (Extraction of Sixteen Teeth 
hile Unconscious.) 14-15. lected. 
Extraction of Teeth Followed by Insanity. 
Edward H. 73-74. Selected. 


Advertiser (Dental), XIII, 1882. 
ae From the Shock ‘of Extracting a Tooth. Will- 
ms, W. Roger. 101-102. Selected. 
Discussion on Extraction of Teeth in Pregnant Wom- 
en. 159-160. Selected. 


Advertiser (Dental), XVI, 1885. 
A 7 - — A a Dental Chair. (Extraction.) 
ected. 


Bowne, 


24-25. 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
The Influence of the Cheeks and Tongue, and the 

Lips and Tongue on the Gums and Jaws. (Pain 

Following Extraction.) Sauer, C. 116-122. Trans. 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
Extraction of of hoy ‘Teeth Followed by Insanity. Bowne, 
Edward H. 45-46. Selected. 


Review of “Unfortunate Interference.” (re Pulp Re- 
moval of the Permanent in Extracting and De- 
ciduous.) 318-319. 


Jnl. Den. 


American . XVI, 3rd Ser., 1882-83. 
ea by a Tooth. 


"Miller, N. 278-279. Sel- 


American Jnl. Den. Sci., XVIII, 3rd Ser., sees 
Removal of the Deciduous Teeth. Jarvis, OA 


. 57d. 
ected. 
American Jnl. Den. Sci., XIX, 3rd Ser., 1885. 
Excision vy. Extraction. Bate, C. Spence. 348-354. 


lected. 


Archives of Dentistry, I. 1884. 
Discussion on Judicious and Injudicious Extraction. 
-79. lected. 

Remarks on the Nature of Changes Which Occur 
After the Extraction of the Natural Teeth, and 
the Propriety of Early Introduction of Artificial 
Substitutes. Richardson, J. 80-82. Selected. 


Archives of Dentistry, 1885. 
Bxteastns 5 a Tooth to Give TBirth to a Child. 234-235. 


t 
Physick’s Forceps. Harper, oe G. 433-434. 


British Dental Assn. Jnil., 881. 

Case in Which .—* of "the Lett Inferior Den- 
tal Nerve Followed the Extraction of the Lower 
Wisdom Tooth on That Side. will, Henry. 173 

Probable Transference of Sensation by Extraction 
of pbs Tooth. Matthews, A. Alex. 309. 


Dental Assn. Jnl., III, 1882. 
The wratel Accident at Preston. Impaction of a Tooth 
in the Larynx. 197-198 d. — 
er. 


E 
Fatal Accident During Tooth —pennetion. 
-237. 286. Corres. Abstract 
Wedging Before Extracting. 558-559. Abstract. 
British Dental Asen. Jnl., IV, 1883. 
Two Cases of Death After Tooth’ Extraction. 605-607. 
British Dental Assen. Jnil., V 


, 1884, 
Fragments of Teeth, Drawn Into the Larynx After 
heir Extraction. 749. Ed. 


British Dental Assn. Jni., VI, 1885. 

An Oral Spoon for Use Durin Extraction Under 
Agocetperee. cotta, T. 8. 1 illus. 

The Use of t x 9 Fillebrown, “Thomas. 163-167. 
Selected. o> 1 Ed. Correction, 

On the Use of the Key. Cox, Edwin. 4094-495. Corres. 

A Casualty in Tooth- extgstion. Browning, Daniel. 
508 - Comment, 


British Jnl. Dental Science, XX, 1877. 
A Few Wrinkles. 


(Extraction.) 87-88. 


Extraction i in orthodontia treatment; 


For index and key to classification numbers, see pink sheets. 


615.84, Electricity in Ex- 


British Jnl. Dental Science, XXI, 1878. 
The Symmetrical Extraction of Teeth. Barrett, Ash- 


ley -29. Dise. 29-31. 
The Mitigation of Pain in Toothache or in the Ex- 
traction of Teeth. Merson, James. 439-441. 


British Jnl. Dental Science, XXII, 1879. 
One of Many Accidents That May Arise in the Ex- 
traction of Teeth. Huet, F. A. Jatin 
The Extraction of Teeth. Dewes. 79-87. 
-< for Extracting Molars. 334. 1 illus. 
3-384. 


men 
Extractisn. 674-676. Criticism, 776- 


Com- 


Ward, George. 


British Jnl. Dental Science, XXIII, 1880. 
About Tooth-Pulling. 550-551. Selected. 


British Jnl. Dental Science, XXIV, 1881. 
Case in Which Paralysis of the Parts Su plied by the 
Left Inferior Dental Nerve Followed the Extrac- 
tion of the Lower Wisdom Tooth on That Side. 
Sewill, Henry. Dise. 380. 
Extraction of Teeth Followed by_ Insanity. 
Edward, -538. Selected. 


Forceps. 734-737. 3 illus. 775- 778. 2 illus. 
Dr. J. H. Redman’s Upose © Stump Forceps and Plug- 


Cc a Ft ny Oce -* Aft Extraction of 
ase 0 aralysis urrin er 
Lower Molar. Balkwill, F. H. 1135-1136. 2 illus. 

British Jnl. 

Paralysis of the Parts Supplied ay he ,- Den- 
tal Nerve Had Followed Extraction of a Lower 
Wisdom Tooth. Sewill. Henry. 81-82. 

Gum Guillotine Forceps. Woodhouse, 332-333. 

Death From the Shock of Extracting a Tooth. Will- 
iams, W. pease. 339. Selected. 

New Lower Wisdom Forceps. 386. 1 illus. 

Extraction of a Baboon’s Tooth. dhe’, Gur- 


nell. 391-392. 
Asph xiated by a Tooth. Miller, N. 437-438. 491-492. 
Ed. 620-621. Cor 


res. 
New told E Forceps. Rutterford. 494-495. 
New Tape Forcens. Rutterford. 495. 
Advisabllity ¢ of gg oo — During Pregnancy. 
Canton, 
Forceps for Lower Teeth. 798-799. 
Tooth Drawing. 868-869. Selected. 


British Jnl. Dental Science vi, 

A Case of Pneumonia Caused = a Tooth in the 
Bronchus for Five Days; Recovery. Chambers, 
T. R. 474-475. Selected. 

Some of the Difficulties and Casualties of Extraction. 

M Ser willia: Bi --* + 028. 

r. J. ams’ Elevator. 
Fatalities in the Extraction of Teeth. 1127-1129. Ed. 


tish Jnl. Dental Science, XXVII, 1884. 
The Prolly of Extracting Teeth. Rosa, "Hyman. 177. 


ecte 

Facilitating Extraction by a Fresh Adaptation of 
“Force. € pe end | Mode of Using Them. Walker, Gil- 
bert - 

On thee Extraction of Teeth by the Nun's beethes. 
David. 2096-298. Abstract. 401-404. 530. 

A Useful Way of Extracting Broken “Down Seots. 
419. Selected. 


Bowne, 


Dangers of Tooth Extraction. Latimer. 595. 
New Upper Molar Forceps , 
Machine for Tooth- Pulling. 841. Ed. 


British Jnl. Dental Science, XXVIII, 
Extracting 2 Tooth to Give Birth to a enita, 314- 
31 


Potqmeee Extraction of Teeth. Hepburn, N.J. 364. 
t 
mages pereepe for Upper Back Teeth. Coles, Oak- 


ey 
Septicaemia Following Tooth Extraction. 507. Ed. 
Some Remarks Upon ‘Extraction of Teeth. Witzinger. 

654 - 


lect 
A Ge in Practice. Goodwin, G. H. 


Excision versus Extraction. Bate. C. Spence. 1030-1036. 
Payee 2) Forceps. Harper, John G. 1135- 38. Se- 
ted. 


* (Extraction.) 
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Canada Jnl. Dental Science, IV, 1877-78-79. 
Conservative Dentistry. (re Extraction of Roots.) 
Martin, Oliver. 5-7. 
Two Cases of Extraction. 35-36. 


Cincinnati Med. & Den. Jnil., I, 1885. 
Extraction Extraordinary. 28. 


Cosmos (Dental), XVIII, 1876. 
Pin Lost in Antrum. Extracted With Root of Tooth. 
Barnes, Hamlin. 392. 


Cosmos (Dental), XIX, 1877. 
After-Pains of Tooth Extraction. Chappe. J. A. 222. 
A Singular Case in Oral Surgery dom Tooth 

Driven Into Jaw in Attempt to Extract. Warner, 

J. H. 3 
Forceps With Lancet Beaks. Tees. 313. 

Mouth Wash to Use After Extracting. 445, 446. 
Mouth Wash to Use After Extracting. Drew, F. F. 

445-446. 

Mouth Wash to Use After Extracting. Maxwell, H. H. 
abe. 
Mouth Wash to Use After Extracting. Slick, Charles 

W. 507. 


Cosmos (Dental), XX, 1878. 


Dental Operation Upon a Monkey. 686. 
Extraction of an Incisor via the Nostril. 
J.R. 688. 


Cressinger, 


Cosmos (Dental), XXI, 

Fac my anes Following "ibeusetten of a Tooth. 

52 

Malpractice—Case of Extraction. Warner, J. H. 407- 
408. 

Wholesale Extraction of Teeth. 506-513. 

Extraction During Inflammation. Atkinson, William 
Hi. 569-570. Dise. 570-574. 


Cosmos (Dental), XXII, 1880. 
Sudden Death During the Extraction of a Tooth. 112. 
Extracting Roots. . 
Extracting Roots. Flagg 
Unilateral Dislocation of the 
Tooth Extraction. 330. 
Remedy toe Sorenesss of the Gums After Extraction. 
4%. 512 


. J. Foster. 223. 
Lower Jaw During 


Cosmos (Dental), XXIII, 1881. 
Paralysis After Extraction of a Tooth. 560. 
Pareiyae After Extraction of a Tooth. Chenery, E. 

516. 

Cosmos (Dental), XXIV, 1882. 

A Case of Pneumonia Caused by a Tooth in the Bron- 

chus for Five Days: Recovery. 52-53. 

Choked by a Tooth. 558-5 


Cosmos (Dental). XXV, 
Judicious and Injudicious * 
w. 6-500. Dise. 590-506. 
Damages for Accident While Under Anesthesia. 
traction.) 606-607. 


Kingsley, N. 
(Ex- 


osmos (Dental). XX VI. 
My Firet Failure—What Was “the Cause? 
tion.) Morgan. W. W. 188-189. 
Extraction of Roots. 26. 
Tooth Removed From Bronchus. 
Dise. 291. 
swe Spans of Death After Extraction of Teeth. 


(Extrac- 


289-290. 
697- 


Latimer. 


oamos (Dental), XX VII. 1885. 
The tre of the Key. Fillebrown, Thomas. 69-74. 4 
us 
The Practice of Extracting Teeth With puree. Guide 
Gas as a Speciality. Thomas, J.D. »-242. 
Dise. 242-245. 


Dental Office & Lab., 
How They 


lect e« 


I, 2nd Ser., 1877-78. 
Pull Children’s Teeth in Paris. April. 3. 


dental Office & Lab. 11, 2nd Ser.. 1878-79. 
Short Observations on Extraction of Teeth. Guerard. 
April. 2 Trans. 


Dental Office & Lab.. VI, 2nd Ser., 1882-83. 
Sub-Alveolar Forceps. Bowne, E.H. Jan. 2. Corres. 


1RK4-KK. 
‘Selected. 


Dental Office & la VIIT. tnd Ser.. 
Machine for Tooth Viliine. Oct. 6. 


EXTRACTION OF TEETH 


Dental Office & Lab., IX, 2nd Ser., 1 
Painiess Extraction ot Teeth. Hepburn, - hk. I. 
Selected. 


Pental & Oral Science Magazine, I, 1 
Misplaced Submaxillary Gland During "Rececten. 
Fitch, C.P. 111-112. 


Facts (Dental), I, 


Remarks on a = = A.M. April. 13-15. 
lected. 


Two Cases of Death After | <n of Teeth. 
Zakharevitch. April. 21. Selected 


Headlight (Dental), 1, 1880. 
Forceps. Feb. 3. 


July. 


Herald of Dentistry, I, 1881-82. 
Death From Gangrene After Having Two Teeth Ex- 
tracted. Sept. 10. 


Herald of Dentistry, I1, 1882-83. 
rave = Extraction of a Tooth. 
.H. Jan 


Balkwill, 


Illinois State Dental Soc. Trans., 1882. 
Extracting Teeth: Indications ae It and Best Me- 
thods. Murphy, J.D. 114-1 
Independent Practitioner (Dental), Il, 1881. 
— -— of Teeth During Pregnancy. 200-201. 
ected. 


Independent Practitioner (Dental). III, 1882. 
Discussion on Extraction of Teeth of Pregnant Wom- 
en. 9578. Selected. 


Independent Practitioner (Dental), IV, 1883. 
An Alveolar Dilator. Hagelberg. 342-343. Selected. 
Death Following Extraction of a Tooth. 626. 


Independent Practitioner (Dental), V, 1884. 
Gum Guillotine Forceps. Shepard, L. D. 43-44. Corres. 


Independent Practitioner (Dental), VI, 1885. 
Extraction of Teeth. (Painless.) Hepburn, N. J. 169. 
Japanese Dentists. (re Extraction of — ) 387. Ed. 
The Painless Operation. Robinson, J. 532-533. 


Iowa State Dental Soc. Trans., 1 
Extracting Teeth. Hunt, A. O. 0.33, * Dise. 33-45. 
Items of Interest (Dental), III, 1881. 
Extraction of Teeth for Convulsions in Children. 17. 
Insanity Following Extraction of Teeth. Bowne, 
Edward F. 18. 
Don't Extract the Natural Teeth. Atkinson. 45. 
The ms - Extracting Natural Teeth. Kingsley, 


Paraly Le From Tooth Extraction and From a Severe 
Wound, Cases in Practice. White, S.W. 67. 


Items of Interest (Dental), IV, 1 
= Unfortunate Interference. 
Selected. 
Paraly sis After Extraction of a Tooth. Sewill, Henry. 


The "Tecitee Extraction of Teeth. Low, J. E. 70. 
War, p08 Responsible ? (Needless Extraction.) 145. 


val. 


iaseection. ) 7-8. 


Items of Interest (Dental), V, 
Experience in a Dentist’s Chair. (Root in the Wind- 
pine.) 225. Comment, 289. 
Anti-Extraction. Morrison, Wm. N. 347-350. 
When Should We Extract ? Driscoll, W. EB. 450-451 
Discussion on Pulling the Wrong Tooth. 496-498. 


Items of Interest (Dental), VI, 

The Effect of tne papeuatice on the Body. 
traction.) 246-2 

Extracting. Rosa. ly man. 286-287. 

Folly of Prematurely Extracting Temporary Teeth. 
Morrison, Wm. N. 390-391. Selected. 

A Visit to the Dentist. (re Extraction.) Trust, T. R. 
iH. §=Corres. 


(re Ex- 


Items of Interest (Dental), VII, 1885. 
Extracting Temporary Teeth. Hayhurst. 
Extracting Teeth With But Little Pain. 

Beniamin F. 

Bromo-Chloralum. (For Healing and Hardenin 5 he 

Gums After Extraction.) Morton, J. E. 1. 


119-120. 
Wright, 


For index and key to classification numbers, see pink sheets. 
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Jairus (Dental), 


Teeth Extracted. 41- he 1 table. 


Jairus (Dental), II, 1881. 
——— of Teeth During Pregnancy. 


188-189. Se- 


ect 
Insanity Following Extraction of Teeth. Bowne, E. 


0-271. ected. 
Extracting. Kempton, Wm. D. 456-463. Disc. 464- 
(Pulp Extrac- 


Review of Unfortunate Interference. 
Selected. 


tion of a Permanent Tooth.) 495-497. 


Jairus (Dental), III, 1882. 

Extracting Teeth, While the Patient Was Under the 
Influence of Ether, vueee Only Far Enough to 
Produce Analgesia. 99-100. Ed. 


Johnstons’ Dental Miscellany, VIII, 1881. 
Diabolical Dentistry. (Extraction of Teeth.) 159. 
Case of Paralysis of the Parts ——s by the In- 

ferior Dental Nerve, Followin e Extraction of 
a Wisdom Tooth. Sewill, Henry. 221. Disc. 


221-222. 
Paralysis of the Inferior Dental Sewill, 
denry. -265. 


Nerve. 


Luminary (Dental), II 1880-81. 
Extraction of Teeth, Followed by Insanity. Bowne, 
Edward H. 59-60. 


Luminary (Dental), III, 1881-82. 
Tooth Butchers. 59. 
A Troublesome Tooth. 64. Selected. 


Luminary (Dental), IV, 1882-83. 
Death From the Extraction of a Tooth. 59. 


Luminary (Dental), VII, 
awed a. the Dentist’s Chair. 
n.) 34. Selected. 


1885. 
(Following Extrac- 


Missouri Dental Jnl., 
Extracting Sound Teeth. 


souri Dental * 
Gun! Trephine. 119. 


Missouri Dental Jnl., X, 1878. 

The Influence of the Cheeks and Tongue, and the 
Lips and Tongue on the Gums and Jaws. (Con- 
sideration of Pain After Extraction.) Sauer, 
C. 258-263. Trans. 


VIII, 1876. 
404-407. 


IX, 1877. 
ill lus. 


Missouri Dental Jnl., XIII, 1881. 

Paralysis of the Parts Supplied by the Left Inferior 
Dental Nerve Follo the Extraction of the 
Lower Wisdom Tooth on That Side. 212-213. 

Insanity Following Extraction of Teeth. Bowne, 
Edward H. 228-230. Selected. 

ro After Extraction of a Tooth. 576. Se- 
ect 


Missouri Dental Jnl., XIV, 

Death From the Shock oft Eatracting a Tooth. 233- 
234. Selected. 

Discussion on Extraction of Teeth in Pregnant 
Women. 324-327. 


sourl Dental Jnl., 
Toothache and Extraction. 


hiy Review of Den. Surgery, IV, 
Clinieal Lecture (Dental Elevators.) i. Teas. 
2 


XV, 1883. 
(Poem.) June. 122. 


Monthly Review of Den. aa +! f » V, 1876-77. 
On Extracting Sound Teeth. 284- Corres. 


Monthly Review of Den. Surgery, Vi, 1877. 
Symmetrical Extraction of Teeth Barrett. 
367. Abstract. Disc. -309. 


Monthly Review of Den. son F Ww. oo 
——_, "of a Feline Tooth. lls, A. 4 


Select 

Case of ort Facial Paralysis Following Extrac- 
tion of a Lower Molar on the Right Side. 
Nairne, J. Stuart. 219-220. Selected. 


New England Jnl. Dentistry, III, 1884. 
The Folly of Extracting Teeth. Rosa, Hyman. 22- 
A Case in Practice. (ost ja the Antrum—Accident 


of Extraction.) 
A New Method of Tooth Drawing. 304. Selected. 
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New York Odontological Soc. Trans., II, 1876. 
The Extraction of Permanent Tecth in’ Chil dhood. 
Dodge, J. Smith. 5-13. Disc. 13-26. 


(Dental, Knightstown, | )». 
Extracting. Marion, Lee. July. 
Extracting Teeth. North, Pa Aug 
How They Pull Children’s Teeth in Periae 
In Extracting Teeth. Eczleston, C.W. Sep 
Extracting Teeth. ~~, 1. 
Painless Extraction. Yilliam, David. Oct. 2. Corres. 
After Pains of Tooth-Extraction. Chapple, J. A. 
April. 5. Selected. 


(Dental, Knightstown, Ind.), II, 1879-80. 
The ye Bicuspids. Ottofy, Louis. 37, 


News, (Dental, Knightstown, Ind.), III, 1880-81. 

A Case in Practice. (Pain in the Ear Following Ex- 
traction.) Spencer, M. H. 6. 

An Alleged Case of Blood Poison From a Dental Op- 
eration. 40. Selected. 

aes Teeth for Delicate Females. 


News, I, 1878-79. 


1. 
" Aug. 3. 
a & 


Spencer, M. 


. (Dental, Knightstown, Ind.), IV, 1881-82. 

mean * Following -_—~ ee of Teeth. Bowne, 
Edward F. 16. lected 

Singular Result of Tooth Extraction. 74. Selected. 


News, (Dental, Knightstown, Ind.), 

Death From the Shock “of Extracting a Yooh, “Wwin- 
iams, W. Rogers. Aug lected. 

Discussion on Extraction of Teeth in Pregnant Wom- 
en. Nov. 3, 6. 


News, (Dental, Knightstown, Ind.), VI 
A Preface to Lecture on Extracting Teeth. Shattuck, 
1. Selected. 
Morrison, Wm. N. July. 1. Se- 


Sept. 3. 


. 8. ay. 

Anti- Extraction. 
lected. 

Extracting Teeth in Persia. 


Odontographic Jnl., I, 
Fatal _ aamenenene. (nly "Extracted Tooth.) 58. 
lected. 


Otentoscegh: ie Jni., IT, 1881-82. 

How Science Tortures Humanity. (Tooth Extrac- 
tions.) 78. Selected. 

Pulp of a Permanent Tooth Extracted With a Tem- 
porary. 108-105. 


Odontolog. Soc. Trans., VIII, 2nd Ser., 1876. 
Forceps for the Extraction of Lower Wisdom Teeth. 
ae 232- 1 plate. Remarks, 233- 


Odontolog. Soc. Trans., X, 2nd Ser., 1877-78. 

On the Symmetrical Extraction of Teeth. Barrett, 
Ashley. 33-38. Dise. 39-43. 
Odeontolog. Soc. Trans., XIII, 2nd Ser., 1880-81. 

Hawksbill Molar Forceps. 2. 

Case of Paralysis of the Parts Supplied by the In- 
ferior Dental Nerve, Following the Extraction 
of a Wisdom Tooth. Sewill, Henry. 110-111. 
Dise. 111-112. 142. Dise. 148. 

Extraction of a Second Wisdom Tooth Causing Ab- 
sorption of the Root of Another Tooth. Cole- 
man. 181-182. 


Odontolog. Soc. Trans., XIV, 2nd Ser., 1881-82. 
Paralysis of the Parts Supplied by the Inferior 

Dental Nerve Following the Extraction of a 

Lower Wisdom Tooth. Sewill, Henry. 61. 
Extracting an Animal Tooth. Hammond, Gurnell. 


Removal of Two Teeth Instead of One. Sewill, 
Henry. 148-149. Dise. 151-152. 


Odontolog. Soc. Trans., XVI, 2nd Ser., 1883-84. 
Curious Old Instrument for Extracting Teeth. 277. 


Odontolog. Sec. Trans., XVII, 2nd Ser., 1884-85. 
— rie at ant Upper Back Teeth. Coles, 


Odontolog. Soc. 
Pair of Miess id poceepe 
Bronchus for Seven 
liam. 35-38. 2 illus. 


Odontological Soc. Penn. Trans., 1884 
hen Does Inflammation Indicate Extraction? 
Wood, John B. 63-66. Disc. 71. 


Trans., XVIII, 2nd Ser., 1885. 
impacted in the Ri 
Weeks. MacCormac, 


For index and key to classification numbers, see pink sheets. 
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Ohio State Jnl. Den. Sci., I, 1881. 
Extraction of Teeth During Pregnancy. 


(re Extraction.) 


103-105. 


U nfortunate Interference. 330-331. 


io State Jnl. Den. Sci., Il, 1882. 
of Unfortunate Interference. 
tion.) 47-51. Selected. 
Case of Difficult Extraction. Williams, N. W. 442- 
4 Corres. 


(re Extrac- 


Ohio State Jnl. Den. ad. III, 1883. 
Pull On My Arm. Siddall J. H. 162-163. 
A Preface to saree on "Extracting Teeth. 

tuck, G. S. 171-1 
Difficult Extraction. 188-190. Ed. 

Anti-Extraction. (A Plea for Conservative Prac- 

tice.) Morrison, Wm. N. 216-219. Disc. 289-293. 


Shat- 


Ohio State Jnl. Den. Sel., 


1885. 
Extraction of Abnormal Tooth i Grosvenor, 


A. J. 77. Corres. 77. Ed. Criticism, 186. 
The Use of the Key. Waye, E. J. 201-205. 1 illus. 
(Extraction of 100,000 


Glorying in His Shame. 
Teeth.) 248. Ed. 
Extracting Free. (Poem.) 
Monsieur Tonson’s Come Again. 


319-320. 
391-392, Ed. 


Practitioner (Dental), II, 1884. 
The cS Extracting Teeth. Rosa, Hyman. 44- 
A Cat With the Toothache. (Extraction.) Hender- 
son, A. H. 239. Corres. 


Record (Dental), I, 1881. 
Paralysis of Sensory Nerves From Extraction of a 
isdom Tooth. Rose, Frederick. 100. 
Wallis, C. J. 


Dental Forceps. 186-187. 
(Following Extraction.) Gur- 


Case of Reflex Pain. 
ner, J. R. 249-250. 


Record (Dental), Il, 1882. 
oy by a Tooth. (During Extraction.) 


243-244. 

Accident of Extracting Two Teeth Instead of One. 
Sewill. 264-265. isc. 265-266. 

The Late Fatal Accident at Preston During Tooth 
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Tenacity of Life of the Tooth Pulp re Extraction. 
438-439. Ed. 


Bate, C. Spence. 


Rawls, 


Register (Dental), XXXVII, 1883. 
Metastatic Choroiditis After the Extraction of a 
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American Jnl. Den. Sci., 
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Pongnageaes =< Potassa as a Haemostatic. Blue, 
— a on Hemorrhage From Extraction. 212- 
British Dental Assn. Jnl., I, 1880. 
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1881. 
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Weiss, Felix. 297- 
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British Jnl. Dental Science, XXIII, 1880. 
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British Jnl. Dental Science, XXV, 1882. 
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1 
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Blood-Dises in a Case of Haemorrhagic Diathesis. 
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D721 Hemorrhage following Extraction of Teeth. 


For index and key to classification numbers, see pink sheets. 


Remarkable Case of Haemorrhage Ate atoms 
Extraction of a Tooth. Canton, F. = 


Haemophilia. Hanreck, G. 314. 
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Headlight (pent. II, 1881. 
a From the Mouth—Death. Jan. 7. 

ected. 


eadlight (Dental), III, 1882. 
The ‘Hemorrhagic Diathesis. 
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Regennas, 


Plaster of Paris for Hemorrhage. Collins, Hiram. 
34. Corres. 
Items of Interest (Dental), VII, ae | 
Hemorrhage of the Gums. Hastermau, G. W. 424. 
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Jairus (Dental), II, 1881. 

Dental Hemorrhage Treated by Ligature of the 
be eee Carotid. Hemard, M. 27-28. Disc. 
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Jairus (Dental), Ill, 1882. 
Aetiology. (Hemorrhage After Extraction.) 
law, W. C. 133-138. 
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A New Styptic. 581-582. 


Practitioner (Dental), I, 1883. 
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Bogteter (Dental), XXXV, 1 

Cane | 7) fe Diathesis. 
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Discussion. 61-70. lected. 
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The 
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An ae Case of Replantation. 191-192. Se- 
Replanted Teeth. 526. Selected. 
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April. 13. Selected. 


British Dental Assn nl. I, 1880. 
Ta and Replantation. 371- 375, 420-425, 
Extraction and “Replacement of Teeth. 542-543. 
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osmos (Dental), XXIII, 1881. 
Re- a of Teeth. Morrison, W. N. 75-77. 


Dise. -79. 
Re-Implantation. Hall, J. Ward. 77-78. Disc. 78- 
Transplantation. 106-108. 
Re Case of Replanted Tooth. 168. 
Case of Replantation. Quinby, H. C. 


308 - 
On the Present Condition of. the Operation of Re- 
lantation for the Cure of Chronic Alveolar- 


eriostitis of the Apex of the Root. Magitot. 
549. Dise. 550-552. 

Replantation. Thompson, W. Finley. 550. 561- 
571. 5 illus. Dise. 550-552. 
Cosmos (Dental), XXIV, 1882. 


Replantation. Peterson, D. E. 335-336. 


Cosmos (Dental), XXV 
Case of Replantation. * he W. D. 91-92. 
Replantation. Robinson, Horace. 614. 


Cosmos (Dental), XXVII, 1885. 
Kemarkable Re- Implantation of a Tooth. 574-575. 
Case of Fusion of Temporary Cuspid and Lateral 
Incisor; Both Extracted, Games Apart, fet Lat- 


eral Replanted. Jackson. Vol. 

XXIX, ol. XXX, 158-199. 
Replantation of a Tooth. Rayburn, J. R. 639-640. 
A Case of Transplantation. Mewborn, J. L. 702-703. 
A Case of Re-Implantation. Roussy, L. 703-704. 
Re-Implantation. Vawter, G. A. 

Dental Office & Lab., 2nd Ser., 1878-79. 


A Cose of i os the Teeth. Wellauer, F. 


April. ’ 
Replantation. Phillippe, T. 8S. July. 3 


Dental Office & Lab., III, 2nd Ser., 1879-80. 
i - - ae Brewster, E. A. April. 3-4. Se- 
Further a ~ to the 1c of Teeth. 
Geist, Oct. 2-3. Tra 
Dental & Oral Science Magesine, I, 1878. 


Replantation. Jarvie, Wm. 


Headlight (Dental), V, 1884. 
—— of Teeth. Chapalay, M. E. 
lecte 


19-23. Se- 


Herald of Dentistry, I, 1881-82. 
Replantation and Transpiantation of the Teeth. 


Magitot. Jan. 


Illinois State Dental Soc. Trans., 1876. 
Transplanting Teeth. Morrison, W. N. 81. 


~— a Practitioner (Dental), III, 1882. 
A _——, of De (re Implantation.) Sauval, 
Select 


Independent Practitioner (Dental), 
The Seances and Replanting of Peeth.. “Faller, 


Items of Interest (Dental), III, 1881. 
Keplantation of Teeth. Jarvis, William. 35. 
Replanting a Central Incisor. 44. ° 


Items of Interest (Dental), IV, 1882. 
Transplanting a Natural Tooth. Wright, %G& 4 


Corres. 
Replantation. 39. 
Replanting Teeth. Hodgin, J. N. 70. 
2 Tooth. Allen, } A H. 99. Selected. 


Replantin 
Replantat Steere, W. 1. Corres. 
Transplantation. Jessup, J. G. 166. Corres. 


Items of Interest (Beutel), VI, 1884. 


Successful Transplanting 
Replacing an Incisor Which Had Been & ~~ 3 Into 


the Alveolus. Francis, C. Select 
Discussion on Replantation. 266-267. Abstract. 


tems of Interest (Dental) , VII, 1885. 
Replanation Goodwin, G. 573, Selected. 


airus (Dental). I. 1880. 
Trans — and Replantation. 
2. Criticism, -208. 334-340. 
Johnstons’ Dental Miscellany, III, 1876. 
Replantation. Morrison, . N, 145-1 
Transplanting Teeth. Drawing Teeth. Cleaning and 
Replacing Them. 328-333. Selected. 


pesweter, E. A. 
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Johnstons’ Dental Miscellany, 
Resetting a Tooth. Harris, Prosk: Bris "148. - 
Etude Sur La Greffe Pe SS, os of Dent 
Engrafting.) David, Th -415, 447- 
452. Trans. (Cont. in Vol. 


Jobnstons’ Dental Miscellany, 
Etude Sur La Greffe Dentaire. Wont’ p—» Vol. IV.) 


David, Th. 7-15, 52-60. rans 
Replanting Teeth. Allan, George 8 84-87. 
Transplanting. Thomas, G. R. - 297. 
Dentistry Extraordinary. (Replantation.) 317-318. 
Selected. 


Trapepianting— Resetting. Volek, A. J. 361-362. 
Replantation. Houck Cc. 379. 


Johnstons’ Dental Miscellany, VI, 1879. 
An Epitome of Dr. Magitot’s Paper "Upon the Be- 


lantation of Teeth. Tomes, Charles 8. 
1. Dise. 201-205. 
Case of Replantation. Hutchinson. 276-277. 
Replanting and a New Process of Ingrafting Porce- 
lain Crowns on Natural Roots. Weld, George 
w. -304. Disc. 


304-305. 
Latimer, C. E. 430-432. 
Johnstons’ Dental Miscellany, VII, 1880. 
Replantation of Teeth. 66-68. Selected. 
Bepiaating Teeth Under a New Method. 
son, Finley. 68-83. 6 illus. 
206. Selected. 


Case of Replantation. 


Thomp- 


A Curious Dental ‘Operation. 
Replantation. Mason, Browne. 


Johnstons’ Dental Miscellany, VIII, 
Case in x. 7 Practice. (meplantation) Tenison, 
Shafer, G. O. 339- 


Anti Successful Reimplantation. 
Fothergill, Ed- 


Case of Successful Reimplantation. 
ward. 479. Selected. 


Kentucky State Den. Assn. Trans., 1878. 
neonere and Transplanting Teeth. 51-53. Disc. 


Luminary (Dental), I, 


1879-80. 
Replanted Teeth. (Case Report.) 7. Ed. 


Leminary (Dental), III, 1881-82. 
Boqueating- Coyle, J. H. 3. 

Case of Replanting. 90. 

Luminary (Dental), IV, 1882-83. 
Replanting. Kemme, B. 33. 


Michigan State Den. Assn. Trans., 1881. 
Replanting and ce? ame Teeth. irhomas, R. G. 
51-544. Dise 64-73. 


Missouri Dental Jni. VIII, 1876. 
Replantation. Morrison, W. 102-1 
Replantation of Teeth Affected With Chronic Peri- 


odontitis. Beers, W. George. 
Replantation. Buckner, Charles C. 398-399. Cor- 
res. 


Missouri Dental Jnl. IX 
Replanting and — lanting Natural Teeth. 15-18. 
Replantation. . 108-104, Selected. 
Replantation of ereth, ono, Selec ted. 
~ of Teeth. Burch, Robert, 635. Se- 
lecte 


uri Dental Jni., X, 
sect in Office Practice. "Gold Pivot Tooth Re- 
plantation. 173-174 
Discussion on Re- and Transplantation of Teeth. 
636-639. Selected. 


Dental Jnl., XI, 


Missouri 
Stability of Replanted a “Transplanted Teeth. 
George F. 10-12. 


Waters, 
Animal Grafting—Its te Dental he Application to 


Certain Lesions of the Dental A ratus. Magi- 
tot. E. 133-135. Trans. Gomnment, 166-167. Cor- 
res. 
ssourl Dental Jni.. XII, 
Transplantation and bcnintestion. 520-524. Se- 
Extracting Teeth and Putting Them Back Into the 
Jaw. 571-573. Selected. 


D?3. KEPLANTATION, TRANSPLANTATION, IMPLANTATION 
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Missouri Dental Jni., XIII, 1881. 
Replanting Teeth. 143. Ed. 
The ~~ —— 5 a = a Case in Practice. 


enshaw, J. 172-173. 
T Salcateaien and Heplaniation of Teeth. 
Magitot and Thompson, Finley. 401-403. 


Abstract. 
Replantation and ; ee Magitot. 443- 
Thompson, 


The 


445. Trans. Dise. 447- 
ee Transplantation. 
inley 


and 
445-47. 


Missouri Dental Jni., XIV, 1882. 

Replanted Tooth. 119. Case Report. 

The Transplantation and Replanting of Teeth. 
Morrison, William N. 241-247. Dise. 247-249. 


Monthly Review of Den. Surgery, V, 1876-77. 

Trans and Replantation of Teeth. 128-129. 

Transplanting Teeth. Drawing Teeth, Cleaning and 
Replacing Them. 222-228. Selected. 


Monthly Review of Den. Surgery, VI, 1877. 
On the Forcible Removal of Teeth and Their Re- 
placement. Williams, G. J. 221-225. 
Replantation of Teeth. Burch, Robert. 296-297. 


Monthly Review of Den. Surgery, VIII, 1879. 

Replantation. Torpey, George 61. 

Replantation of Teeth. An Hottome of Dr. Magitot's 
Paper Upon the Replantation of Teeth. Tomes, 
Charles S. 160-165. Dise. 115-117. 

A Novelty in Dentistry. (Replantation.) Wallis, 
Cc. J. 191-194. 2 illus. 

Replacement of Teeth. Hutchinson. 216-217. 

Replanting Teeth Under a New Method. Thompson, 
W. Finley. 521-537. 6 illus. 517-519. Ed. 


New England Jnl. Dentistry, I, 1882. 
Transplantation. 139-140. 
Transplanting and Replanting Teeth. 185. Selected. 
—. and Replanting Teeth. Palmer, T. 


Transplanting and Replanting Teeth. 263-264. 
Broken Teeth Reuniting. Colton, A. 408. Selected. 


New York Odontological Soc. Trans., III, 1877. 

The Transplantation and Replantation of Teeth. 
Cutler, S. P. 7-14. Dise. 14-21. 

Notes on Transplantation and Replantation of Teeth. 
Bogue, E. A. 24-34. 

a and Replantation of Teeth. Jarvie, 


4. 
Transplantation and Replantation of Teeth. Allen, 


John. 64- 
Case of Transplantation of a Tooth. Hurlbut. 97-98. 


New York Odontological Soc. Trans., VI, 1880. 


Replanting Teeth. Thompson, W. Finley. 62-70. 
7 illus. Dise. 73-77. 
Replanting Teeth. Barrett. 70-72. Disc. 73-77. 


Discussion on Transplanting and Re-Implanting 
Teeth. ‘ 


New York Odontological Soc. Trans., 1881. 


Replantation. Quimby, H. C. 35-36. Corres. 
Replantation. Allen, W. H. 143-144. 
New York State Den. Soc. Trans 
Replanting Teeth. Jarvie, Wm. 121. Dise. 121-122. 
(Den Knightstown, Ind.), I ~~- “gg 
Replantivg and Sr Teeth. Marvin, 
June. 2. Selected. 
oer of Replanting. wee A. Aug. 1. 
Replantation. Ph lips, T st “Aug. 1. Selected. 
Transplanting. Thomas, G. pt. 1. 
Dentistry Extraordinary. (Replacement of Teeth.) 
Treharne, John. 2. Corres. 


Transplanting Teeth. 
Discussion on Plantation. Jan. 3. Selected. 
Replantations. Henry, J. C. March. 4. Selected. 


(Dental ptotown. Ind.), II, 1879-80. 
Repiantin Teeth. sD Selected. 
‘Transplanting. ed. 
Replantation of Teeth. 123-124. Selected. 
Cane =. Replantation. Latimer, C. F. 
lec 


1%. Se- 
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News, (Dental, mighectewa. Ind.), IV, 1881-82. 
On the > of Teeth—A Case in Practice. 
Renshaw, J. 26. Selected. 
News, (Dental, Knightstown, Ind.), V, 1882-83. 
Cases in Practice. (Replantation.) Wardlaw, W. C. 
Feb. 2 Selected. 
Transplanting a Natural Tooth. Wright, J. C. 


July. 28. Selected. 
Transplantation. Jessup, J. G. Dee. 3. 


News, (Dental, Knightstown, Ind.), VI, 1883-84. 
Replantation and Transplantation of Teeth. Stack, 
Theodore 13-14. Selected. 


News, (Dental, Knightstown, Ind.), VII, 1884-85. 
Replanting a Tooth. Snow, S. N. 75-76. Se- 
lected. 


Grafted Teeth. 79. Selected. 


Odontographic Jnl., Il, 1881-82. 


Transplanting and Re- ‘Implanting Teeth. 19-21. 

Replantation and Transplantation of the Teeth. 
Magitot. 85. 
Odontographic Jnl., IV, 1883-84. 

The Bone. (Transplanting.) 69-71. 1 illus. 
Odontolog. Soc. Trans., XI, 2nd Ser., 1878-79. 


An Epitome of Dr. Magitot’s Paper Upon the Re- 
lantation of Teeth. Tomes, Charles 8S. 98-107. 
Jise. 108-112. 


Odontolog. Soc. Trans., XV, 2nd Ser., 1882-83. 
Case of Replantation. Tomes, Charles. 83-84. 


Odontolog. Soc. Trans., XVI, 2nd Ser., 1883-84. 


Case of Replantation. Cunningham. 194-195. Disc. 
195-200. 
Ohie State Dental Soc. Trans., 1879. 


Case of Replanting. Smith, H. A. 55-56. 


Ohio State Jnl. Den. Seci., 
High-Blown If Not High-fa- bo a 
102-108. Ed. 
Recuperative Power In the Mouth and Face. (re 
Replantation of Teeth.) 341-344. Ed. 


» meateptetion,) 


Ohio State Jnl. Den. Sci., Il, 1882. 
Replantation. Robinson, J. E. 225-226. 


Ohio State Jnl. Den. Sci., 1885. 
Replantation of Teeth. Philips, Cc. s. 412-415. 
Replantation of Teeth as a Cure for Alveolar Ab- 
scess. Harlan, A. W. 457-459. 
1880. (See Vol. II, 


Selected. 


Practitioner (Dental), I, 
Independent Practitioner.) 
Replantation of Teeth. 89-91. 


Practitioner (Dental), III, 1885. 

A Case in Practice. (Replantation.) 267-268. 
Record (Dental), I, 1881. 

Replanting Teeth. Crapper, J. S. 52-53. 

On the Present Condition of the Operation of Re- 
plantation for the Cure of Chronic Alveolar- 
Periostitis of the Apex of the Root. Magitot. 


75. Dise. 76-77. 
Replantation. Thompson, W. Finley. 75-76. Disc. 
76-7 
101-112. 5 


‘ 
Finley. 
241-244. 


Thompson, W. 
Cobb, J. 8. 


77. 
Replantation. 

illus. 
On Re-Insertion of Teeth. 
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Record (Dental), II, 1882. 
= of Teeth. Williams, G. J. 52-5. 
pic 
ee of Replanted Teeth. Watson. 139. Disc. 
Extraction of a Replanted Tooth. Coleman. 168-169. 


A Case of Replantation. Best, A. H. 241-243. 
Record (Dental), III, 1883. 

Replantation. Tomes, Cc 81. 

A Case of Transplantation and One of Replantation. 
Ladmore, Prosper. 

Replantation of Teeth. M. E. 563. Ab- 
stract. 


Record (Dental), IV, 1884. 

Case of Replantation. Cunningham. 182-183. 

Replantation and Transplantation of Teeth. Stack, 
¢ ane 217-223, 270-275, 301-305. 2 illus. 

table. 

Case of Transplantation. Balkwill. 422. Disc. 422. 
Register (Dental), XXX, 1876. 

Replacing Extracted Teeth. 58-59. Ed. 

ee on Replanting Extracted Teeth. 309-315, 
* 5-34 

Replanting a Tooth. 364-366. Ed. 

Discussion = Replanting and Transplanting Natural 
Teeth. 437-439. 

Transplantation and Replantation of Teeth. Taft, 
William. 457-467. 


Register (Dental), XXXI, 1877. 

Trans and Replantation of Teeth. Rabatz. 
Selected. 

Replanting Teeth. Walting, J. A. 83-87. 

Would Any Other Treatment Have Produced a 
Cure? Porter, J. M. 173-174. 

Transplantation. 214-215. 


Register (Dental), XXXII, 1878. 
Transplanting. Thomas, G. R. 281-284. 
Replanting and Transplanting. Edwards, 

317-322. Dise. 332-336. 


Register (Dental), XXXIII, 1879. 
Replantations. Henry, J. C. 36. 
An Anomalous Case of Replantation. 
92-95. Corres. 
Replanting Teeth. 223. Ed. 
Transplanting. 356, 403-404. 


Register (Dental), XXXVI, 1882. 
— ~~~ Cases of Replanting. Bristor, T. G. 98. 
“orres. 


Register (Dental), XXXVII, 1883. 
The Replantation and Transplantation of ‘Teeth. 
Stack, Theodore. 448-449. 
Replantation of Teeth. Chapalay, M. B. 525-528. 
Replantation. Thompson, W. Finley. 565-574. 


Register (Dental), XXXVIII, 1884. 
Replantation and Transplantation of Teeth. 
Theodore. 98-99. lected. 


St. Louis Dental Quarterly, I, 1877-7 
Replantation of Teeth. Is It Successful? 


Southern Dental Jnl., I, 1882-83. 
Case of Replantation. Wardlaw, W. C. 494. 


Southern Dental Jnl., III, 1884-85. 
Replanting a Tooth. Snow, J. 8S. N. 327-328. 


Texas Dental Jnl., II, 1884. 
Extraction and Replantation of Teeth. 
N. 4. Selected. 


Chapalay, 


29-30. 


c. G. 


Harlan, A. W. 


Stack, 


8. 
July. 22. 


Stevenson, 
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D74 Unerupted and Malposed Teeth. Third Molars. 


See D72, Extraction of Teeth. D43, Treatment in Orthodontia. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 

A Strange Case. Is There a Parallel? (Wisdom 
Tooth in the Tonsil.) Scott, J. Clark. 562-564. 
Selected. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
Form and Nature of Accidents Occasioned by the 
Eruption of Wisdom Teeth. Magitot. 265-268. 


Archives of Dentistry, I, 1884. 

An Impacted Tooth. 15-16. 

Occurrence of an Impacted Palatine Root of the 
Second Superior Molar, the Buccal Roots Being 
Absent. Wiiliams, J. L. 232. Selected. 


British Dental Assen. Jnl., II, 1881. 
Eruption of a Second Molar Tooth Above the First. 
Coleman. 459-460. 


British Dental Assn. Jnl., III, 1882. 

On the Causes of the Increasing Degeneration of 
Human Teeth, in Kelation More Particularly to 
the -— Molar. Carter, T. S. 209-218. Disc. 
249-251 


British Dental Assn. Jnl., VI, 1885. 
Wisdom Tooth Causing Neuralgia. Hunt, W. A. 
362-363. Disc. 363-364 
Non-Eruption of an Upper Wisdom Tooth. Lipscomb. 
706-707. Dise. 708-709. 


British Jnl. Dental Science, XIX, 1876. 

The Retarded Eruption and the Extinction of Wis- 
dom Teeth. Case of Abscess With Fistulae 
From Buried Inferior Dens Sapientiae. Weiss, 
Felix. 255-259. Abstract. Dise. 259-260. 

The Retarded Eruption and the Absence of Per- 
manent Teeth. Weiss, Felix. 450-453. 

The Wisdom Tooth. Weiss, Felix. 571-575, 619-623. 
(Cont. in Vol. XX.) 

British Jnl. Dentai Science, XX, 1877. 

ie) sp | _ (Cont. from Vol. XIX.) Weiss, 

elix. 5-7. 


British Jni. Deatal Science, XXII, 1879. 
oe < Development of a Tooth. Underwood. 


Williamson. 273-277. Disc. 
Cotterell, C. Vincent. 
Retarded Dentition. 805. Selected. 


British Jnl. Dental Science, XXIII, 1880. 
The Third Molar. Davis, C. D. 1-5, 49-52. 


British Jnl. Dental Science, XXIV, 1881. 
Case <. Impacted Wisdom Tooth. Ditcham, W. V. 
114-115. 
Anomalous Eruption of Wisdom Tooth. 


Retqeeee Eruption. 
Vol. XXIII, 21. 

Case of Retarded Eruption. 
646-647. 


Coleman. 

Retarded Eruption of the Lower Wisdoms. Hardie, 
Jas. 672-673. 

Case of Impaction of Wisdom Tooth. 
Amoore, J. 8S. 1138- 

Case of Facial Neuralgia Due to Impacted Wisdom 
Tooth. Davies, C. D. 1140-1141. 


British Jnl. Dental Science, XXV, 1882. 
Growth of Polypi Over a Wisdom Tooth. 
600. 


Lower 
40. 


Wallis. 


British Jnl. Dental Science, XX VII, 1884. 
Treatment for the Cutting of Wisdom Teeth. Acker- 
mann, E. 470. Selected. 
Retarded Eruption of Wisdom Teeth With Accom- 
panying Facial Paralysis. Cave. J. S. 10355. 


British Jnl. Dental Science. XXVIII, 1885. 
Case of Neuralgia Coincident With the Advent of the 
— Teeth. Hunt, W. A. 572-574. Disc. 
Troublesome Wisdom Teeth. Rice. 801-802. Se- 
lected. 


Cosmos (Dental), XVIII, 1876. 
Malposition of a Wisdom Tooth. Schibbye, W. 
1. 

Neuralgia Caused by the Malposition of a Wisdom 

Tooth. Jewett, A. H. C. 167-168. 


Cosmos (Dental), XIX, 1877. 
A Singular Case in Oral Surgery. Wisdom Tooth 
arg Into Jaw in Attempt to Extract. Warner, 
Swelling of Upper Jaw Containing a Temporary 
Tooth. 325-326. 


Cosmos (Dental), XX, 1878. 

Case of Impacted Third Molar. Osgood, C. H. 441. 

A Case of Dilaceration. Unerupted Central at 24 
yrs. Campbell, Luther. 464. 

Odontocele. (An Impacted Bicuspid.) Pinkham, 
W. E. 519-520. 

Anomalous Tumors Caused by Imbedded Teeth. 
5 0. 


Cosmos (Dental), XXI, 1879. 
Double Facial Abscess, Caused by Lower Third 
Molars. Garretson. James E. 258-259. Clinic. 


Cosmos (Dental), XXIII, 1881. 
Cases of Neuralgia Dependent on Non-Erupted 
Teeth. 332-333. 


Cosmos (Dental), XXIV, 1882. 

The Wisdom Teeth and Deafness. 158-159. 

— Tumor of Jaw. (Caused by Impacted Teeth.) 
uhh. 

Case of Soreness of Central Incisor Apparently 
Caused by Erupting Wisdom Tooth. 672. 


Cosmos (Dental), AXV, 1883. 
Late Eruption of a Wisdom Tooth. Gaudin, F. 224. 


Cosmos (Dental), XXVI, 1884. 

Molar Tooth Developed in the Antrum. Heitzmann, 
Carl. 101. Dise. 101-102. 

Tubular Knife for Cutting Gum Over Third Molar. 
Rollins, William Herbert. 127. 3 oy 

Case of Exostosis. Wisdom Tooth. Lee, F. 407. 
Dise. 407-408. 

Accidents Occasioned by the Eruption of Wisdom 
Teeth. 440-442. 


Cosmos (Dental), X XVII, 

Threatened Mania From Ketarded Wisdom Tooth. 
LaRoche, W. T. 347-351 

Serious Consequences From ‘the Non- Eruption of a 
Wisdom Tooth. Rice, W. W. 511-512. 


Dental and Oral Science Magazine, I, 1878. 

The Case of the Wisdom-Tooth in Relation to the 
Hypothesis of the Ultimate Suppression of the 
Teeth in Man. Thompson, A. H. 66-67. Ah- 
stract. Dise. 67-68. 

Unerupted Teeth. 93. 


Headlight (Dental), I 
An Intractable Molar. 
Selected. 
Independent Practitioner (Dental), VI, 1885. 
Dens Sapientiae. Clowes, J. W. 190-192. Correc- 
tion. 279. 
Items of Interest (Dental), III, 1881. 
Removal of a Hidden Tooth. ‘Mills, Geo. A. 66. 


Items of Interest (Dental), VI. 1884. 
Pain Caused by Wisdom Tooth. Ambler, J. G. 384- 
385. 


, 1880. 
Staddard, P. K. Feb. 4. 


Jairus (Dental), 1879. 
Why Is It? (Retarded Eruption.) Sept. 24. 


Jotinstons’ Dental Miscellany, III, 1876. 
Remarks on a Case in Which a Portion of a Tooth 
was Embedded in the Lower Lip. Mason, Fran- 
cis. 33-3) 
The Retarded Eruption and the Extinction of Wis- 
dom Teeth. Weiss, Felix. 245-251. 
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Johnstons’ mr as een IV, 1877. 
Inverted Wisdom-T Burnette, J. H. 52-53. 
A Remarkable Case. (Anchylosis Caused by a Molar 
Tooth.) Thomas, G. R. 376-378. 


Johnstons’ Dental Miscellany, V 
Impacted Fracture of a Tooth. 
Coleman. 274-275. 


Johnstons’ Dental Miscellany, VII, 1880. 
Unerupted Teeth in the Roof of the Mouth—Freaks 
of Nature. Osmun, J. Allen. 380-381. 


Johnst iscellany, VIII, 1881. 
Case in Office Practice. a ay | Caused by a Wis- 
dom Tooth. Ottolengui, B. R, 98-99. 


Missouri Dental Jnl., VIII, 1876. 

Unerupted Teeth. Barker, W. H. 152-154. 

The Retarded Eruption and the Extinction of Wis- 
dom Teeth. Weiss, Felix. 223-227. Selected. 


1X, 1877. 


I, 1879. 
(Case Report.) 


‘TP tol 





Missouri Dental Jnl., 


Premature Eruption of the Dentes Sapientiae. 
Brewer, Frank A. 555. Corres. 
Missouri Dental Jnl., X, 1878. 


Pain Following Extraction of a Wisdom Tooth. 
Monroe, I. lected. 


Missouri Dental Jni., XI, 1879. 
A Case in Practice. (Pathological Molar.) 
Ewen Monteith. 563-564. Selected. 


Missouri Dental Jni., XIV, 1882. 

The Causes of the Increasing Degeneration of Hu- 
man Teeth, in Relation More Particularly to 
the Third Molar. Carter, T. 8. 2065-274. Selected. 


Tod, 


Monthly Review of Den. Surgery, IV, 1876. 
Impacted Teeth. Woodhouse. 492-4 
Retarded Eruption and Extinction of Wisdom Teeth. 
Weiss, Felix. 493-496. Disc. 98. 
Impacted Wisdom Tooth. Sewell. 551. 


ew England Jnl. Dentistry, Ii, 1883. 
Form and Nature of Accidents Occasioned by the 
Eruption of Wisdom-Teeth. Magitot, E. 301- 
Selected. 


New York Odontological Sec. Trans., 
Threatened Mania From Retarded Wisdom” Teeth. 
LaRoche, W. T. 59-63. 


New York State Den. 
Wisdom Tooth Causing Pain. 


Sec. Trans. 
Ambler J. Gc. 8. 


‘D75_ Plastic Operations on Mouth and Face. 


Alveolectomy. 

American Jnl. Den. Sci., IX, 3rd Ser., 1876. 
Plastic Operation for the Lower Lip. 475-476. Se- 

lected. 
Making a New Nose out of a Finger. 477-478. Se- 

lected. 

American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Obliteration of Depressed Cicatrices. 380, 472-473. 

Selected. 

American Jnl. Den. Sci.. XII. 3rd Ser.., 
oer. Brinton, John H. 132- 133." etainic. 


Skin Grafting in the Colored Races. 239. Selected. 
Healing of Pieces Separated From the Human Body. 
432. Selected. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 

Animal Grafting—Its Therapeutical Application to 
Certain Lesions of the Dental Apparatus. 
Magitot, E. 34-37. Trans. 





D?4 UNERUPTED AND MALPOSED TEETH 


Odontolog. Soc. Trans., VIII, 2nd Ser., 1876. 
On the Retarded Eruption and the Extinction of 
Wisdom Teeth. Case of Abscess With Fistulae 
From Buried Inferior Dens Sapientiae, Lying 
Horizontally Below the Alveolar Margin, Btc. 
Weiss, Felix. 211-224. 2 illus. Disc. 225-230. 


Ohio State Jnl. Den. Sci., IV, 1884. 
a (Unerupted Teeth.) Harrison, H. H. 579- 


Practitioner (Dental), I, 1880. (See Vol. II, In- 
dependent Practitioner.) 

An Intractable Molar. Stoddard, P. K. 44. Se- 
lected. 


Practitioner (Dental), I, 1883. 

Form and Nature of Accidents Occasioned by the 
Eruption of Wisdom Teeth. Magitot, EB. 134- 
135. Selected. 


Record (Dental), I, 1881. 
A Second Wisdom Tooth © ee Down Above the 
First. Coleman. 32-33 


Record (Dental), Il, 1882. 
Malposed Molar. Coleman. 


Record (Dertal), II, 
Impacted Wisdom Tooth. 
Troublesome Wisdom Teeth. 

Disc. 


168. 


1883. 
Canton, F. 
Coles, 


269. 
Oakley. 270. 


Record (Dental), V, 1885. 


An JBrupted Wisdom. ' Lipscomb. 560-561. Disc. 


XXX, 1876. 
Inflammation Caused by a 
Whitney, J. M. 32-34. 


Register (Dental), 
A Case in Practice. 
Wisdom Tooth. 


Register (Dental), XXXII, 1877. 
A Strange Case. Is There a Parallel? (Wisdom 
Tooth in the Epiglottis.) Scott. J. Clark. 73-75. 
Wisdom Tooth in the Jaw. Thomas, G. R. 374-376. 


Register (Dental), XXXIV, 


1880. 
Tardy Eruption of the Teeth. Scifendi, Scribulus. 
318-320. 


Register (Dental), XXXVI, 1882. 
ene Arising From Eruption of a Third Molar. 
409-410. 


Register (Dental), XXXVII, 1883. 
Retarded Eruption of the Third Molars. 194. Corres. 


Bone Transplants. 


1884-85. 
McLane. 


American Jnl. Den. Sei., XVIII, 3rd Ser., 
roe Surgery of the Face. Tiffany, L. 


Skin Grafting and Phinoplasty. 234-235. Ed. 
Archives of Dentistry, I, 1884. 

Trephining Over the Frontal Sinuses. 
T. O. 569-570. Selected. 


Brief (Dental), I, 1881-82. 
The Transplantation of Bone. April. 22. 


British Jnl. Dental Science, XXIII, 1880. 


Summers, 


Stomatoplasty. Mapother. 367. Dise 367, 368. 
British Jnl. Dental Science, XXIV, 1881. 
Transplanted Bone. MacEwen. 542-544. Selected. 


British Jnl. Dental Science, XXVI, 1883. 
sen ‘ented of the Face. wiffany, L. MeLane. 
101 
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British Jnl. Dental Science, XXVIII, 1885. 
Spceee Grafting. Briggs, Fdward C. 472-474, 518- 
Cosmos (Dental), XVIII, 1876. 
Obliteration of Depressed Cicatrices. 108-109. 
josmos (Dental), XIX, 1877. 
Division of the Parotid Duct. 493-494. 


Cosmos (Dental), XXII, 1880. 
Treatment of Fistulae and Scars of the Cheek. 107. 


Herald of Dentistry, I, 1881-82. 
The Transplantation of Bone. Jan. 11. 


Independent Practitioner (Dental), II, 1882. 
Skin Grafting, Our Present Knowledge. Johnson, 
Christopher. 336-337. Selected. 


Independent Practitioner (Dental), V, 1884. 
Abbott's Scissors. Shepard, L. D. 43. Corres. 51. 


Ed. 
mats | ances Briggs, Edward C. 507-510. Disc. 


Independent Practitioner (Dental), VI, 


Reproduction of Tissue by Sponge Grafting. At- 
kinson. W. H. 465-467. 
Items of Interest (Dental), V, 1883 
Transplantation of Muscle on Man. 73. Selected. 


Items of Interest (Dental), VII, 1885. 
Reproduction . fe > by Sponge Grafting. At- 
kinson, W. 526-528. Selected. 


Johnstons’ Dental Miscellany, III, 1876. 
ay of a Nose. Kingsley, Norman W. 
us. 


Johnstons’ Dental Miscellany, VIII, 1881. 
—— Operations on the Face. Post, Alfred C. 


41-44. 3 


Missouri Dental Jni., X, 1878. 

Notes on_the Healing of Pieces Separated From 
the Human Body. Boyland, George Halsted 
471-473. 470-471. Ed. 

Surgery of the Face. Mason, Francis. 688-693. Se- 


ected. 
Skin-Grafting. 722. Selected. 


Miesourl Dental Jni., XI, 1879. 
The Transplantation of "Tissues. 35-36. Selected. 
Reuniting of Pieces Separated From the Body. 37. 
Selected. 
Missouri Dental Jnl.. 


Sponge Grafting. Hamilton, 
stract. 


NII. 1881, 
D. J. 573-574. Ab- 
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Missouri Dental Jnl., XIV, 1882. 

Concerning the Transplantation of Muscle on Man. 
434. Selected. 

The Transplantation of Skin En Masse in the Treat- 
ment of Extropion and Other Deformities of the 
Eyelids. Taylor, Charles Bell. 462-466. Se- 
lected. 


New England Jnl. Iii, 1884. 


Dentistry, 


Trephining Over the Frontal Sinuses. Summers, 
T. O. 473-474. Selected 
New York Odontological Soc. Trans., III, 1877. 


Surgical Treatment Hypertrophy of the Mucous 


Membrane. (Case Keport.) Kingsbury, C. A. 
148-149. Comment, 149. 

Surgical Treatment Hypertrophy of the Mucous 
embrane. Latimer, J. S. 149. 

Surgical Treatment Hypertrophy of the Mucous 
Membrane. Stellwagen, T. C. 149-150. 


New York State Den. Soc. Trans., 
Reproduction of Tissue by Sponge Grafting. At- 
kinson, W. H. 104-107. 


Ohio State Jnl. Den. Sci., IV, 1884. 
Sponge Grafting. 297-298. 


Practitioner (Dental), II, 1884. 
Elongation of the Uvula. Garretson. 222. Clinic. 


Practitioner (Dental), III, 1885. 
Tongue-Tie. Garretson. 43. Clinic. 


Record (Dental), Il, 
Freidrichs, A. C. 


A Case of Plastic Surgery. 
Abstract. 


564. 


Register (Dental), XXXV, 1881. 
Successful Transplantation of Human Bone. 437. 
Selected. 


Register (Dental), XXXVII, 1883. 
A Case of Plastic Surgery. Fredericks, A. G. 543- 
546. 
Register, (Dental), XX XIX, 
Sponge Grafting. Briggs, ie Cc. 122-126. Se- 
ted. 


lee 
Plastic Operations on the Palate. Trelat, M. Ulysse. 
42-143. Selected. 


Carbuncles—Sponge: -Grafting. Cody, T. 197. Se- 
1 
Southern Dental Jnl., I, 1882-83. 


Transplantation of Bone—A Triumph of Modern 
Surgery. MacEwen. 31. Abstract. 


D751 Cleft Palate and Hare-lip. 
See D34, Obturators, Artificial vela; 616.87, Impediments of speech. 


Jnl. Den. Sel., X. 


American 3rd Ser., 1876-77. 
Congenital Cleft Palate. " 


429. Selected 
American Jal. Den. Sci., XI, 3rd Ser., 1877-78. 
=a S Cleft Palates. Davenport. 411-419. Se- 
ected. 


American Jnl. Den. 
Compound Hare-Lip. 


American Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 

Congenital Alveolar Fissure, With Its Accompanying 
— Condition. Coles, Oakley. 554-558. Se- 
ec 


British Dental Asen. Jni., I, 1880, 
How Shall Congenital Cleft Palate Be Treated? 
Hunt, W. A. 560-564. (Cont. in Vol. II.) 


British Dental Asen. Jnl., II, 1881. 


Scl., XII, 3rd Ser., 1878-79. 
566-569. Selected. 


How Shall Congenital Cleft Palate be 
a from Vol. I.) Hunt, W. A. 10-14. 1 
us. 


Treated? 


British Dental Assn. Jnl., V, 1884. 
Model 3s Case of Cleft Palate. Macleod, Bowman. 
327 


British Dental Assen. Jnl., VI, 1885. 

Relative Merits of Plastic Operations on the Palate 
and the Use of Prosthetic Apparatus as a Sub- 
—— for the Former. Trelat. 123-124. Se- 
lect 

The Relation of the Alveolar Form of Cleft Palate 
to the Incisor Teeth and the ae meme 
Boneg. Turner, W. 167-173, 232-241. Selected. 


Dise. 221-224. 
Congenital Alveolar Fissure, With Its Accompany- 
pm Bw a ge Condition. Coles, Oakley. 247. 


tish Jnl. Dental Science, X 
Further Observations on Harelip ed tert Palate. 
Fergusson, William. 18-24, 1 illus; 8-87, 1 
illus. Selected. 
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British Jnl. Dental Science, XIX, 1876—Continued. 
Cases of Cleft Palate. Smith, Henry. 418-420. Se- 
lected. 
The Treatment of Cleft Palate. Mason, Francis. 420- 
421. Selected. 


British Jnl. Dental Science, XXII, 1879. 
Case of Operation for Cleft Palate. Woaker, Ed- 
ward. 750-751. Selected. 


British Jnl. Dental Science, XXIII, 1880. 
The Operative Treatment of Cleft Palate in Chil- 
dren. Rawdon, Henry G. 777-784. Selected. 


British Jnl. Dental Science, XXIV, 1881 
Operation for Cleft Palate. Edgelow, Thomas. 
47. Selected. 


British Jnl. Dental Science, XXV, 1882. 

rhe Treatment of Cleft Palate. (Surgical and Me- 
chanical.) Ileath, Christopher. 1131-1135, 2 
illus; 1176-1182, 3 illus. 


British Jnl. Dental Science, XXVI, 1883. 

A Case of Double Hare-Lip in a Man Aged Thirty- 
Two. Rose, William. 289-291. Selected. 

On a Case of Spontaneous Closure of Cleft Palate. 
Thomson, P. J. 685-686. 

Malformation of the Mouth in a New-Born Child. 
Sourrenille, Amedee. 912-913. 


546- 


Cleft-Palate, Hare-Lip., Staphyloraphy. Heath, 
Christopher. 1000-1003. 1050-1054. 

An Unusual Case of Cleft Palate. Maylard, A. 
Ernest. 1144-1148. 2 illus. 


British Jnl. Dental Science, XX VII, 1884. 

The Surgical Mechanical Treatment of Cleft Palate. 
Campion. 495-497. 543-545, 601-604, 642-645. 

On the Morphological Bearings of Fissures in the 
Jaws, Lips and Face. Albrecht. 749-751, 790- 
792. Dise. 792-793. 

The Inter-Maxillary Bone and Its Relation to Hare- 
Lip and Oblique Fissure of the Face. Von 
Meyer, Hermann. 972. Selected. 


British Jnl. Dental Science, XXVIII, 1885. 
Hare-Lip Operation. New Apparatus for Drawing 
Forward the Cheek. Cheesman, William 8S. 141- 
142. 
Operation for Cleft Palate. 315-316. Ed. 
Congenital Alveolar Fissure With Its Accompanying 


Dental Condition. Coles, Oakley. 341-345. 

Hare-Lip, Cleft Palate, Ete. Lund, Thomas. 604- 
610. Selected. 

A Case of Cleft of the Hard and Soft Palate Suc- 
cessfully Treated by Operation. Jessett, F. 
Bowreman. -796. 

Connecticut Valley Ten. Soc. Trans., 1877. 

Cleft Palates. Davenport, A. F. 72-79. Dise. 79-81. 
Cosmos (Dental), XVIII, 1876. 

A Peculiar Case of Deformity. (Cleft Palate.) Ross, 
A. 

Cosmos (Dental), XIX. 1877. 

a ~ ms in Treatment of Cleft Palate. Bell, 8S. 
16. 

Cosmos (Dental), XX. 1878. 

Case of Acquired Cleft Palate. Mears, J. Ewing. 
6-66. Clinic. 

Case of Hare-Lip. Garretson, James E. 609-613. 
Clinic. 

Cosmos (Dental), XXI, 1879. 

Three Brothers With Hare Lip. Little. 516-518. 

Dise. 518-521. 
Cosmos (Dental), XXII, 1880. 
Case, a ee Lip and Cleft Palate. Kingsley, 


Dwinelle, W. H. 73-75. 
120-122. Disc. 


Remarks on Cleft Palate. 
— of Cleft Palate. Kingsley, N. W. 


-_. 


Cosmos (Dental), XXIII. 1881. 

Injuries of the Palate. 326-328. 

Operation for the Closure of Small Orifices in the 
Palate. 666. 
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Cosmos (Dental), XXV, 1883. 

The Functions of the Soft Palate and Uvula. 275. 

Mechanism of Speech. Kingsley, N. W. 573-575. 
Dise. 575-576. 
Cosmos (Dental), XXVIII, 1885. 

Cleft Palate Cases. . Clinic. 

Two Cleft Palate Cases. Wyeth, John A. 744-746. 
Dise. 747-752. Dise., Vol. XXVIII, 219-220. 
Independent Practitioner (Dental), III, 1882. 


Abstract of Paper on Operation for Closure of the 
Hard Palate and Hare-Lip Immediately After 
Birth. Goodwillie, D. H. 570-572. Selected. 


Independent Practitioner (Dental), V, 1884. 
Unusual Case of Cleft Palate. 559. 


Items of Interest (Dental), VI, 1884. 

Cleft Palate. Hare Lip. Staphyloraphy. Heath, 
Christopher. 6-7. Selected. 

Anatomy and Physiology of Cleft Palate. South- 
wick, A. P. 456-459. Selected. 
Johnstons’ Dental Miscellany, IV, 1877. 

Essay on Cleft Palates. Davenport, A. F. 288-294. 
Dise. 346-347. 
Johnstons’ Dental Miccellany, VI, 1879. 

Hare-Lips. Little, J. L. 251-254. Dise. 254-257. 
Missouri Deptal Jnl., X, 1878. 

Surgery of the Face. (Harelip.) Mason, Francis. 
519-523. Selected. 

Harelip. Garretson, J. E 659-661. Clinic. 
Missouri Dental Jnl., XI, 1879. 

Compound Hare-Lip. 222-224. Comments, 224. Se- 


lected. 


Missouri Dental Jnl., XIII, 1881. 

Four Cases of Staphyloraphy and Uranoplasty, With 
a Description of a New Dilator of the Maxillae 
and Base of the Tongue. 234-235. Selected. 


Monthly Review of Den. Surgery, V, 1876-77. 
Congenital Cleft Palate Treated by the Application 
of Strong Nitric Acid, and Without Operation. 
6. Selected. 
Case of Cleft Hard and Soft Palate, Operated on by 


Langenbeck's Method; Result Perfect. Bu- 
chanan, George. 96-97. Selected. 

Observations on Hare-Lip and Cleft Palate. 132- 
134. Selected. 

The Treatment of Cleft Palate. Mason, Francis. 
100-151. Selected. 

Further Observations on Hare-Lip and Cleft Palate. 
Fergusson, William. 166-170. 
Monthly Review of Den. Surgery, VII, 1878. 


On the Use of the Subcutaneous Saw In Operations 
for Closure of the Hard Palate. 315-316. 


New York Odontological Soc. Trans., V, 1879. 
Defective Surgical Treatment of Cleft Palate. 

Kingsley. 5-6. 

New York Odontological Soc. Trans., 1885. 


Operation for Cleft in the Palate. Wyeth, John A. 
121-122. Dise. 124-129 


New York State Den. Soc. Trans., 1883. 
Palate. 


Anatomy and Fhysiology of Cleft South- 
wick, A. P. 50-55. Dise. 55-61. 1 illus. 
Odontolog. Soc. Trans., VIII, 2nd Ser., 1876. 


Model of Congenital Cleft Palate. Coles, Oakley. 
262-263. 


Record (Dental), I, 1881. 
Malformations of the Lower Lip. 


Record (Dental), Il, 1882. 
Cases of Hare-Lip. Butcher, 
118-123. Selected. 
Cleft Palate. Watson. 555. 


93-94. Abstract. 


Richard G. 26-31, 


Record (Dental), V, 1285. 

Congenital Alveolar Fissure. With Its Accompany- 
ing Dental Condition. Coles, Oakley. 211-215. 
Dise. 215-217. 
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Register (Dental), XXX, 1876. 
Observations on Hare-Lip and Cleft Palate. Fer- 
gusson. William. 530-331. Selected. 


Register (Dental), KXXIV, 1880. 
A = ¢ Hare-Lip. Orr, George W. 
ected. 


188-189. Se- 


D76_ Sinuses of Face: 


See also D78. 


American Dental Assn. Trans., 
Cases of Diseased Antrum. Sn ly Wy. N. 31-32. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Abscess of Antrum. 379. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
Case of Antral Abscess of Twenty Ycar’s Standing 

—Extraction of Root of Right Lateral Incisor— 

Recovery. Bryant, Thos. 75-377. Selected. 


American Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 
Diseases of the Antrum—Treatment of. Abbott, 
Frank. 53-50. Selected. 
Mucoid or Puruloid Engorgement of the Antrum. 
Smith, John 8S. 323-326. Selected. 


American Medical Asen. Jni., I, 
Diseases of the Maxillary Sinus. 
652. Abstract. Disc. 653. 


Foran, Geo. L. 


Archives of Dentistry, Il, 1885. 
The Antrum Highmorianum; Its Diseases and 


Treatment. Harlan, A. W. 204-207. Disc. 207- 
212. 

British Dental Assn. Jnl., Il, 1881. 
Abscess of the Antrum. Evens, Henry. 457-459. 
Abscess of the Antrum. Taft. 629-631. Disc. 631- 


British Dental Assn. Jnl., III, 1882. 
Case of Mucous Engorgeme nt of the Antrum. Stir- 
ling, John. 221-222. 


British Dental Assn. Jnil., IV, 1883. 

Case of Antral Abscess of Twenty Years’ Standing. 
Extraction of Root of Right Lateral Incisor: 
ee Bryant, Thos. 379-380. (Case Re- 
port. 


British Dental Assn. Jnl., V, 1884. 

Two Cases of Disease of the Antrum. Hill, Berkeley, 
and Godlee, J. R. 658-661. (Case Report.) 
Antral oe. Some Causes in Practice. Watson, 

G. W. 714-718. Disc. 588-589. 


British Jnl. Dental Science, XIX, 1876. 
Diseases of the Antrum. Watson, W. Spencer. . 
121, 2 illus; 235-239; 289-292; 351-355; 397-401, 
illus. 445-450; 517-524; 565-570; 615-619. (Cont. 

in Vol. XX.) 


British Jnt. Dental Science, XX, 1877. 
Diseases of the Antrum. (Cont. from Vol. XIX.) 
Watson, W. Spencer. 1-4; 45-49; 93-96, 1 illus. 


British Jni. Dental Science, XXII, 1879. 
Injuries and Diseases ot the Antrum. Magor, J. B. 
1-6, 49-52, 113-115, 161-164, 246-251. 


British Jnl. Dental Science. XXIII, 1880. 
7 og of Tumour of the Antrum of Highmore. 
20-434. Selected. 


British Jnl. Dental Science, LS 1881. 
Antral Abscess. Taft. 799. Abst 
Cate, < sae “ the Antrum with: Rasoosta. Nich- 
817-820. 2 illus. 
Case iot "sum an @ in the Antrum Caused by Al- 
veolar scess on Canine Fang. Prager, A. J. 


bi 
Antral Abscess. Taft. 1046-1050. Disc. 1050-1051. 


Hare Lip. Maclean, D. 555. Clinic. 


Register (Dental), XXXVIII, 1884. 
Four Intermaxillary Bones. (Hare-Lip.) Albrecht, 
P. 572. Selected 


Diseases and Treatment. 


British Jnl. Dental Science, XXV, 1882. 

On Some of the Diseases 4. the Antrum and Their 
Treatment. Ackland, J.M. 7- -63. 

Antrum Cases in Practice. Bates, W. 791-793. 


British Jnl. Dental Science, XXVI, 1883. 
Dropsy of Antrum. 804-805. 


British Jnl. Dental Science, XX VII, 
Cane 66 be of the Antrum. Richards, Ww. P. 
d. 
Antral Trouble, Bodecker. 754. 
British Jnl. Dental Science, XXVIII, 1885. 
Antral Abscess, Some Cases in Practice. Watson, G. 
. 135-138. Selected. 
The Antrum of Highmore and Some of Its Dis- 
eases. Goodwillie, D. H. 229-235. Selected. 
Chronic Suppuration in the Antrum. Smale, Mor- 
ton. 405-406. Selected. 


Calif. 8S. Den. Assen. Trans., 1882-83-84-85. 
Dieses 2 The Antrum. Harding. 


221-295. Dise. 


Cosmos (Dental), XVIII, 1876. 
Diseased Antrum. Garretson, James E. 


Cosmos (Dental), XIX, 1877. 
Treatment of Diseased Antrum. 498-499, 558-559. 
Case of Catarrh of the Antrum. Tenison, W.D. 645- 


186. Clinic. 


Cosmos (Dental), XXI, 1879. 
Abscess of the Antrum. 
Antral Drain Tube. Farrar, J.N. 556-557. 2 illus. 


Cosmos (Dental), XXII, 1880. 

Three Cases of Enlargement of the Antrum. Morri- 
son, W.N. 472-4 

Antrum Disease—-Discussion. 541-543. 

Supposed Malignant Tumor of the Antrum yrom 4 
Carious Tooth. (Abscess of the Antrum.) 


Cosmos (Dental), XXIII, 1881. 
Empyema of Antrum. Garretson, James E. 65-68. 


Clinic. 
Reports of Cases. (Three Cases of Abscess of An- 
trum.) 277-2 


Abscess of the Antrum of Highmore Simulating Acute 
Inflammation of the Lachrymal —_ 440-442. 

Antral Abscess. Taft, 601- 602. 

Antral Disease—Instraments for Its eat. Far- 
rar, J.N. 604-609. 8 illus. 


Cosmos (Dental), XXV, 
Diseases of the Maxillary sinus. 
423-425. Dise. 425. 


Parmele, Geo. L. 


Cosmoe (Dental), XXVI, 1884. 

Alveolar Abscess Opening Into the Antrum and Nasal 
Cavity Simulating Chronic Nasal Catarrh. Mar- 
shall, John 8S. 

Treatment of Abscess ‘of. the Antrum. Abbott, Frank. 


722-723. Dise 
The Antrum of "Fighmore ‘and Some of Its Diseases. 
750-754. 


Cosmos (Dental), XXVII, 1885. 
Two Cases of Suppuration in Antrum. 59-60. 
Abscess of the Antrum of Highmore. 60-61. 
Chronic Suppuration in the Antrum. 572-573. 
Case of Congestion of Antrum. Abbott, Frank. 611- 


612. 

Case of Diseased Antrum. Jackson, V. H. 612. 

Cyst of Antrum. Abscess of Antrum. Cases. Weyth, 
John A. 746. Dise. 747-752. 
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Dental Office & Lab., II, 2nd 1878- 
Singular Accident to the Maxillary yt 
George 8. July. 2. 


79. 
Fouke, 


Dental Office & Lab., VIII, 2nd Ser., 1884-85. 
Two A. - of Suppuration in Antrum. Jan. 6-7. Se- 


Abscess of the Antrum of —— Warner, 
Frank. Jan. 7. Selected. 


Headlight (Dental), II, 1881. 

Case of Suppurative Disease of the Antrum of High- 
more, ith Dislocation of ei er 
of Twelve Years’ Standing. 

Jan. 3. Selected. 


Headlight (Dental), III, 1882. 
Antrum of Highmore. Morgan, W. H. 40-44. 


Herald of ae Il, 1882-83. 
Antrum Cases in Practice. Bates, W. April. 6. 
On Some of the Diseases of the Antrum and Their 
Treatment. Ackland, J.M. July. 5-7. 


Independent Practitioner (Dental), III, 1882. 
Treatment of Catarrh of the Antrum. Wolfram, G. 
380-381. Selected. 


Independent Practitioner (Dental), IV, 1883. 
ae - of the Antrum. Blackader, A.D. 386-388. 
ed. Correction, 501-502. 
Drops x4 the Antrum-Punctured and Drained-Cure. 
A Case in Practice. (Ulceration of the Antrum.) 
Richards, W.P. 650-652. 


Independent Practitioner (Dental), V, 
——— Upon Diseases of the Antrum. 


Chloride of Zine. 95-97. Ed. 
Independent Practitioner (Dental), VI, 1885. 
Foreign Bodies in the Antrum of Highmore. 620- 
621. Selected. 


Items of Interest (Dental), III, 1881. 
Uleeration of the Antrum—How Came It There? 


Abbott, 


Lutz, D.P. 11. 

Disease of the Antrum. Ross, A.M. 18. Corres. 
Items of Interest (Dental), V. 

Disease, Cause and Treatment of = “Maxillary An- 
trum. Harroun, C.H. 403- Selected. 


Items of Interest (Dental), VII, 

Mucoid or Puruloid En tena of the Antrum. 
Smith, John 8. 113-115. Selected. 

Drilling Into the Antrum. 503. 


Jairus (Dental), Il, 1881. 
Case of Diseased Antrum. 
Selected. 


Morrison, W.N. 181. 


Johnst ‘TP 


tal Miscellany, VII, 1880. 
Diseased Antrum as Cause of Eye Trouble. Walker. 
229-230. Comment, 231-232. 
Disease of the Antrum. Morrison, W. N. 343-344. 
Dise i on Di d Antrum. -391. 
Case of Suppucative Disease of the Antrum of High- 
more, With Dislocation of Cartilaginous Septum, 
Ss. = Years’ Standing. Goodwillie, D. H. 


Johnstons’ Dental Miscellany, VIII, 1881. 
Disease of ithe Maxillary Sinus. Latimer, C. EB. 134- 
sc 
A Case of Antral Disease Treated Throuch a Lateral 
Incisor. Davenport, Isaac B. 165-168. Criticism, 


340-341. 
Tumor on the Brain Diagnosed as Antral Disease. 
Winnie. 308-309. 








Luminary (Dental), II, 1880-81. 
Disease of the Maxillary Sinus. Carr, Isaac N. 2-3. 


Michigan State Den. Asen. Trans... 1877. 
Disease of Antrum. Hawxhurst. 40-42. Disc, 42-45. 


Michigan State Den. Assn. Trans., 1879. 
The Antrem. of Highmore. Finch, Sherman F. 44-46. 


Missouri Dental Jni., VIII, 1876. 
Pus in the Antrum. Fox, Hamilton. 154-155. 


Missouri Dental Jnl., X, 1878. 
Abscess of Antrum. Garretson, J.E. 662-664. Clinic. 
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Missouri Dental Jni., XI, 1879. 
Tee of Catarrh of the Antrum of Highmore. 
350-351. Selected. 


Missouri Dental Jnl., XII, 1880. 
Cases of Disease of the Antrum. Morrison, W.N. 


Missouri Dental Jnl., XIII, 1881. 

Abscess of the Antrum. 430-431. Selected. 

Abscess of the Antrum of Highmore Not Caused by 
Any Disease of the Teeth. 509-510. Selected. 


Missouri Dental Jnl., XIV, 1 
Case of Suppuration in the a Caused by Al- 
ee A aces on Canine Root. Prager, A. J. 
Suppuration Se the Antrum. 475-476. Selected. 


Monthly Review of Den. Surgery, V, 
On Suppuration of the Antrum. Heath, Christopher. 


Case of Suppuration in the Antrum. 362-365. 2 illus. 
Selected. 


New York Odontological Soc. Trans., 1883. 
om a enews Antrum. Heitzmann, Carl. 


New York Odontological Soc. Trans., 1885. 
Cyst of the Antrum. yeth, John A. 122-123. 
A wy an the Antrum of Highmore. Wyeth, John 


New York State Den. Soc. Trans., 1883. 
Diseases of the Antrum. Abbott, F. 89-94. 
a Antrum. Bodecker, C.F. 95-96. Disc. 96- 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
A Case of Antral Disease Treated Through a Lateral 
Incisor. Davenport, Isaac B. 14-15. Selected. 


Odontolog. Soc. Trans., XIII, 2nd Ser., 1880-81. 
en oe of the Antrum. Tomes, Charles. "4-5. Dise. 


Odontolog. Soc. Trans., XV, 2nd Ser., 1 
eer ei Antrum. Parkinson, George Willem. *i8- 


I, 1881 


Ohio State Jnl. Den. Sci., . 
40-41. 


Catarrh of the Antrum. Morgen. 


Practitioner (Dental), II, 1884. 

On So-Called Abscesses of the Frontal and Maxillary 
Sinuses, and Especially on the Value of Percus- 
sion as a Means of Diagnosis. Keen, W.W. 204- 
210. Selected. 


Record (Dental), I, 1881. 
Antral Abscess. Taft. 86. 


Register (Dental), XXXIV, 1880. 
Discussion on Disease of the Antrum. 444-450. 


Register (Dental), XXXV, 

A Case of Abscess in the Superior Maxillary Sinus 
Not Due to a Diseased th. Kempton, Will- 
iam D. 391-393. Trans. 


ister (Dental), XXXWVII, 1883. 
Case of Antral Abscess of Twenty Years’ Standing— 
Extraction of Root of Right Lateral Incisor— 
Recovery. 499-501. Selected. 


Register (Dental), XXXVIII, 1884. 
mont + or Puruloid Engorgement of the Antrum. 
Smith, John 8S. 608 lected. 


Register (Dental), XXXIX, 1885. 
Diseased Maxillary Sinus. 155-156. Ed. 


Southern Dental on. 1 Se 
Discussion on Disea and ; a oo of 


the Maxillary anerem. “514. 14-519. Selec 


Southern Dental Jnl., II, 1883-84. 
Case 1 Practice. (Osseous Growth of the Antrum.) 
ye 5 Robert. gy - Cs sed by Syphilis. 
Abscess 0 axillary nus € 
Davis, John D. 8. 477-480. ected. 


Dental Jnl., III, 1884-85. 
pietanhre the Antrum—tTreatment of. Abbott, 
Frank. 123-128. Selected. 


For index and key to classification numbers, see pink sheets. 
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Southern Dental Jnl., IV, 
A Case of Alveolar Abscess 
Brower, E.D. 360-361 


A. y ‘Diseased Antrum. 


251 


Texas Dental Jnl., II, 
Diseases of the Antruin— Treatment of. 
Frank. 18-19. Selected 


Abbott, 


D77 Surgical Treatment of Dental and Facial Neuralgia. 


See D67, Pathology and medical treatment. 


Advertiser (Dental), XIII, 
A New O a Exsection bras the Inferior Maxil- 
lary Nerve.) ted. 


American Dental ~ ae 1876. 
Dental Pathology and Surgery. (Removal of a 
a ag .. Inferior Dental Nerve.) Morrison, 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Spasmodic Contraction of Muscles Treated by Excis- 
ion of Nerves. 528. Selected. 


merican Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 

Radical Cure of Neuralgia of the Lower Dental Nerve. 
81-83. Selected. 

Excision of the Branches of the Fifth Pair in Neural- 
gia. 186-187, 479. Selected. 

A Case of Repeated Excision of the Inferior Dental 
and Gustatory Nerves for the Cure of Dental 
Neuralgia. McGraw, Theodore A. 364-368. Sel- 
ected. 


American Jnl. Den. Sci, XIV, 3rd Ser., 1880-81. 
Neuralgia and Its Treatment. Brophy, Truman W. 
17-31. Selected 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 

Excision of Superior Maxillary and Inferior Dental 
ner a for Neuralgia. Wallace, W. 378-379. Se- 
ecte 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 

Successful Exsection of Inferior ‘Dental Nerve for 

panralgia; Bone Grafting. Gardner, 238. 
ecte: 


American Jnl. Den. Sci., XIX, 3rd Ser., 1885. 
Instructive Case of Neuralg ia Coincident "With the 
Advent of the Wisdom Teeth. Hunt, W. A. 15- 
16. Dise. 17. Selected. 
Galvanism for Neussigia. 191-192. Sel- 
ected. 


Mattison. 


Archives of Dentistry, II, 

Neurotomy for = Dental’ Neuralgia. 
141-142. Selected 

Case of Partial Excision of the Inferior Dental Nerve 
for Persistent all oes: Cure. 520-521. 
Remarks, b 

Nerve-Stretching. or oe Telected. 
British Dental Assn. Jnl., I, 1880. 

Neuralgia. Underwood. 261-265, Dise. 265-267. 

Some ’ eee Views on the Chorda Tympani. 540- 


54 

A Severe Case of Facial Neuralgia Cured by a 
Surgical Operation. Brown, Augustus. 
Selected. 


British Dental Assen. Jnl., I 
A Case of Neuralgia Cured by Tgtretching the Infra- 
Orbital Nerve. Gaddes 9. 
Tic Douloureux, or - bPlleptiform Neuralgia. 
Isidore J. 519-52 


Wyeth. 


New 
549. 550. 


Lyons, 


British Dental Assn. Jnl., III, 1882. 
Stretching the Facial Nerve. Sturge and Godlee, 
Rickman. 135. 
Osteo-Dentine paasing Neuralgia. Wilson. 175-176. 
— of Nine Teeth for the Relief of Facial 
euralgia, Subsequently Found to be Due to 
Acute Glaucoma. Milles, W.J. 220-221. (Case 


Report.) 
On the 5 Relations of Pathological Concretions of the 
Tooth Pulp to Prosopalgia (Tic Douloureux.} 
carerens paeeenent. Arkovy, Josef. 307-318, 397- 
Case of Neuralgia. Canton, Frederick. 516-519. 
Neurectomy of Inferior Dental. Sonnenberg. 641- 
642. Selected. 


British Dental Assn. Jnl., IV, 
Value = the Operation of Nerve- Stretching for the 
Relief of Obstinate Facial Neuralgia. Godlee, 
Rickman. 357-358. 


British Dental Assn. Jnl., V, 1884. 
Trephining. Gardner, W. 123. 


British Jnl. Dental Science, XIX, 1876. 


Nougeigte of the Fifth Pair. Hunt, W.A.N. 239- 
British Jnl. Dental Science, XXIII, 1880. 

Neuralgia. Hope, W. Hodgskin. 213-314. 

Nerve- scetenine in TS Underwood, Arthur. 
496-500. 1-502. 

Kw. ‘in  Eisaabate, 1101-1103. 


British Jnl. Dental Science, XXIV, 

Case of Severe Facial Neuralgia Cured by stretching 
the Infra-Orbital Nerve. addes 92. 

Severe Neuralgia of Nine Years’ Standing: Recovery. 
Robbins, Cornelius. 1141-1142 


— h Jnl. Dental Science, XX 
Cana of ~ Ae bet KT Neuralgia ot tne oritth Nerve. 
Hern, 1-342. 


British Jnl. Dental Science, X XVI, 
Nuerectomy of Inferior Dental. eens. 388-389. 


The Surgical Treatment of Facial Neuralgia. Wal- 
sham. -614. Selected. 
Abstract of Paper on Trigeminal Neuralgia, Treated 
by Ligature of Common Carotid Artery. Gross, 
Ferdinand H. -738. 
Stretching the Inferior Dental Nerve. See, Marc. 738. 
Neurotomy in Neuralgia. 1074-1075. Ed. 


British Jnl. Dental Science, XX VII, 1884. 
Nerve Stretching for Odontalgia. Bernard. 
Operative Treatment of Facial Neuralgia. 

607. Selected. 


British Jnl. Dental Science, XXVIII, 

Loosening of Teeth as a Means of Curing "Toothache. 
Beverard. 84. lect 

Two Cases of Neurectomy for the Relief of Facial 
Neuralgia. Fowler, George R. 84-88. Remarks, 


88-89. 

Tearing of the Dentai Nerves in Persistent Neuralgia. 
Monod. M. 315. Selected. 

Exsection of the Auriculo-Temporal Nerve. 
son. 597-598. Clinic. Selected. 


California 8. Dental Trans., 1881. 
Resection of the Right io. Dentai Tore. Young- 
er, Wm. J. 188-190. Disc. 190. 


Cosmos (Dental), XVIII, 1876. 
2 and Chronic Neuralgia ; Operation; Recov- 


ry. 44-45. 
An Easy Method of Removing a Part of the Inferior 
Dental Nerve Within the Lower Jaw. 48- 
Removal of Inferior Dental Nerve for Neuralgia. 
Garretson, James PB. 
“st” of Inferior Dental Nerve. Morrison, W. N. 


464. 
Heustis. 


Garret- 


os (Dental), XIX, 1877. 
Radleal “Cure of Neuralgia of the Lower Dental Nerve. 


Cosmos (Dental), XXI, 1879. 
Resection of Inferior Dental Nerve. Garretson, 
James E. 88-91. 1 illus. Clinic. Remarks, 232. 


Cosmos, (Dental), XXII, 1880. 

Case of Net Neuralgia. Garretson, James E. 237-240. 3 
illus. Clinic. 

Nerve Stretching of the Supra-Orbital in Neuralgia. 


1- 
The Surgical Treatment of Facial Neuralgia. 383-387. 


For index and key to classification numbers, see pink sheets. ~ 
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Cosmos (Dental), XXIII, 1881. 

Severe Facial Neuralgia Cured by a New Operation. 
(Hot Wire in Inferior Denta Canal.) 443-444. 


Cosmos (Dental), XXIV, 

Exsection of the Inferior Niaxillary, Ni 49-50. 

Neuralgia. Case and Operation 61- 

— of Coe Supertee Maxillary 44 for Neural- 

a. & 

Resection of the Second Division of the Fifth Nerve, 
at the Base of the Skull for the Radical Cure 
of Neuralgia. Garretson, comes E. 576. Clinic. 

Nerve Stretching in Neuralgia. 


Cosmos (Dental), X XVII, 
—- of the Dental Rarete’ = ‘Persistent Neural- 


Extraction of Inferior oe Dental Nerve. Atkinson, W. H. 

175. Dise. 228-229. 

Removal of Incisor Branches of Inferior Maxillary 
Nerves. Garretson, James E. 676-677. Clinic. 


Herald of Dentistry, I, 1881-82. 
Operation for Facial Neuralgia. Garretson. April. 11. 


Herald of Dentistry, I1, 1882-83. 
Case of Facial Neural x Due to Impacted Wisdom 
Tooth. Davies. C.D. July. 8. 
Stretching of Infra-Orbital Nerve. Coppez. Oct. 9. 
Selected. 


Herald of Dentistry, III, 1883-84. 
A New Treatment for Neuralgia. April. 17. Selected. 


Independent Practitioner (Dental), III, 1882. 

A New Operation for Exsection of the Inferior Max- 
illary Nerve in the Spheno-Maxillary Fossa. Gar- 
retson. 11-12. Clinic. 

The Treatment of Certain Forms of Neuralgia. 
Lange. ©. 92. Selected. 

Facial Paralysis. Whittaker, Jas. T. 145-152. 


Independent Practitioner (Dental), IV, 1883. 
The influence of the Trigeminus Nerve on the Or- 
gans of Hearing. Kirchner. 100-101. Selected. 
a Treatment of Neuralgia. Rasori, B. 
Facial Neuralgia. 423-428. Ed. 
Facial Neuralgia. 442-445. Correction, 501-502. 


Independent Practitioner (Dental), V, 1884. 
A — Operation for Facial Neuralgia. 221. Se- 
ecte 


Independent Practitioner (Dental), VI, 1885. 
Neuralgia Due to oe Teeth. LaRoche, ww % 
206-207. Abstra 
Exsection of the Techeute Temporal Nerve. 
son. 249. Clinic. 


Items of Interest (Dental), IV, 1882. 
Tie Douloureux. 6. 


Items of Interest (Dental), V, 1883. 
a Neuralgia and Its Treatment. 


218 


Garret- 


Brophy, 


Items of Interest (Dental), VI, 1884. 
Neuralgia. Brophy, T. W. 264-265. 


Items of Interest (Dental), VII, 1885. 
Exsection of the Auriculo Temporal Nerve. 
son. 283-284. Clinic. 


Johnstons’ Dental Miscellany, III, 1876. 

Excision of a Inferior — rar Nerves. Morrison, 
W. N. 372-373. Abstrac 

Diagram of the Distribution ‘of the Branches of the 
Fifth Nerve. opp. 441. 


Johnstons’ Dental Miscellany, VII, 1880. 
Neree-Seenens in wy a. Underwood, Arthur 
b 4 . 


Garret- 


440-448. Disc. 
Johnstons’ Dental Miscellany, VIII, 1881. 
Nerve-Stretching. Gurner, J. R. 266- 267. 


Laminary (Dental), III, 1881-82. 
Trigeminal Neuralgia. Seifert. 91. 


Missouri Dental Jnl., IX, 1877. 

Extirpation of Superior Maxillary Nerve and Meckel’s 
Ganglion for Facial Neuralgia. Fowler, G. B. 
533-515. Selected. 


Selected. 
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Missouri Dental Jnl., X, 1878. 
Cure of Neuralgia by Excision of the Inferior Dental 
Nerve. 540. Selected. 


Missouri Dental Jnl., XI, 1879. 
——s the Facial Nerve for Convulsive Tic. 291. 


Four Cases “of Nerve-Stretching. 617-618. Trans. 


Missouri Dental Jnl., XII, 1880. 
a and Its Treatment. Brophy, Truman W. 


sourl Dental Jni., XIII, 1881. 

Section of the Infra-Orbital and Inferior Dental 
Nerve for Neuralgia. Hodgen, John T. 42. Ab- 
stract. Dise. 42-43. 

Cases of Neuralgia Dependent Upon Non-Erupted 
Teeth. Cue Operation.) Winterbottom, 
Augustus. 


Missouri Dental Jnl., XIV, 1882. 
What is Facial Neuralgia? Shaw, Parsons. 145-149. 
The Surgical Treatment of Facial Neuralgia. Fow- 
ler, George R. 308-314. Selected. 


Monthly Review of Den. Surgery, V, ete 
Removal of Inferior Dental Nerve. 485-486. 


New England Jnl. Dentistry, III, 1 
A Simple Operation in Facial FF ay 218. Ed. 


lected. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
Removal of the Inferior Dental Nerve. Rose, A. G. 
49. Selected. 


Odontolog. Soc. Trans., XII, 2nd Ser., 1879-80. 
On Nerve Stretching in Neuralgia. Underwood, Ar- 
thur S. 217-233. Disc. 234-238. 


Odontolog. Soc. Trans., XIII, 2nd Ser., 1880-81. 
ee Case of Nerve-Stretching. Gurner, J. R. 
1 . 


Ohic State Jnl. Den. Sci., I, 1881. 
Removal of the Inferior Dental Nerve. Rose, A. G. 
205-206. 


Practitioner (Dental), I, 
Trigeminal Neuralgia Relieved Tt. Li 
oom Queers, and Neurectomy. 

and H. Dise. 77-79. Abstract. 


Practitioner (Dental), I, 

Neuralgia. Garretson. 219- 30, tnic 

Exsection of the ee Maxillary Herve. 
son. . 

Exsection of the ‘Indortor Dental Nerve. Garretson. 
248-249. Clinic. 


Practitioner (Dental), III, 1885. 


ture of the 
ross, Ferdin- 


Garret- 


Neuralgia. Garretson, J. BE. 108-109. Clinic. 
rd (Dental), II, 1882. 

Facial Neuralgia. Excision of Meckel’s Seogiee 
and the Superior Maxillary Nerve. 510-511. Se- 
lected. 

Record (Dental), III, 

Exsection of Inferior Dental Nerve. Gardner. 314- 
315. Selected 
Record (Dental), IV, 1884. 

The Treatment of Epileptiform Neuralgia. or the So- 


ealled Incurable Facial Tic. Walsham, W. J. 


359-365. Selected. 


Record (Dental), 

Case of Neuralgia Colacident With the Advent of 
the -— Teeth. Hunt, W. A. 272-273. Disc. 
273- 


Register (Dental), XXXI, 
ah ap Sajoctions, of Carbolic Acid in Neural- 
erten 
Pesmiyets Treated by Nerve Stretching. 136-137. Se- 
~~ ‘Stretching in Hgeseite. Selected. 
Case of Repeated Excision oft the Inferior and 
Gustatory Nerves for the Cure of Dental Neu- 
ralgia. McGraw, Theodore A. 516-519. Se- 
lected. 


Fer index and key to classification numbers, see pink sheets. 
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egister (Dental), XXXII, 1878. 
Nerve. Reg <9 for the Relief of Neuralgia. 211- 


Selecte 


Register (Dental), XXXV, 1881. 
Facial Neuralgia Cured by a New 1. peat Opera- 


tion. Brown, Aug. -30. 
Operation of Trephining. 130. ele 
Re r (Dental), XXXVI, 


Anaest ~~ of the Facial a Tri- Facial Nerve. 
Kreit, U. 615-617. Corres. 

Register (Dental), XXXVII, 

Successful Exsection of Seats entet Nerve for 
Obstinate Neuralgia; Bone Grafting. Gardner, 
W, 491-492. Selected. 

Register (Dental), XXXVIH, 1884. 

Neurotomy in Neuralgia. 145. Selected. 


Register (Dental), XXXIX, 1885. 
Stretching of the Lin agent Nerve for Neuralgia. Lu- 
cas, Clement. ected. 


Southern Dental Jnl., Il, 1883 
Operation for Facial Neuralgia 76- 5897. Selected. 
— -_ Persistent Neu gia of the = Nerve 
Cured After Several Operations. Gross, F. H. 
216-217. Selected. 


Southern Dental Jnl., IV, 1885. 
ecules of Teeth as a Means of ~astes, Toothache. 


(Neuralgia). Beverard. 83. Select 


Texas Dental Jnl., I, 1883. 

A Case of Extremely Severe and Persistent poerel- 
ia ¢ the Fifth Nerve. Gross, F. H. 29. 
ecte 


D78 Tumors of Mouth and Face. 


See also D71. 


See D781, Malignant; D782, Benign, Epulis; D783, Cysts, Odontomes; D784, Aneurisms, Naevi; 


D785, Ranula; 616.31, Calculi in salivary ducts. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Tumors and Abscesses—Causes and Treatment. At- 
kinson, W. H. 318-322. Selected. 
Removal of Steatomatous Tumor. 327-328. Selected. 


Archives of Dentistry, I, 1884. 
Oral Surgery. (Tumors.) Hamilton. 23-29. Dise. 
29-35. Selected. 


British Dental Assn. Jni., III, 1882 
The Limits of Dental Surgery re Removal of Tu- 
mors. 195-196. Ed. 


British Jnl. Dental Science, XX, 1877 
Notes on a Case of Medullary Disease of the Mouth. 


een. 


British Jnl. Dental Science, XXIII, 1880. 
et oo the Oral Cavity. Arkovy. 1106. Disc. 


British Jnl. Dental Science, XXVI, 1883. 
Unilateral Hypertrophy of the Ramus of the Man- 
dible. Heath, C. 478. Selected. 


British Jnl. Dental Science, XXVII, 1884. 

Remarks on the Differential Diagnosis of the Hard 
Tumours of the Soft Palate. Magitot, E. 457- 
460. Abstract. 


British Jnl. Dental Science, XXVIII, 1885. 
gee of Auditory Meatus. Benson, Arthur. 


‘osmos (Dental), XVIII 1876. 
Statiotieal Review of Operations for Tumors of the 
Superior Maxilla. 49-50. 


Cosmos (Dental), XXI, 1879. 
Comes Surgery in Operations on the Lower 
aw. ; 


Items of Interest (Dental), VII, 1885. 
Treatment of Nasal Tumors. Buist, J.B. 28-32. 
Selected. 


Missouri Dental Jnl., XI, 1879. 
How to Avoid Leaving Scars, (In Treatment of Tu- 


mors.) 


Missouri State Den. Assn. Trans., 1882. 
Tumors of the Oral Cavity. Conrad, Tom. 112-129. 


Monthly Review of Den. Surgery, V, 1876-77. 
Tumours and Abscesses. Causes and Treatment. At- 
kinson, W.H. 257-261. Selected. 


Monthly Review of Den. Surgery, VII, 1878. 
Note on the Excision of Tumours of the Palate and 
Fauces. Foulis, David. 503-505. Selected. 


New Jersey State Den. Soc Trans., 1881. 
Pathology. (Necrosis; Tumors.) Carleton, G. 53- 
57. Dise. 57-61. 


Register (Dental), XXX, 1876. 
Tumors and Abscesses, Causes and Treatment. At- 
kinson, W.H. 413-418. 


Register (Dental), XXXIV, 1880. 
Removal of Parotid Tumor—Death From Cellulitis. 
Post, A.C. 116. 


Register (Dental), XXXV, 
Removal of Tumors Without ttine Marks. 22. 
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D781 Malignant Tumors of Mouth and Face. 


See also D78. 


Alabama State Den. Assn. Trans. 
Tebgets As An Irritant in Cancerous Atections. Dun- 
ap - 


American Jnl. Den. Sci., IX, 3rd Ser., 1876. 
Osteo-Sarcoma of Lower Jaw. 464-467. Selected. 
Cancer of Tongue and Jaw. 526. Selected. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Sarcomatous Tumors of the Jaws. 263-267. Selected. 
Cases of Sarcomatous Tumor. Mears, J. Ewing. 297- 


304. 

Epithelioma of the Face. 373. Selected. 

Partial Excision of Both ayer Jaws for Enchon- 
droma. 572-574. Select 


American Jnl. Den. I, 3rd Ser., 1877-78. 

Adenoma of Soft Palate. Set 3a. Selected. 

The Connection Between Excessive Nerve and Brain 
Worry and Bodily Disease, With Patholo and 
Treatment of Cancers, Tumors, Etc. Caldwell, 
J.J. 350-364. 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
— ~~ of Carcinoma by the Nerves. 427-428. Se- 


Bpitheliome- Blepharoplasty. 466-467. Selected. 


Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 
Dia — of eeignent oe of the Upper Jaw “in 
outh. Tiffany, L. McLane. 206-213. 
XVI, 3rd Ser., 


1 Polypus by. Nelaton’s 
ro-Sarcoma.) Weir, Rob- 


American Jnl. Den. Sci., 

Removal of ee 
Operation—Death. ( 
ert F. 83-86. Selec 

Cancer of Tongue—Removal of Entire Organ. Rod- 


dick. 186-188. Selected. 
Excision of Re, Tongue. (For Cancer.)  Croly. 384, 


480. Selec 
Sarcoma of eich Superior Maxilla and Cheek—Re- 
moval and Recurrence. Lawson, George. 419-420. 


Selected. 
America Den. Sci., XVIII, 3rd Ser., 1884-85. 
Excision :. "the Tongue. (For Cancer.) Croly. 95- 
520-521. Se- 


Epithelioma Tom Uleerated Teeth. 
lected. 


American Jnl. Den. Sci., XIX, 3rd Ser., 1885. 

A Case of Sarcoma of Lower Jaw With Successful 
Removal. Coskery, Oscar J. 162-163. Disc. 163- 
164. Abstract. 


Archives of Dentistry, II, 

Sarcoma of the Lower Jaw. Woeth, John A. 
141. Selected. 

A Case of Sarcoma of Lower Jaw With Successful 
Removal. Coskery, Oscar J. 301-302. Disc. 302. 


140- 


Abstract. 
—— Sarcomatous Tumor. 
569-570. Selected. 


British Dental Assn. Jni., Il, 1881. 

Local Treatment of Cancer. 45-46. 

Sarcomatous Tumor of the pees Jaw. MacNamara. 
Chas. 133-135. Disc. 


British Dental Asen. Jni., Til, 1 
Round- come Sarcoma. Gaddes, 
Dise. 179-180. 


Hutchinson, Jona- 


-_ 177-178. 


British Dental Assn. Jnl., TV, 1883. 

Large Fibro-Sarcomatous Tumor of the Lower caw 
of Five Years’ Growth; Excision; Recovery 
Clark, Andrew. 284-285. 

Cancerous, wm of the Tongue and Mouth. May, 
Benn 577. Dise. gap 
sani Dental Asen. Jnl. 

On Cancerous Disease of the’ * and Mouth. 


May, Bennett. 197-205. 
Reiggics Between Carious Teeth and Cancer of the 


378. 
Rou h “Wartar-Coated Teeth as a Potent Cause of 
ancer. Morris. 378. Abstract. 


British Dental Assen. Jnl., V 
Epithelioma of the Floor of the Ml Mouth. 
Newland. 298. 


Pedley, 


Dental Science, XIX, 1876. 

Epithelioma> of the Mouth. Carter, 7.8. 38-45. Re- 
a FS late; R 1; R 

ar ‘a q 

637-638. 1 illus. Selected. oT ro mame 


British Jnl. Dental Science, 
Epithelioma Linguae. Achery, 
A Case of Epithelioma. 496-498. 


British Jnl. Dental Science, XXI, 1878 
The Pathology of pauiguans Growths. 
Arthur. 141-145. 


British Jnl. Dental Science, XXII, 
Sarcomatous Tumour Attached to the "Root “of a Mo- 
lar Tooth. Coles, Oakley. 266-267. 


British Jnl. Dental Science, XXIII, 1880. 
Glandular Carcinoma of the Nasal Mucous Mem- 
brane; Excision of the Upper Jaw: Recovery. 
371-374. Selected. 
Three Cases of Tumour of the Antrum of Highmore. 
-434. Selected. 


Case of Extensive Epithelioma of the Lower Jaw 
and Floor of the Mouth; Removal; Satisfactory 
State Two Years Later. 1127-1130. 


XX, 1877. 
181-183. 448. 


Underwood, 


tish Jnl. Dental Science, XXIV. ~ ae 
Epithelial Tumour of the Tongue. Macleod. 
—. — 7 Tumour ¢. pe phy Jaw. s+ 


rles. 
Melanotic Growth on . = Lin Humphry. 768. 


British Jnl. Dental Science, Xv, 
eg — of | en Epithitona of the EB tree Jaw. 


Case of Cancer, of the Right Superior Maxilla. Cox. 


Edwi 

The Limitations of Dental Surge re a Reune 
Celled Sarcoma.) Gadd es. 305-303, bine 

Sarcomatous Growth in the Upper Jaw: ieee 
and Cure. Amoore, John S. 417-419. 

Case of Very Completely Ossified Sarcoma of the 


Lower Jaw: Removal: Recurrence: Two ra- 
tions: Subsequent Recurrence: and Death From 
Exhaustion. eath, Christopher. 1007-1010. 


Sarcoma of t Superior Maxilla and Cheek—Re- 


ge and Recurrence. Lawson, George. 1189- 
British Jnl. Dental Science, X XVI, 1883. 
Account of the Relief From Pain in a Malignant 


Tumour of the Tongue and Mouth by the Divi- 
sion of the Gustatory Nerve. Renton. 29. Se- 


lected. 
Abstract of a Clinical Lecture on Epithelioma of 
M. 187-189. Selected. 


the Antrum. Trelat. 

Epithelioma of Tom me Haemorrhage From Lin- 
ual Artery; Ligature of Common_ Carotid; 
Deat h Five Months Later; Necropsy. Blaker, N. 


P. 614- 615. Selected 
rative Measures for Epithelioma of the 
733-734. 


aw. Verneuil. 


British Jnl. Dental Science, a 1884, 


Cancer of the Tongue. 32-33. Selec 
oor of the South | Simulating 


reatment and Epithelioma. 465. 


ritish J Dental Science. XXVIII, 1885. 
Epithelioma - the Tongue. Jessett, Fredk. 

an. 531-541, 577-585, -630, 676-683. 
Oral Surgery. (Malignant Tumors.) Hamilton. 726- 


Tuberculosis and Carcinoma of the Tongue. 800. Ed. 
Epithelioma of the Gums. Jessett, Frederic Bowre- 
man. 877-885. 


— 
Bowre- 


Cincinnati Med & Den. Jnl., I, 1885. 
Removal of the Tongue and Fioor of the Mouth for 
pepeneive Epithelioma. Collier, Mayo. 12-13. 
ected. 


Cosmos (Dental), XVIII, 1876. 
Osteo-Sarcoma of the Superior Maxilla. 162. 
Encevhalomatous Disease. (Right Side of Face.) 

Garretson, James E. 186. Clin ic. 


Epithelioma. 445-446. 


For index and key to classification numbers, see pink sheets. 
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Cosmos (Dental), XIX, 
Extirpation of the bakaeliecy Gland; Salivation. 
(Lympho-Sarcoma.) 406. 
Excision Me the Upper Maxilla for Malignant Epulis. 


os (Dental), XX, 1878. 
Epitheliome. ( Nose.) Two Cases. Garretson, James 
BE. 670-671. Clinic. 


Cosmos (Dental), X XI, 1879. 
Operation for Radical Cure of Epithelioma. py ) 
Garretson, James E. 139-143. 1 illus. Clinic. 
Differential Diagnosis Between Epithelioma of the 
Tongue and pertess Syphilitic Glossitis, Accord- 
ing to Fournier. 

Tumor of Submaxitlary Triangle. _Enoteme.) Gar- 
retson, James E 

Osteo- —» wr of Inferior Maxilla. Garretson, 
James E. 679-680. 1 illus. Clinic. 


Cosmos (Dental), XXII, 1880. 

Carcinoma Simulating Ranula. 102-104. 

Myeloid Sarcoma of Jaw. 104-105. 

Sarcoma of Jaw; Death. 105. 

Tumor of Lower Jaw. (Myxoma.) Garretson, James 
E. 297-299. Clinic. 

Excision of the Upper Jaw. (Glandular 

325-326. 


Carcinoma.) 
Case of Carcinoma. (Lower Jaw.) Garretson, James 


Tumor. 


. 352-355. 1 illus. Clinic. 
Epithelioma. (Angle of Mouth.) Garretson, James 
E. 5383-534. Clinic. 
Carcinoma. fnper Jaw.) Garretson, James B. 
- nic. 


Spindle Cell Sarcoma of the Lower Jaw. 674. 


Dental & Oral Science Magazine, I, 1878. 
Two Cases of Epithelioma of the Tongue. will, J. 
Cc. Ogilvie. 81-84. Selected. 


Headlight (Dental), V, 1884. 

Remarks on Tumors in the Nasal and Antral Cavities 
—With Cases. (Benign and Malignant.) Buist, 
J. R. 117-128. 


Herald of Dentistry, II, 1882-83. 
Removal of Bony Tumor of Upper Jaw Throu ~) he 
Mouth. (Osteoma.) Shrady, Geo. F. 9. 


Selected. 
Scirrhus of Superior Maxilla Ranshoff. Oct. 10. 
Selected. 


Herald of Dentistry, III, 1883-84. 
Osteosarcoma of the Lower Jaw. McBurney. Jan. 


Carcinoma of the Larynx. Fowler, George R. July. 


Independent Practitioner (Dental), III, 1882. 
Cancer of the Antrum. Ziegler, Charles B. 376-378. 


Independent Practitioner (Dental), IV, 1883. 
Extirpation of Cancer of the Face. Wackerhagen, G. 
210-213. 1 illus. Selected. 


Independent Practitioner (Dental), 
The, Case” of General Grant. (Mpichelicma,)” 210, 
A Case of Sarcoma of the Lower Jaw With Success- 
| Renova. Cuskery, Oscar, J. 372-373. Disc. 
Epithelioma. Fcss, A. M. 232-238. 1 illus. 384. Ed. 
Osteo-Sarcoma, Removal of Upper Jaw, of the Tur- 
binated, Nasal and Lachrymal Bones, and a 
Portion of the Ethmoid. Garretson. 581. Clinic. 


Items of Interest (Dental), VII, 1885. 
A Case of Sarcoma of the Lower Jaw, With Success- 
ful Removal. Coskery, Oscar 
The Cause of General Grant’s Cancer. 460. Abstract. 


Johnstons’ Dental » V, 
Case of Malignant Tumor. Atkinson. 
rex Tumor—An Interest Case. 


1878. 
151-152. 
Scott, J. Clark. 


Johnstons’ Dental Miscellany, 

A Tumor Arising From the Root “wembrane (Sar- 
coma). Coles, Oakley. 226-230. 1 plate. Com- 
ment, 230-231. 


255 


Johnstons’ Dental Miscellany, V 1880. 
er of A Jaw—Ooperation.. toward, Fran- 
eis 


Johnstons’ Dental Miscellany, VIII, 1881. 


Sarcomatous Tumor. MacNamara, Chas. 179-182. 
Dise. 182-184. 

Sarcoma. Barrett, W.C. 218-220. 

Removal of a Tumor. (Sarcoma.) Pinkham, W. E. 


Missouri Denial Jnl., X 
Removal of weet r Jaw ay ‘Giant- Celled Sarcoma. 
Dawson, 585-586. Clinic. 


ri Dental Jnli., XI, 
Painless | Excision of the fg *(Epithelioma.) 277- 
280. Selected. 


Tumor of the Antrum. (Sarcoma.) 528-529. Selected. 


Missouri Dental Jni., XIII, 1881. 

Sarcomatous Tumor. MacNama amara, Charles. 207-208. 
Dise. 208-210. 

The Inutility and Danger in Medical and Topical 
Treatment of Epithelioma of the Tongue. 462- 
463. Selected 


Missouri Dental Jnl., XIV, 1882. 
Sarcomatous Growth in the U r Jaw; Removal and 
Cure. Amoore, John 8. -308. Selected. 


Monthly Review of Den. Surgery, IV, 1876. 
Congenital Large-Celled Alveolar Sarcoma. Steven- 
son, John. 352-355. 


Monthly Review of Den. Surgery, VI, 1877. 
Epithelioma of the Lips and Face. Busch. 212- 


Selected. 

Clinical Remarks on Diseases of the Upper Jaw. 
(Malignant Tumors.) Smith, Henry. 230-233. 
Abstract. 


Monthly Review of Den. Surgery, VII, 1878. 
et a Cancer. Semple, C. E. Armand. 108- 

‘wo Cases of Epithelioma of the Tongue, and One 

of Epithelioma of the Floor of the Mouth. 254- 


Epithelioma of the Floor of the Mouth and Lower 
Jaw; Removal of Symphysis. 255-256. Selected. 

Cancer’ of the Tongue. rown, George. 

thly Review of Den. Surgery, VIII, 1879. 

A —¥ of Round Celled Sarcoma Connected ws 
the Root of a Tooth. Coles, Oakley. 194-197. 2 
illus. Dise. 174-175. 

Case of Malignant Epulis. rior Max- 
illary Bones. Gray, Thomas. Selected. 


New England Jnl. Dentistry, I, 1 
A we ie Operation. (For bated 116-117. 


New York Odontological Soc. Trans., 1885. 
Sarcoma. Wyeth, John A. 123. 


News (Dental, Knightstown, Ind.), IV, 1881-82. 
Kemoval of Left Superior Maxilla, and Malar Bone. 
(Malignant Tumor.) Rogers, W. B. 37-38 2 


Removal of Su 
239-241. 


illus. Clinic. 
Removal of a Tumor. (Sarcoma.) Pinkham, W. B. 
51. Selected. 
Odontolog. Soc. Trans., XI, 2nd Ser., 1878-79. 
On ry Re — Arising From the Koot Membrane, 
| ma.) Coles, Oakley. 115-117. 1 
ites. a 118-119. 


Odontolog. Soc. Trans., XIII, 2nd Ser., 1880-81. 
The Teeth as an Aid to Diagnosis in Cancerous 
pBections of the Gums. Lloyd, F. R. 11-14. 


Sarcomatous Tumour. MacNamara, Charles. 84-89. 
2 illus. Disc. 89-91. 


Odontolog. Soc. Trans., XIV, 2nd Ser., 1881-82. 
Notes of a Case of Cancer Commencing Obscurely in 
the Right Superior Maxilla. Cox, Edwin. 134- 
The papetation of Dental Surgery. (re Treating 
beer — gnant Tumors.) Gad 137-141. Disc. 


tolog. Soc. Trans., XVI, 2nd Ser., 1883-84. 
Epitheloma. 206-207. 


For index and key to classification numbers, see pink sheets. 
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Ohio State Den. Soc. Trans., 
Oral | eras. ne ST Hamilton. 97- 


Den. Sci., Ill, 1876. 
(Malignant Tumor.) > 389-390 


(See Vol. Il, In- 


Pennsylvania Jnl. 
Professional Notes. 


Practitioner (Dental), I, 1880. 
dependent Practitioner.) 
Cancer Cures. 523-524. 


Practitioner (Dental), Il, 1884. 
Epithelial Cancer. Garretson. 221. 


Practitioner (Dental), Ill 


Osseous Sumas in the Naso- Pharye ngeal Space. Gar- 
retson. 42-43. Clinic. 
the Tongue. Garretson, J. E. 152- 


Epithelioma of 
1 


> linie. 
Osteoma of the Inferior Maxilla. Garretson, J. E. 


154-155. Clinic. 
Epithelioma of the Lip. 283. Selected. 
Record (Dental), I, 1881. 
Spindle-Celled Sarcoma. 223. 


Record (Dental), II, 1882. 

Case of Cancer Affecting the Right Superior Max- 
ila. Cox, Edwin. 21 

Necessity of the Complete , of all Tissue of a 
Sarcomatous Growth. Gaddes. 217-219. Disc. 


219-221. 
Malignant Disease of Tonsil. Bird, oeline and Lu- 


cas, Clement. 504-506. Disc. lected. 
Register (Dental), XXXI, 1877 
Scirrhus Tumor. Arnold, Otto. 1321 133. Corres. 


Osteo Sarcoma. Peabody, F. 7 - 290. 
The Connection Between Excessive Nerte and Brain 


D782 Benign Tumors of Mouth and Face. 


Worry and Bodily Disease With Pathology and 
Treatment of Cancers, Tumors, Etc. Caldwell, 
g.7 54-458. 

See also D78. 


See 616.31, Calculi in Salivary ducts. 


Sel., X, 3rd Ser., 1876-77. 
132-133. Selected. 


American Jnl. Den. 
Epulis of Lower Jaw. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Adenoid Tumor of Soft Palate. Taylor, W. W. 133- 
134. Selected. 
Poly pee Se Seowngs From the Septum of the Nose. 237. 
ected 


Den. Sci., XIII, 3rd Ser., 1879-80. 
A Remarkable Case. (Morbid Growth Caused by a 
Plate.) 515-517. Selected. 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
Fatty Tumor of the Tongue. (Lipoma.) 240. Se- 
lected. 
Tumors of the Mouth. (Benign.) Lowry, M. B. 553- 
ios. «Selected. 


American Jnl. 


American Jnl. Den. 
Diagnosis and Treatment of Benign Tumors. 
land, Geo. Halsted. 241-253. Selected. 


XVIII, 3rd Ser., 1884-85. 
Bell, 


Sei., XVI, 3rd Ser., 1882-83. 
Boy- 


American Jnl. Den. Sci., 
A New Methad of Removing Nasal Polypi. 
William Ralph. 285. Selected. 


Archives of Dentistry, Tl, 1885. 
Excision of Lower Jaw for Recurrent Myeloid Epu- 
lis. 276-277. Remarks, 277. Selected. 


British Dental Asen. Jnl., I 


,» 1880. 
Peoueeas of the Oral Cavity. Arkovy, Joseph. 529- 


British Dental Assen. Jnl., III, 1882. 
Profuse Haemorrhage From a Small Epulis. 
130-131. Abstract. 


Hulke. 


British Dental Assn. Jni., TV, 1 
Treatment of Epuloid Growths by 
trolysis. Wallis, Boyd. 128. 


883. 
Means of Elec- 
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~~ ster (Dental), XXXIV 
— oma. (Clinical Report.) MViison, F. D. 142- 


Sarcoma 4 Jaw—Death. 192-193. 


Selecte 
Tumor of Lower a Maclean, Don- 
ald. 266- 


Mason, Erskine. 


(Malignant) 


267. Clinic. 
Donald. 268. 


Clinic. 
Diagnosis of Malignant Tumors of the Upper Jaw 
Youth. Tiffany, L. McLane. 425-432. 

Malignant Tumor. Maclean, D. 554-505. Clinic 


Register (Dental), XXXV, 1881. 
Malignant Tumor. 130. Clinic. 
Malignant bh wr. 


Epithelioma. ss. Donald. 
Cates Sarcomatus Tumor. Maclean, 


168. Clinic. 
uot iloma. 168-169. Clinic. 
a 169. Clinic. 
e a of —~ of the Tongue. Verneuil, 
° 2 . 
Rodent Uleer and Epithelioma. Lawson. 511. Se- 
lected. 


Register (Dental), XXXVIII, 

Sarcoma of the Superior Maxilia i in a Gae of 
~~ Pcmeieee Marshall, L. W. 291-292. Se- 
ected. 


Register (Dental), XX XIX, 1885. 

A Case of Sarcoma of Lower Jaw With Successful 
Removal. Coskery, Oscar J. 401-402. Disc. 
402-408. Abstract. 


Southern Dental Jnl., I, 1882-83. 
Malignant Tumor of the Antrum. Grant, H. Meg. 


5-2 


Southern Dental Jnl., IV, 1885. 
A Case of Sarcoma of Lower Jaw. With Successful 
eee. Coskery, Oscar J. 197-198. Disc. 


Epulis. 


Removal of an Qeseens Tumour of the Upper Jaw. 
xon, 
Recurrence of Tumour and Pregnancy. Windle. 609. 


British Dental Assn. Jnl., V, 1884 
Case of Epulis Amoore, J. S. 101. 
Case of Congenital Epulis. Gore. 444. Abstract. 

British Dental Assn. Jni., VI, 1885. 

Feeggapat of a Case of Epulis - Electrolysis. Wallis, 


J. Boyd. 22-23. 
Drabble, R. C. 89. Dise. 89- 


Twe “ases of Epulis. 

The Origin of Exostosis of the Jaws. 
Tumors.) Sutton, J. Bland. 311-312 

A Case of Ivory Exostosis of the Auditory Meatus 
Successfully Removed by Means of the Dental 
Engine. Benson, Arthur H. 353-354. 

Enchondroma. Murphy, T. 625-627. Disc. 627. 


British Jnl. Dental Science, XIX, 187 
Non-Malignant Tumours of the Gums. 
Alfred. 292-296. 


(Osseous 


Coleman, 


British Jnl. Dental Science, XXI, 1878. 

Large Cartilaginous Tumour of the Lower Maxilla; 
Removal With Half of the Jaw; Recovery. Law- 
son, George. 352-356. 2 illus. 

British Jnl. Dental Science, XXII, 1879. 

Pibeess Anew Caused by a Gold Plate. Canton. 

‘ » . 


British Jni. Dental Science, XXIII 
Three Cases of Tumour of the Antrum A Highmore. 


. Selected. 
The Pathology and —pentanent of Epulis. Senn, N. 
1063-1075. Selecte 
Arkovy. 1106. Disc. 


Papilloma of the Oral ‘Cavity. 
1106-1107. 


For index and key to classification numbers, see pink sheets. 
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British Jnl. Dental — XXIV, 1881. 


Epuloid Tumour. Watso 599. 
Osteoma of Upper Maxilla. Finlayson. 1197-1198. 


British Jnl. Dental Science, XXV, 1882. 

Case of Epulis. Wilson. 29-30. 

On Epulis. abemeé. H. A. 8. - 222-228. 

Papilloma of Li Barling. 453. Selected. 

Epulis. Weiss, Henri. 998-999. 

Notes on a Case of Unusual Tumor of the Cheek, Suc- 
cessfully Removed. (Glandular Tumor.) Cotterell, 


Edward. 1190-1191. 


British Jnl. Dental Science, XX VII, 1884. 

Epulo-Fibroid Tumour. Macleod, 10. 

Upper Jaw, With Extensive Exostosis of the Outer 
Alveolar Border. 10-11. 

Case of Epulis. Amoore. 

Osteoma of Lower Jaw. Trelat. 640-642. 

Extirpation of an Epulis of a Fibro- Myeloid Charac- 
ter From the Left Pre-Molar Region of the Sup- 
erior Maxillary Bone. Abbott, Joseph. 156-757. 

Contributions to the Btedy of Fibrous Tumours of 
the Tongue—On Fibro-Myoma of Tongue. Blanc, 

E. 1112-1114. Selected. 


British Jnl. Dental Science, XXVIII, 1885. 
Chondro-Fibroma. Meyer, Joun H. 74- 
A Fibrous Tumour From an Accident. Barker, P.N. 


558. 
Growths in Connection With the Wearing of Plates. 
d. 571-572. 


Williams, E. Lioy 
Epulis Tumour. Garretson. 598-599. Clinic. Se- 
lected 


Cosmos (Dental), XVIII, 1876. 
Case of Epulis. Stockton, C.S. 623. Disc. 623-624. 


Cosmos (Dental), XIX, 1877. 
Growth of a Doubtful Character Upon the Gums of 


a Ch 
Hypertrophy of the Intermaxillary Bone. 326. 
Case of Epulo-Fibroid Tumor. (Lower Jaw.) Jarvie, 

Dise. 474-475. 
Tumor of the Lower Jaw semored Without Exter- 
nal Wound. (Fibrous.) 494-496. 
Chondroma of the Submaxillary Gland. 496-497. 
Disease and Removal of the Upper Jaw. (Fibrous 
Tumor). 554-555. 
Epulic Tumor. Brooks, J. C. 560. 


Cosmos (Dental), XX, 
A em Aas a Growth. “Upper Jaw.) Barnes, 
E. F. 58-59. 1 illus. 
A Peridental Tumor. Peirce, C.N. 350-351. 1 illus. 
Treatment of Epulis. 454. 


osmos (Dental), XXI, 1879. 
Epulis Treated by Electroiysis. 53. 


Cosmos (Dental), XXII, 1880. 

Case From Practice—Papillomatous Tumor. (Pala- 
tal Arch.) Smith. John S. 167-168. 

Polypus on ug FS aed Jaw. Garretson, James 

. 296-297. n 

Cases of Tumor of the Antrum of Highmore. (Collec- 
tion of Inspissated Pus Simulating a Morbid 
Growth. Soft Fibroma.) 323- 

A Case of Oral Polypus. Calder, J. 456. 

Thirty Five Years’ History of. ‘a Maxillary Tumor. 


-509. 
The oie? and Treatment of Epulis. Senn, N. 


Osteo-Enchondroma. (Lower Jaw.) Garretson, 
James E. 535-537. 2 illus. Clinic. 

Tumor of the Cheek, Having the Expression of an 
Alveolo-Dental Abscess. (Sycosis Parasitica.) 
Garretson, James E. 594-596. Clinic. 


os (Dental). XXIII, 1881. 
Multiple E Papillary Tumors ‘of the Labial, Buccal and 
Glassal Mucous Membrane. 165. 
Papilloma of the Oral Cavity. 278. 
An Osseous Tumor of the Lower Jaw. Barrett, W. C. 


Cosmos (Dental). XXIV, 1882. 

Recurrent Epulis. 549-550. 

Fibro-Enchondroma as Result of Fracture of the 
Styloid Process of the Temporal Bone. Garret- 
son, James E. 573-576. Clinic. 


Cosmos (Dental), XX VI, 1884. 
Large Tumor on the Left Side of the Superior Max- 
oy Re -Fibroma.) Meyer, John H. 721- 


Cosmos (Dental), XXVII, 1 
Epulic Growth in Child- ‘Bearing W Woman. Garretson, 
James BE. 536-5387. Clinic. 
Euplo-Fibroma.—Removal by Exsection. Garretson, 
James E. 678-679. Clinic. 


Dental Office & Lab., I, 2nd Ser., 1877-78. 
Epulis. Ostermann, L. Jan. 2-3. Trans. 


Dental Office & Lab., III, 2nd Ser., 1879-80. 
Treatment of Epulis. Schneider. ‘Apel.’ 1-2. Trans. 


Dental & Oral Science Magazine, I, . 
Epuloid Tumor. Northrop, A. L. t59°130. Remarks, 
. Dise. 141-144. 
Intraosseous Epulis. Stimson, L. A. 260. 


Headlight (Dental), V, 1884. 
Remarks on Tumors in the Nasal and Antral Cavities 
—With Grose. (Benign and Malignant.) Buist, 


J.R. 117- 


Minois State Den. Soc. Trans., 1883. 
menanal of a Tumor from the Antrem Highmorian- 
um. Patrick, J.J.R. 115-123. 3 illus. 


Independent Practitioner (Dental), IV, 1883. 
Removal’ ¢ of a Maxillary Tumor by Means of the 
Dental Engine. Nixon, F.A. 448-449. Selected. 


Independent Practitioner (Dental), ve, p Se 
Epulic Tomer. Garretson. 250-251. Clin 
Cartilaginous Tumor. Brophy, T. W. 2o2. Clinie. 
Epulo-Fibroma in a Pregnant Woman—Operation. 


arretson. Clinic. 
Osteo-Fibroma. Disarticulation of the Lower Jaw. 
Garretson. 582. Clinic. 


Items of Interest (Dental), V, 1 
Case in Practice. (Osseous RN Ay * Lewis, Robert. 
467-468. Selected. 


Items of Interest (Dental), VI, 
Tumors in the Nasal and Antral Cavities. (Fibrous.) 
Buist, J. R. 611-616. Selected. 


Items of Interest (Dental), VII, 1885. 
Epulic Tumor. Garretson. 284-285. Clinic. 


Jairus (Dental), Il, 1882. 
Epulis. Hahn, G. 159- 160. ‘Trans. 


Johnston’s Dental Miscellany 1878. 
Large Cartilaginous Tumor of othe Maxilla; Re- 
moval with Half of the Jaw. Lawson, George. 


Johnstons’ Dental Miscellany, VII, 1880. 
Inflammatory Tumor. Bishop, J. A. 467. 


Missouri Dental Jnl., VIIi, 1876. 
Tumor Removed. Hurtt, John M. 276-277. 


Misooun Dental Jnl., IX, 1877. 
From My Case Book. (Fibrous Tumors.) Barker, 
W.H. 44-45. 


Missouri Dental Jnl.. X, 1878. 

Clinical ; wot “Pharyngeal Polypus. Par- 
sons, S. 

Large Cartilaginous Tumor of the Lower Maxilla; 
Removal With Half of the Jaw; peeewes. Law- 
son, George. 632-636. 2 illus. Selected 


Missouri Dental Jnl., XI, 1879. 
Operation for Removal of Tumor from Left Antrum. 


Packard, John H. 


Missouri Dental Jnl., XIV, 
Discussion on What is the hational Treatment of 
Epulis ? Jan. 35-37. 
— and Treatment of Benign Tumors. Boy- 
George Halsted. 451-462. Selected. 


Monthly Review of Den. Surgery, VII, 1878. 

Large Cartilaginous Tumor of the Lower Maxilla; 

Removal with Half of the Jaw. Lawson, George. 
252-254. Selected. 

Two Cases of Hypertrophy of the Gums and Alveol 

Treated by Operation. Heath and Tomes. 589- 


Dise. 541-545. 


w England Jnl, Dentistry, II, 1883. 
a Mc Fibroid Tumor. 56-57. 
Microscopical (Epulide.) Ross, A. M. 89-90. 
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New York Odontological Soc. Trans., Il, 1876. 
Epulis. Stockton, C. S. 72. Comment, 72. 


New York Odeontological Son, er» IKI, 1877. 
Epulo-Fibroid Tumor. Jarvie 48-49. 
somes, _f (Fungus Growth.) Lot ff BE. F. 146-147. 


2nd Ser., 1880-81. 
Papilioma ¢ of "the S Gal as wy 16-26. Disc. 


Odontolog. Soc. Trans., XIV, 2nd Ser., 1881-82. 

Balergement’ of the External Alveolar Wall of the 
Upper Jaw. (Pathological Growth). Sewill, 
Henry. 59-60. Disc. -64. 


Odontolog. 
Treatment o 
trolysis. 


Sec. Trans., XV, 2nd Ser., 1882-83. 
Epuloid Growths by Means of Blec- 
Dallis, C. J. Boyd. 128-129. 


Ohio State Jnl. 


Den. Sci., II, 1882. 
Tomece the Mouth. (Benign.) Lowry, M. B. 


Pennsylvania State Den. . Trans., a 
Epulitic Tumor. Essig. ti-44 Dise. 44-47 


D783 Cysts of Oral Region. 


See also D78. 
See 616.31, Calculi in Salivary ducts. 


Advertiser (Dental), XIII, 1882. 
Large Odontome Removed From the Lower Jaw. 
eath, Christopher. 58. Selected. 


American Dental A: Trai 
The Origin of Those ‘Nests of Benticies Gengeey 
Denominated Denigucne, Cysts. Dean, 
121-124. 2 illus. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Treatment of Cysts. 140. Selected. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
The Treatment of Atheromatous Cysts ‘of the Neck. 
187. Selected. 


Jnl. Den. 


American Sci., XII, 3rd Ser e- 
Case Oral Surgery. 


(Cyst.) Grant, H. M. 519- 


American Jnl. Den. Sci., =i. 3rd Ser., 
Cystic Tumor. Chapman. Disc. 
Cysts of the Mouth. 178- 130. ted. 

An Odontome. Black, G. V. 504-508. Selected. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Large Odontome Removed  - = hm | Lower Jaw. 
eath, Chaipeonser. 46. 
Resolution of Alveolar Abscesses Into ‘Serious Cysts. 
Weiss, Willoughby. 429-430. Selected. 


American Jnl. Den. Sci., XIX, 3rd Ser., 1885. 
Diagnosis and Treatment of Dentritic oe Tu- 
moss of the Jaws. Smith, John 8. 269. 

ect 


Archives of Dentistry, I 
Report a Cystic specs in a se ehild. Hungerford, 
Chas. C. 441-44 


Archives of Dentistry, I 
About | a o Tee of the . 3. Cerebri. Beck, 


163. 00. 


dias Dental Assn. Jnl., II, 1881. 
Odontome. Tomes, Charles. 506. 


British Dental Assn. Jal, uit. 

A Remarkable Odonatome. t -B_.] A. 8. 108. 
(Case Report.) 
British Dental Assn. Jnl., V, 


1884. 
ti us Cyst of Lower Jaw; Removal of Ne- 
aac enveed Renes and Condyle; Recovery, With Re- 


production fs Parts Removed, anc and Perfect 
e Joint. rshall, J 
wal of “Cyst From the Antrum. Pod, B. M. 


Removal of a 
430-431. (Case Report.) 





D782 BENIGN TUMORS 


Practitione 


© (Dental), II, 1884. 
Epulic Tumor. 


174-175. Clinic. 


Novel Fungus Growth. Garretson. 249-250. Clinic. 
Record (Dental), V, 1885. 

Removal of a Fibrous Sune pitoched to an Upper 
Left Molar. Lakeman, J. J. 


Register (Dental), XXXIII, 1879. 

Tumor of the Lower Jaw, the Seat of Vicarious Men- 
struation, Removal of One-Half of the Bone, 
followed by Rapid Recovery. Maclean, Donald. 
128-131. Correction. 184. 


Register (Dental), XXXIV, 1880. 
Parotid Tumor. 186. Selected. 
Tumor of Lower Jaw. McLean. 320-321. Clinic. 

Register (Dental), XXXVIII, 1884. 
Odonto-Periosteal Tumor Simulating Pulp-Fungoid. 

Smith, John 8S. 152-153. Selected. 

On the Removal of Naso- tw eee Tumors. Stok- 
er. W. Thornley. ted. 


Southern Dental Jnl., I, 1882 
Bony Tumor of the Face. Grant. H. McG. 364-366. 


Odontomes. 


British Dental Assn. Jnl., VI 
Osteoma_ of the Superior Mexia’ Baker, Arthur 


Dentigerous Cyst. Sims, Chas. 569-570. 
ritish Jnl. Dental Science, XIX, 18 
Clinical Lecture on a Case of Cystic a of the 
Lower Jaw. Heath, Christopher. 80-84. 5 illus. 


British Jnl. Dental Science, XX, 1877. 
Dentigerous Cyst. Moore. 732. 


British Jnl. Dental XXI, 1878. 
Odontome. Tomes, Charles a . 
Radicular Odontome. 


c = a Dents Getones, as Il, 1879. 
‘ase of Cystic sease 0) r xilla. 
Sc 7stte Dieees ppe Fothergill, 


Mr. Fothergtt's s Case of Cystic Disease. Coleman, 


Moon. 


British Jnl. Dental Science, XXIII, 1 
== caens “ss Odontome. Harding, Y EB. 181. 


Thirt “five » , History of a Maxillary T 
a hegtie Dinease Heath ae Set enrite 
ase of Cyst o e An rum th Optic N 4 
Ete. Watson, W. Spence -565. “ wees 


Serous Cysts. Cattlin, w. y N. 1194-1195. 
British Jnl. Dental Science, 
Teeth in the Bladder. Schlenker. cae Po 4 Selected. 


A Remarkable Odontome. 
ae bs nlayson. 


Dental Science, 
Fibro“ Cy —%, Woon of Lower inne ’ Sternfeld. 83. 


Lar dontome Removed From th 
Heath, Christopher. 139-140. elected — 


Tom 
1198. es, Charles. 1103. 


Hern, W. 


lar Into ae 3 
Weiss, Willoughby. rous Cysts. 


British Jnl. Den 


Dental Science, XXVI, 1883. 
Cystic Tumours of the Jaws, and the Etiolo of 
Tumours. Bye, 8. 167-172, 197-203. 


317-320, ; 399-407, -513, 541-545, 
he] 407, 454-459, 509-513, 541 545, 
A Case of Large Sebecrons or Dermoid Cyst in the 


Fe — eine Operation, ith Cure. 


British Jnl. Den Dental fotenee, 1884, 
Lar; re Rebeceous Cyst Under ‘ao. Fleming, 


Clinical Lect 
— ee Cysts of the Superior Maxilla. 


1196-1197. 
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British Jnl. Dental Science, XXVIII, 1885. 
Case of Meystie Tumour of the Periodontal Membrane 
Presenting Anomalous Symptoms. Harris, Henry 


Ritter. 


ti 
Diagnosis and Treatment of Dentritic Cystic Tu- 
po the Jaws. Smith, John S. 1054-1056. 
Periosteal Cysts and Dental Abscesses, Lig 3 + 
a alegtes and Their Dissimilarities. David, 
1131. Abstract. 


Cosmos (Dental), XVIII, 1876. 
Osteo-Cystoma of Upper a Jaw. Schibbye, W. 31. 
Dentigerous Cysts. 


osmos (Dental), XIX, 1877. 
Cyst. of the Upper Jaw. 497-498. 


Cosmos (Dental), XXI, 1879. 
Cyst of the Upper Jaw. 52-53. 
Dentigerous 7 of Lower Jaw. 589-590. 
The Origin of Those Nests of Denticles Gengealt y 
Denominated Dentigerous Cysts. Dean, 
681. Disc. 681-682. 


E. 
Cyst on Alveolar Process of the Upper Jaw. 
903-904. Selec 


Cosmos (Dental), XXII, 
Dentigerous Cretie Tumor. Lowes Jaw.) 330-331. 


Cosmos (Dental), XXIII, 1881. 
Serous Cysts. (Upper Jaw.) 331-332 
Cosmos (Dental), XXIV, 1882. 
Removal of Large Odontome From Lower Jaw. 51. 


Cosmos (Dental), XXVII, 1885 
Crm TF ae Case. Wyeth, John A. 746. Disc. 


& Lab., 2nd Ser., 
Cyst v Produced Sy he rault vclation™ ny a PP wisdom 
Tooth. Duplay. Jan. 1-3. Trans. 


Some Cases in My Practice. 
De Albertis, Orazio. April 


Dental Office & Lab., III, 2nd Ser., 1879-80. 
Tumor in the Perotidean Region Following Dental 
Caries. Jan. 1-2. Trans. 


Dental Office & Lab., IX, 2nd Ser., 1885. 
Cyst ng the Alveolar Process of the Upper Jaw. 
Ritter. Oct. 6 Trans. Selecte 


Headlight (Dental), VI, 1885. 
Tumor in Connection With a Wisdom Tooth. Fam- 
brough, Jno. W. 111-112. Corres. 


id of Dentistry, III, 1 
The y of a Dee "sebaceous Chet of the Neck, 
Through the Mouth—No External Scar. Wal- 
sham. Oct. 14-15. Selected. 


Illinois State Dental Soc. Trans., 1879. 
An Odontome. Black, G. V. 65-69. Disc. 


Independent Practitioner (Dental), ws 1885. 
Dental Diseases in Animals. Ed. 


(Dentigerous Cysts.) 
_ = Trane. ss 


69-70. 


Cysts. 
Items of Interest (Dental), IV, 1882. 
Odounto-Periosteal bag Simulating ‘Pulp—Fun- 
goid. Smith, 98- 
Dentigerous (or ‘Tooth- Bearing) Cyst. Talbot, 
Eugene 8S. 117. Selected. 


ec 
ores > roe of the Upper Jaw. Smith, John 8S. 


Jairus (Dental), I, 18380. 
An _ B ack, G. V. 267-271. Dise. 271- 


Johnstons’ Dental VII, 1880. 
Odontome. Harding, Ww. 137. Disc. 157-159. 


(Case port.) 
Origin of Those Nests of mess Seale De- 
nominated Dentigerous Cysts. mn. 221-222. 


Luminary my 
Cystic Tumor of th 


) 
> e "Gontainin sticerci 
in an Infant. 32 fomeue so 


Michigan State Den. Assn. Trans., 1877. 
Tooth-Bearing Tumors of the Jaw. Maxhurst, D. 
Cc. 16-20. Dise. 21-24. 
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Missouri Dental Jnl., VIII, 1876. 
som ey XH Lower Jaw. Rabitoy, George. 
us 


cyells Gene al Cent hs “ti a 
ystic Tumor o r Jaw—Histor X Dia nosis an 
Treatment. Smith, John 8S 337-342 & t illus. 


317- 


Missouri Dental Jnl., XI, 1879. 
Tumor of the Lower Jaw—The Seat of Vicarious 
Menstruation—Removal of One Half of the Bone, 
ent monte poeeerers. Maclean, Donald. 


The Origin of Those Nests of Beatie 2 
Denominated Dentigerous Cysts. Dean, rf 
649. Abstract. 


Missouri Dental Jnl., XII, 1880. 
An Odontome. Black, G. V. 102-106. Disc. 106- 


107. 

The Origin of Those Nests of Denticles Gensralty 
Denominated Degietrons a poe Dean, M. 
324-328. Disc. 328. 





Missouri Dental Jnl., XIII, 1881. 

Case of Two Separate Serous Te Complicated 
With an Alveolar Abscess. -220. 

A Remarkable Odontome. 551-552 


Missouri Dental Jnl. 
~~ ton Cyst. Talbot. pi *---- S. 34-35. Se- 


Oral Surgery. (Cyst.) 369-371. Remarks, 371-372. 
Dental Tumor of Jaw. 477. Selected. 

Monthly Review of bs, 5 VI, 1877. 
Cyst of the ee Jaw. ‘Selec ted. . 
Restigwens © yst. ie 324. 
Odontome. 
Radicular } Moon. 365. 

onthly Review of Den. Surgery, 1878. 

Tooth. Boose pumoure of the Jaw. tebe, D. 

©. Selected 
Soc. Trans., X, 2nd Ser., — 


Odon 
Caleified > (Odontome.) Tomes. 
Dentigerous Cyst. oore. 7-8. 


Radicular Odontome. Moon. 30-31. 

Odontolog. Soc. Trans., XII, 2nd Ser., 1879-80. 
Odontome. Coteman. 2. 

Odontolog. Soc. Trans., aay. 2nd Ser., 1881-82. 
Odontome. ‘omes, Charles. 3-4 


Case of Cystic Tumour of the Jaw. 

Fibro-Cystic Tumour of the Lower te. Sternfeld. 

Odontome. Smale, Morton. 117. 
Odontol . Trans., XVIII, 2nd Ser., 1885, 

Dentigerou yy hy of the Lower Jaw. 35. 

Cystic ead Encysted Solid Tumours of the Jaws, 
With Observations e the Structure of the 
Enamel Organ. Eve, F 39-61. D 


Ohio State Jnl. Den. Sci., 
Fungoid Growth From a Cadets Tooth. Cochran, 
. W. 511-512. Corres. 


Pennsylvania Jnl. 
Treatment. of Cysts. 


Den. Sci., III, 1876. 
314. Selected. 


Practitioner (Dental), III, 1885. 

Diagnetis and Treatment of Dentritic Cystic Tu- 

; oo the Jaws. Smith, John S. 204.207. Se- 
lec’ 


A Case of Gdontom dont toplasti P Al 
‘ome on ° ue. ’ = 

fred J. 198-199. Sillu. "> 

ee = Heath, Christopher. 


Parotid 
Cases of 


223. 

Sosa. Brownlie, G. Rankine. 276-277. 
Record (Dental), II, 1882. 

Dentigerous Cyst. Wilson. 554. 
Record (Dental), III, 1883. 

Dentigerous Cyst. Glassington, Chas. W. 530-531. 


(Dental), XXXI, 1877. . 
Tooth Bearing Tumors of the Jaw. Hawxhurst, D. 
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Register (Dental), XXXV 
Simple Tumors. (Cysts.) 136. 


Register (Dental), XXXVI, 
Dental Tumor of Jaw. (Cyst.) 
450. Selected. 


1881. 
Clinic. 


1882. 
Nelson, C. EB. 458- 


D784 Aneurisms. 


See also D78. 


British Jnl. Dental Science, XXVI, 1883. 
Removal of a Venous Angioma. Kiston, W. H. 757. 
Case of Tumour of the Soft Palate and Ligature of 

Common Carotid. (Aneurism.) Dubrueil. 958- 

Abstract. 


Cosmos (Dental), XIX, 1877. 
Case of pa — 278. 


Independent Practitioner 
Aneurism of the Innominate Artery. 
295-299. 


(Dental), III, 1882. 
Lynch, J. 8. 


Missouri Dental Jnl., XII, 1880. 

Unique Varicose Distention in the Parotid neg on— 
: ees of Diagnosis. Aneurism. 182-1 Se- 
ect 


Missouri Dental Jal., XV, 


Under the Surgeons Touch. diesen) July. 180- 
181. Selected. 
See also D78. 
American Den. Sei., XI, 3rd Ser., 1877-78. 
Ranula. 6.20 Selected. 


Jnl. Dental Science, XXII 
Large ts With a Tumour of ibe Floor of the 
outh. Wheeler. 
Treatment of Ranula. 549-550. Selected. 


British Jal. Science, XXV, 1882 
Lockwood, C. B. 451-453. 


Dental 
Note TS Case of Ranula. 
ted 
Ranula ula Occupying the Whole of Floor of the Mouth— 
Resection of Part of Wall—Plugging With Lint— 
Cure. Morris. 1010-1012. Selected. 


. Dental Science, X XVI, 
Large es “With a Tumour of the Floor of the 
outh. Wheeler. 34-565. Selected. 


British Jnl. Dental Science, X XVII, 
On the Seat and Treatment of Ranula. “Toasters, 
E. 99-101, 153-156, 194-197. 


Cosmes (Dental), XVIII, 1876. 
Successful bier 4 of Simple Ranula Salivalis by 


Cosemes (Dental), XIX, 1877. 
Treatment of Ranula. 52. 
Beaute. 108-109. 

a 
On the Fpentment of of Ranula. 165-166. 
On Eanula. %B-KH. 
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Southern Dental Jnil., I, 1882-83. 
Dental med of Jaw. Nelson, C. E. 430-431. Se- 


ern Dental Jnil., Il, 1883-84, 
Cystic” .: of the Lower Jaw—Removal, 
Portion of the Bone. Rogers, W. B. 259- 
illus. Selected. 


With 
261. 2 


Naevi. 


Monthly Review of Dental Small fa V, 1876-77. 

Death From ugeeee of a Very 8 ntra- gee 
| ame horowgood, John 121-122. Se- 
ected. 


Record (Dental), Ill, 1883. 
Case of Aneurism of the Soft Palate and Ligatare of 
Common Carotid. Dubrueil. 519. Abstract. 


ster (Dental), XXX, 1876. 
nee —- in Aneurism. Duncan, J. 363-364. Se- 
ec 


Register (Dental), XXXII, 1878. 

Naevus, or the Effects of Dental Operations Upon the 
Female During the Period of Utero-Gestation. 
Prothro, S. M. 456-462. Correction, 524. 


Register (Dental), XXXV, 1881. 
Naevus by Anastomosis. 169. Clinic. 


Ranula. 


Cosmos (Dental) 1878. 
On Ranula in New- Ry Children. 401. 


Cosmos (Dental), X XI, 1879. 
Excessive Salivation Dependent on Ranula. 53. 
Cysts of the Mouth. (Ranula.) 643. 


Cosmos (Dental), 
Treatment of Ranula. 


Cosmos (Dental), XXIII, 1881. 
Laces Soom, Accompanied by a Tumor Which 
390. 


XXII, 1880. 
447-448. 


upied the Whole Floor of the Mouth. 389- 


ration for Ranula. 390-391. 
498. 


On O 
reatment of Ranula. 


The 


Cosmos (Dental), XXIV, 1882. 
an Occupying the Whole Floor of the Mouth. 


Ranula. 550-551. 
Cosmos (Dental), XXV, 

Ranula Treated by a Plastic Operation to Secure 
Permanent Drainage. 441. 

New Operation for the Cure of Ranula. 604-605. 


Dental Jnl., XIII, 1881. 


Missouri 

Treatment of o_o Bone of Injection. (Ran- 
vila.) 327-328. Selec 
Practitioner (easel. III, 1885. 

Ranula. Garretson, J. 154. Clinic. 
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D8 Dental Jurisprudence, Ethics, Economics. 


Ethics of Patents. Advertising. Quackery. Personality in Practice Building. Consultations. 
See D81, Dental Laws; D82, Examining boards; D83, Litigations; D84, Army and hry | dentists ; 


D841, Dentists in War Service ; D85, Dental Protective Associations ; D86, Dental Relief, 


surance ; D89, Dental Economics. 


dvertiser (Dental), VII, 1876. 
Dental Patents. (Cont. from Vol. VI.) 4-10, 61-68, 
116-122, 172-173. (Cont. in Vol. VIII.) 
Advertiser (Dental), VIII, 1877. 
Dental Patents. (Cont. from Vol. VII.) 6, 67-68, 
109-110, 156-157. (Cont. in Vol. IX.) 


Advertiser (Dental), IX, 
Dental Patents. (Cont. be Vol. VIII.) 9, 68, 111, 
. (Cont. in Vol. X.) 
Advertising. 58. 


Advertiser (Dental), 1879. 
Dental Patents. (Cont. A Vol. IX) 62, 114, 159. 
(Cont. in Vol. XI.) 


Advertiser (Dental) 1880. 
Dental Patents. (Cont, from’ Vol. X.) 17, 67, 117, 166. 
Re-Issue of the Cummings Patent. 163. 


Advertiser (Dental), XIII, 
Invention, or Stealing. (Snow Standard Saliva Ejec- 
tor.) 115-116. Ed. 


Advertiser (Dental), XIV, 1883. 

The Profession and Patents. Howe, W. Storer. 
- Selected. 

What La Ladies Expect From Dentists. 150-152. Se- 


Advertiser (Dental), XVI, 1885. 

Patents and Copyrights. 91. "Selected. 

A Model Dentist. 119. Selected. 

A = Idea. Green, J. R. (Mrs.) 122-123. Se- 
ected. 


American Dental Assn. Trans., 1880. 
The Unwritten Law of Dental ‘Ethics. Marvin, C. 
A. 125-132. 


rican Dental Asen. Trans., 1881. 
Code e of Dental Ethics. 38-40. 


m Dental Assn. Trans., 1884, 
Code "Of "Dental Ethics. 26-28. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Personality in Practice Building. Hodgkin. 385- 


How to Establish a Dental Practice. Wheeler, E. 
G. 400-407. Selected. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Advertising Dentists. 333. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
False Diplomas. Petermann, A. 65-68. Trans. 46- 


The Goodyear Company’s Patent. 85-87. Selected. 


merican Jnl. Den. i.. XIV, 3rd Ser., 1880-81. 
The vmthice of Rais. Coyle, John H. 176-181. 


es a my the Cummings’ Patent. Hunt, R. Fin- 
ley. 473-475. Corres. 


American Jnl. Srd Ser., 1881-82. 
Cote Hehice, Ofississippi Dental Association.) 


161. 
Keep Posted. (Culture.) 238-239. Selected. 
ss | om the Medical Men. 376-377. Ed. Se- 
ecte: 


Americal Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Professional Etiquette. 369-372. Selected. 
Professional Courtesy. 478-479. Selected. 


Archives A Dentistry, Il, 1885. 
A Model Dentist. 432. Se 
Pledge Not to Advertise. 479. Ed. 


Baltimore Dental Record 882. 
Success. ™W harton, H. M. ya” 10-11. 


ealth In- 


Brief (Dental), I, 1881-82. 
Our Reward for Good Deeds. April. 15. 


British Dental Assn. Jnl., Il, 1b 
Advertising. Harding, Geo. iaitditen. 38-41. Corres. 


British Dental Assen. Jnil., 
The Manchester Hand-Bill. aR ag * Henry. 59-60. 
Corres. 60. Ed. 


British Jnl. Dental Scie aes, — 

The Authorship of “Vernon G raya he Dental 
Cosmos. (Cont. from Vol. xv 1) as 115, 166- 
167, -283. Corres. 

Charlatan Book-Making. 466-467. 

Can We Check the Spread of Dental Empiricism? 
Weiss, Felix. 468-471. Corres. 

Things a Dentist Ought Not to Do. 561-5462. 


British Jnl. Dental Science, XX, 1877. 
ae Not Ba eel for Themselves. Ditcham, 
Code of Ethics. 105-107. Ed. 
Bere CoBeue of Surgeons and Advertising. 717- 


British Jnl. Dental Science, XXI. 1878. 
The Dental Dulcamara. 40-41. 
Professional Pests. 380-381. 


British Jnl. Dental Science, XXII, 1879. 
A Wonderful Doctoress. 449-451. 
A Plea for Advertising. 590-592. 

oe a Mechanics. Robbins, C. 696-700, 


British Jnl. Dental Science, XXIII, 1880. 
The Humbug of the Age We Live In. 553-554. 
Street Doctors. 646-648. Selected. 
Professional Advertising. 700-701. Selected. 
Shall Professional Men Obtain Patents? 952-954. 
A Valuable Discovery. (re Advertising.) 1165-1166. 
1130-1133. Ed 


A Notable Contrast. (Aaverticing and Non-Adver- 
tising Dentists.) 1199-1200 


British Jnl. Dental Science. XXIV, 1881. 
Advertising Dentists. 327-328. 503, 551. Corres. 
831-834, 953-956. Selected. 
The Secret of Professional Success. 1055-1057. 


British Jnl. Dental Science, XX 
—— From Vernon Galbray; or the "Bmpirie 32- 
91-96, 143-149, 199-204. 284. 
Dental Advertising. 174, 282. Ed. 
Prosecution of Quacks. 507-508. Selected. 


British Jnl. Dental Science, XXV 
What Ladies Expect From Dentists. we ” Selected. 


British Jnl. Dental Science. XXVII, 1884. 

Advertising. 48. Corres. 73-74. Ed. 

Cheap Dentistry. Morton, R. H. 265. Selected. 

Thoughts Upon Some Questions Affecting the Pro- 
fessional Standing of Dentists. Hugo, L , ae 
468. Selected. 

A Baptist Deatisi. 557. Selected. 

mee - td in the XVIIIth Century. (Advertisement.) 


The Consequence of Quackery. 48. Selected. 
Tee Life in Dental Art. Prager, Alf 


British Jnl. Dental Science, XXVIII, 1885. 
The Dental Ethics of Manchester. 142-143. Corres. 
Dentist and Pedlar. 161-1. Ed. 
A Code of Ethics for Dentists. 407-41 Ed. 
ant. iiccasiog Bodies Check Matortioing? 606- 


1 
A Model Dentist. 897-899. Ed. 

There Are Those That are Enemies to Themselves. 
(Itinerant Dentists.) canyon 1017-1018. Corres. 
California 8S. Dental Assen. Trans., 1879 

Professional Ethics. Bitge J. J. "251-257. Diese. 


Our Ethical Code. Robinson, W. H. 259-263. 


For index and key to classification numbers, see pink sheets. 
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Calif. 8. Den. Assn. Trans., 1882 
Associational Ethics. Goe, 8. E. 159-162. 
What Should Be Done Further to Protect the Pub- 

lic From the Increasing Empiricism? Knowles, 

Wm. A. 313-319. 


Canada Jnl. Dental Science, 1877-78-79. 
Plain Words for Dental Manufacturers. 
tising.) 36-39. Reply, 91-96. Ed. 


(re Adver- 


Caulk’s Dental Annual, 
Optimist or Pessimist? Hodgkin, James B. 56-58. 


Cincinnati Med. & Den. Jnl., I, 1885. 
Extraction of Teeth by a Fakir. é. 


Connecticut Valley Den. Soc. Trans. 
Relations of the Profession and the Public. Brackett, 
Cc. A. 166-175. Dise. 175-178. 


Cosmos (Dental), XVIII, 1876. 
Why May Not the Dentists Advertise? 106. 
Vernon Galbray, or the Empiric. The History of a 
Quack Dentist. Weiss, Felix. 112. 
Re Savertinnment of a Pain a Jack, Louis. 


Cosmos (Dental), XX, 1878. 

Re An Unprofessional Advertisement. 240. 

Patent Rights and serine in Their Relation to 
eneen Ethics. Litch, W. F. 333-344. Disc. 


Bonwill, W. G. A. 387-391. 
F. 8. 


Patents and Ethics. 
Dise. 391- 


Re ~% “Unprofessional Advertisement. Howe, 


Cosmos (Dental). XXI, 
Re Dentist's Sign. Kingsley, _ W. 647-648. 
Re Dentist’s Sign. 648. 


Cosmos (Dental), XXII, 1880. 


Resolutions re Indorsements to Materials, Etc. Mc- 
Kellops, H. J. 538-539. Dise. 53¥-541. 

The Unwritten Law of Dental “Ethics. Marvin, C. 
A. 639-646. 


osmos (Dental), XXIII, 1881. 


Liberty Without Law is License. Church, W. P. 
617-622. 


Cosmos (Dental), XX VII. 1885. 
Expert Testimony in Relation to Dental Jurispru. 
dence. Osmun, J. Allen. 99-101. Dise. 101- 


1. 
Violations of Code of Ethics. McKellops. 500. 


Dental Office & Lab., I, 2nd Ser., 1877-78. 
Advertising. Buckingham, Thomas L. July. 1. 


Dental Office & Lab., III, 2nd Ser., 1879-80. 


The Patent and Dentistry. Kleinman, Fr. Jan. 2-3. 
rans. 

Digest of Dental Patents. April. 4. July. 4. 
Dental Office & Lab., VII, 2nd Ser., 1883-84. 
The Profession and Patents. Howe, W. Storer. 

April. 5-6. 
Be Tolerant. July. 4. Selected. 
Facts (Dental), I, 1885. 
Quacks. April. 12-13. Selected. 
Meadlight (Dental), II, 1881. 
The Rubber Patents. Jan. 6. Selected. 
Gur Ideal Dentist. Oct. 4. 
Headlight (Dental), ITI, 1882. 


Professional Courtesy. 111-112. 
The Ne Law of Dental Ethics. Marvin, C. 
A. 121-128. Selected. 129. Ed. 


Headlight (Dental), IV, 1883. 

Model Advertisement. 111-i12. Selected. 
Headlight (Dental). 1884. 
Dental Empiricism. 112- lis. Ed. 

Dental Patents. Perine, George H. 136-139. 

Headlight (Dental), VI, 1 

A Lady's Idea (Of a 
Green, J. R. 93-04. 


Dentist’s Personality.) 





DENTAL JURISPRUDENCE, ETHICS, ECONOMICS 


Herald of Denti 1882-83. 
A Richmond in the Field. ~~. Tooth Crown Patent.) 
 - ae Cassius M. Jan. 1-4. 3 illus. April. 


Crank Dentists. April. 2-3. Ed. 


ndependent Practitioner (Dental), II, 1881. 

The. Goodyear Dental Vulcanite Co., and the Cum- 
ming’s Patent. 121-122. Ed. 

Gunes Advertisements, and the Religious Press. 318. 


Code of Ethics. 320-321. 315. Ed. 


Independent Practitioner (Dental), IV, 
Patents. Tees, Ambler. 673-674. Corres. 


Independent Practitioner (Dental) 
Traffic in Dental Diplomas. Rehwinkel, KA us. 


Iowa State Dental Soc. Trans., 1880. 
The True and the False. Abbott, J. T. 6-71. 
Self-Confidence an Essential in the Character of the 
Ideal or Model Dentist. Palmer, Edgar. 980-85. 


Items of Interest (rental). I, 1879. 
Cheap Dentistry. 3. Selec 
Competing Dentisis. 10. 


Items of Interest (agate). Iii, 1881. 
Little Things. Welch, T. 27. Remarks, 27-28. 
The Rubber License. 33. 

Successful Men. Hayhurst, J. 44. 
The ow ho It Expired? McNulty, H. 


Chonauten Dickinson, W. 
Confidence in the Dentist. 
Be Truthful. 70. d. 


Items of Interest (Dental), IV, 1882. 
Buying Patents ta Suppress Them. 2. 
Merelty Ames —_— Ottofy, Louis. 25. Se- 
ecte ‘ 
The Higher Motives. Atkinson, Wm. 38. 
ae tie Qualities of a Dentist. Marriner, J. F. 


Morality Among Dentists. 73. 
The New Patent Law. 97. Ed. 


1883. 


53. 
Mastineus, J. 8. 


Our Weak Point. 129-130. d. 
Some Reflextions. . a” Corres. 
prt Cornelius, J. W. 


of Interest pi fl P 
Fill i Well Your Allotted Place. e122 Ed. 
Be Sympathetic. 24. Ed. 

Benevolence in Business. 26. 

The Dentist’s Responsibilities. Te atte, J. 41. Ab- 


stract. 
ee” < “aed for Change. (Individual Betterment.) 


yee Clear Convictions and Follow Them. 5%. 
aes one lesa Practice. 58-60. Ed. 
shness. Ed. 

The War of Siemente. 186-187. Ed. 

Advice to Young Dentists. (re Success.) 
John G. 205-207. 

Seme of the Opportunities, Responsibilities and En- 
Sano of Life. Brackett, C. A. 210- 


Be Independent. 245-247. Ed. 

Our Destiny Is In Our Own Hands. 285. Ed. 

Some of the wy of Encouragement in Our Work. 
Brackett, C. A. 318-320. 

ae Mane for Work. Brackett, C. A. 353- 


Some oe and Their Remedies. Kempton, William 
D. 


Harper, 


. Selected. 
Patents. Jack. 441. 
Items of Interest (Dental), VI, 1884. 
Affability, “brbanity, Tone. Dill Is, C. C. 122-123. 
Selected. 


We All Have Signs. 142. 
Our Moral Atmosphere. 146. 


Professional Attainments and Popular Needs. Pal- 
mer, 8S. B. 7-449. 
Traffic in Dental Diplomas. 509. Selected. 
Dignity. = Ed. 
Items nterest ( >). VII, 1885. 
Interfering “with Morals. 37-38. ~ 
Our Responsibility. Black, G. V. 
I Didn’t Mean To. Ticcgtticesness.) 135-136. 


Ed. 
Would You Shine? (Honesty.) Burdette, R. J. 140- 
141. 
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Items of Interest (Dental), vm Ga ig ey 


Do Your Best. Johnson, W. A. 1-232. Selected. 
— and Physics in a Nutshell Metcalf, W. H. 
Silence is Golden. 550-551. Ed. 

Wholeness of Character. 600-601. Ed. 

Reserve. 602-603. Ed. 


Jairus (Dental), 1880. 
Our Ethical Code. Robinson, W.H. 119-123. 

What Have Our Patients a ‘Right to Expect From 
oo, Destine? (re Ethics.) Chance, George 
eo < Ethics. Birge, J. J. 163-169. Disc. 
Humbuggery. Barrett, W. C. 211-213. 
Code of Dental Ethics. 234-236. 
Dental Ethics. Lane, C.S. 331-333. 


lairus (Dental), II, 1881. 


Dental Criticism. (Among the Profession.) Rob- 
inson, H. 45-49. 

A Phase of Human Nature Illustrated. (Fraud Ly- 
ing and Honest Truth Telling.) 49-52. 

The Rubber Patents. Hunt, Finley. 127-128. 
128-129. Ed. 

Morality Among Dentists. Ottofy, Louis. 189-190. 


ected. 
Honesty. (re Fillings.) 
Professional Courtesy. 


Jairus (Dental), V, 1884 
Cheap Dentistry. Morton, R. H. 3-7. 


Johnstons’ Dental Miscellany, III, 1876. 

Ways That Are Dark Not Confined to the Heathen 
—_, (Fraudulent Practice.) 271-272. Corres. 
elec 

Can We Check the Spread of Dental Empiricism? 
Weiss, Felix. 396-399. orres. lecte 

How Best to Establish a Dental Practice. Wheeler, 

E. G. 401-407. 


Eompten, Wm. D. 359. 
436-437. 


Johnstons’ Dental Miscellany, IV, 1877. 
Charlatans and Quacks. 196-197. 
Dental Advertising. 385-386. 


Johnstons’ Dental Miscellany, V, 1878. 
On Passing Events. 313-314. 


Johnstons’ Dental Miscellany, VI, 
Relations of the Profession and the Public Brackett, 
Cc. A. 41-48. Dise. 50-62. 


TIahnet ® Mientad 


Miscellany, VII, 1880. 
CBee Bes Dental College. Robinson, W. H. 169- 


Fallibilities of Scientific Evidence, etc., in Medical 
Jurisprudence. (Cont. from Vol. II.) Castle, 
C. 209-220, 249-265. 





III, 1881. 


Johnstons’ Dental 
Marvin, C. 


Miscellany 
The ne Law of Dental ethics. 
The Cummings Patent. 


39-40. 78. 

Advertising Dentists. , 
The Political Economy of Dentistry. 81-86. Ed. 
The Press and Dentistry. 234. 
Common penes. in oe Practice. Marvin, C. A 

gc. ~ 
The Goodyear Patent. Dental ‘Valeantte. 269. Hd. 
Dentists’ Duties. 473-474. 


Kentucky State Den. Assn. Trans., 1878. 
Code of Dental Ethics. 80-82. 


Luminary ( tal), II, 1880-81. 
The Ethics of Soe. Coyle, John H. 17. 


nary (Dental), III, 1881-82. 

Dental "Patents. Perine, George H. 86. 

Lami ntal), 1883-84. 

Literary =.5'a an Rate Element of Success 
in Dentistry. 86-87. lected. 


minary (Dentai), VI, 1884-85. 
qualliintions for a Dentist. Harrison, H. H. 2. 


Luminary aa VII, 1885. 
A Slaughter of Teeth. 4 Ed. 


State Den. Assn. 
Code - Ethics. 76-78. 


Trans., 1877. 





Michi State Den. Assn. Trans., 
Dental Edu cation and Etiquette. Taft. 57- 559. 


Misso Dental Jnl., VIII, 1876. 
A . “(Advertioins } 110-112. Comment, 227-228. 
rres. 
Backbiting. 167-169. 


Count the Fillings. 241-242. 
Missouri Dental Jnl., IX, 1877. 
Suqpueee of Quackery. 96-97. Selected. 
ntistry a Trade or a Profession? 275. Bd. 


Missouri Dental 
Dees in Holland. 


Novelty in Patents. 
ected 
(Dental Advertising.) 


nl., XI, 1879. 
(Illegal Practice.) 290. Se- 
Lyman, Oliver E. 396-402. Se- 


Correspondence. 721. Cor- 
res. 


Missouri Dental Jnl., XIII, 1881. 
An Ideal. Dickinson, W. P. 248-255. 


Missouri Dental Jnl., XIV, 1882. 
The Dental Politicians. 435-443. 


Missouri Dental Jnl., XV, 1883. 
I = * wee (Professional Success.) May. 


oy tal Ethics. Disney, L. E. Au 198-200. 
Ye Shall Know Them by Their orks. McMillen, 

D. J. Sept. 241-244. 
To Pe | Practitioners. (Success.) Sept. 270- 

d. Selected. 
State Den. Assn. Trans., 1882. 

Code oa Dental Ethics. 156-158. 

Monthly Review of Den. Surgery, V, 1876-77. 
Dental Patents. (Cont. from Vol 1¥ IV.) 134-144. 
Professional Pride. 251-252. Ed. Comment, 390- 


391. Corres. 
On the Position of Dental Surgery In Its Social and 
Ethical Aspects. Cartwright, S. 371-374. 


Monthly Review of Den. Surgery, VIII, 1879. 
Advertizing in re The Royal College of Surgeons 
of Edinburgh. 254-255. 


National Dental Assn. Trans., 1879. 
Dental Excellence. Patrick, J. B. 


64-74. 
Cheap Dentistry. Teague. 84-86. 


England Jnl. Dentistry, I, 1882. 
Philosophical Dentistry. Brown, EB. Parmly. 
1 


63-64. Disc. 


108- 


New England Jnl. Dentistry, Il, 1883. 
Professional Ethics. 124. 
Who Are Quacks? 365-366. Ed. 


ew England Jnl. Dentiatry, III, 1884. 
Statistics of Quackery. 193-194. Ed. 

Jersey State Den. Soc. Trans., 1876. 
Dental 1 Rat Traps. Delange, L. H. 45-48. 


ew Jersey State Den. Soc. Trans., 1878. 
Denaniien on Advertising. 34- 

w Jersey State Den. Soc. Trans., 1879. 
Little Things. Welch, T. B. 49-52. Dise. 53-54. 


New Jersey State Den. Soc. Trans., 1880. 
Amendment to’ the nee of Dental Ethics. Article 


V.—Patents. 145-14 
Jottings by the Way. (Advance in the Profession.) 
Barlow, 1 


F. Cc. 153-1 
eee 4 Ethics. Pullin, Charles. 185-187. Disc. 187- 
189 


ew Jersey State Den. Soc. Trans., 1881. 
Code ot Dental Ethics. 980. 


} Jersey State Den. Soc. Trans., 1884. 
Richmond Tooth Crown Patents. Crowell, J. M. 
86-87. 


N York Odontological Soc. Trans., II, 1876. 
Our Duty, to Our Profession. Latimer, J. S. 48- 
SO. sc. 


For index and key to classification numbers, see pink sheets. 
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New York Odontological Sec. Trans., III, 1877. 

Patent Rights and Copyrights, in Their Relation to 
Professional Ethics. Litch, . FF. 204-215. 
Dise. 215-219, 225-228. Comment, 219-225. 


New York State Den. Soc. Trans., 1876. 
Culture of Refined Habits in Dental Practice. Fran- 
cis, C. E. 70-74. Dise. 75-77. 


New York State Den. Sec. Trans., 1883. 
Professional Attainments and Popular Needs. Pal- 
mer, 8S. B. 46-49. 


News, (Dental, Knightstown, Ind. ». I, 1878-79. 
or Duties. ersey, C. L. ug. 1. Ab- 


The “True Dentist. Buffet. Nov. 1. Selected. 


News, (Dental, Knightstown, Ind.). II, 1879-80. 
Relations of =. ee and the Public. Brackett, 
SS. a 


How to Maintains . "Practice. Brackett, C. A. 99. 
Dise. WW. 
A re Reputation. Wagoner, T. P. 122- 


News, (Dental, Knightstown, Ind.), III, 1880-81. 
The Morais <. Dentistry. Chase, Henry 8. 14. Cor- 


The "Dontiots Who Win. 42. Ed. 
Self Help. 52. 

Morality Among Dentists. Ottofy, Louis. 61. 
Dental Ethics. Parker, J. 8S. 124-125. 

Honesty vs. Fraud. Shelton, M. E. 125. 

ed Among the Profession. Shelton, M. E. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
The La der of Fame. 64. 
The Higher Professional Duties of Dentists. 124- 
125. Selected. 


News, (Dental, Knightstown, Ind.), V, 1882-83. 
Faith an Element of Success in Practice. Fother- 


gill. March. . 
The “Code of Ethics. Aug. 6. Selected. 
Self-Control. Rogers. 5. Selected. 


News, (Dental, Knightstown, , VI, 1883-84. 
Cheap Dentistry. Shelton, M. E. 
Dental Ethics. Shelton. M. E. _ 33. 
Professional Ethics. May. 8 Ed. 


News, (Dental, Knightstown, Ind.), VII, 1884-85. 
Special Preparations for Practice. 80-82. Selected. 
The Moral Obligations of Dentists. Johnston, W. 

A. 161-165. Selected. 

Small Teeth Now in oo (Advertisements.) 

Shelton, M. E. May. 6-8. 


tographic Jni.. II, 1881-82. 
whem Dental Coliege. (An Ka Diploma 
and Degree” for Twelve Dollars.) 55-57. 


Odento Jni., TIT, 1882-83. 
Self-Control. Rogers. S4. Selected. 


Odontographic Jni., VI, 1885. 
Professional Attainment and Progression. At- 
kinson, W. H. 190-164. Corres. 


Ohie State Den. Soc. Trans., 1883. 
Report of Committee on Ethics. 42-46. 


Ohie State Jnl. Den. Sei., I, 1881. 
Be Courteous. (re Society Discussions.) 20-21. Ed. 
Petition Against an Extension of the Patents for 
the Improvement of Artificial Gums and Pal- 
ates. 46-47. Corres. 


Obie State Jnl. Den. Sei., IT, 1882. 
Dental Ethies. Cassidy. J. 8. 34-35. 
Professional Honor. seenaties, J. W. 80-81. 
Dental Advertising. 101-102. 
Be Soe a. J. W. 170-171. 
rry as Ashamed. (Circular Issued in 
Great Britain by Two American Dentists.) 537- 


539. 
The Profession and Patents. Howe, W. Storer. 540- 


Ohio State Jnl. 1883. 
Natural Ability and a Mental iAtisinments Requisite 
to — Study of Dentistry. Webb, Morrell A. 


ginn 258-264. 302. Ed. 

Empiricism. Taft. “J. 312-317. 

What Should Be Done Further to Protect the Public 
From the Increasin Rane Practiced in 
Our Large Cities. —_ C.M. 331-336. 

New Firm. (Violation of the ‘Coa of Ethics.) 583- 
584. Correction, Vol. IV, 141-142. 


Ohio State Jnl. Den. Sci., IV 
A Flourish of Trumpets. Morrill W.F. 139-141. 
Dirty-Birds. A Study in een History. Nocke- 


morf. 273- 
Altogether. (Unqualified Operators.) Wilkie, S. M. 


Can A Dentist Be Saved ?—Some Considerations as 
to the Probabilities and Improbabilities of There 
Being a Life of Happiness Hereafter Reserved 
for Doctors of pene Sur rgery. (ve Ethics of 
Practice.) 401-407. riticism, 512-51 

Ethics in Dental - -- Rn Morrill, W. o. 407-412. 
428-429. Ed. 

Ethics. 479-480. 


Ohio State Jnl. Den Sci., V, 1885. 

Success: Harrison, H.H. 14-1 16. 

The Code of Ethics. Sage, F.W. 65-73. 

Moral Obligations of Dentists. Johnston. W. A. 116- 
120. Dise. 120-123. 

The Dental Profession and the Public. (Ethics of 
Practice.) Howe, W. Storer. 157-161. 


Pennsylvania Jnl. Den. Sci., III, 1876. 
Dental Etiquette. Johnson, J. H. 125-130. 
Deeds. Ambler, J.G. 269-274. 


Pennsylvania 8 Soc. . 1881. 
Dental Ethics. Diehl. e charles E. O45.” Dise. 56. 


Pennsylvania State Den. Soc. Trans., 1882. 
What Goacetaee Beccete in Dental Practice. Way, 

D.T. 56-00. Disc 

Practical Dentist. (Elgin m). J 9 ee 

Who are Quacks ? Jan. 1-3. 

Practitioner (Dental 
Professional Courtesy. te 
Be Tolerant. (Opinions.) 93-94. 


Practitioner (Dental), Ill, 1885. 
Again | © Eee of American Diplomas in Europe. 59- 


ected. 
The French Quack Dentist. 281-282. Selected. 


(Dental), I, 
Dental” Echice. Van Der _— F.J. 149-150. 


Record (Dental). 11, 1882. 
Quackery in High Places. 91-92. 143-144. Ed. 


‘15-16. Selected. 
Selected. 


Record (Dental), III, 1883. 
Empiricism. Taft, J. 365-370. Selected. 381. Ed. 


Record ital). TV, 1884. 
The Advertising L.D.8. 523. Corres. 


Record (ented), 
The Su = sion of Quickery. tot 48. Ed. 
Code o ntal Ethics. 187- 


Register, (Dental), XXX, 1876. 
Address. (Ethies.) Fiteh. 217-220, 
Lamps. (re Ethics.) Robinso 237-249. 
Celluloid. (Ethies of the Patent” 418.320. Ed. 
uackery. 404-407. Ed. 
iat Justitia. (re Code of Ethics of the American 
Dental Assn.) Horne. 452-453. Selected. 


Register (Dental), XX XI, 1877. 
Fiat Justitia Again. 90-91. Ed. 
Cummings Patent. 111-125. 
Quackery. Weiss, Felix. 215-217. Selected. 


Register (Dental), XXXII 
The Relation of Dentist to Mis Patient. Beach, H. 


E. 192-195. 
Discussion on Dental Advertising. 344-347. 


Register (Dental), XX XIII, 1879. 
The Goodyear Company's Patent. 264-266. Ed. 
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Register (Dental), XXXIV, 1880. 
Professional Ethics. Birge, J. 70- 
Discussion on preseumente Culture, Scientific and 
Esthetic. 177-1 8- 
Dennett’s Dental Navoll What Is It? 331-335. Ed. 
Relations of the. Procession and the Public. Brack- 
ett, S A. 1-389. Selected. Comment, 464-465. 


Cor 
Dental. Ethics. Wright, C.M. 471-476. 
The Rubber Patents. 552. Selected. 


Register (Dental), XXXV 
A German View of the Gualldcations of a Physician. 
Tadler, Albert S. 126-127. Trans. Correction, 


261. 
Self Confidence an Essential Element in the Charac- 
ter of the Ideal or Model Dentist. Palmer, Edgar. 


160-165. 
An Ideal. Dickinson, W. P. =. 
The Haering Patent 393. Selec 
The Goodyear Patent. Culeenicn)” 395. Selected. 
Success. 443-458. 


Register (Dental), XXXVI, 1882. 
— - the Profession of Dentistry. Sage, F. W. 


Register (Dental), XXXVII, 1883. 

Faith as an Element of b. eoeae in Practice. Forth- 
ergill. 85-86. Selec 

Empiricism. Taft. J. es: 320. 

What Should Be Done Further to Protect the Pub- 
lic From the Increasing we oe a 
in Our Large Cities? Wright, C.M. 326- 


Register (Dental), XXXVIII, 1884. 

Professional Duties and Practical Suggestions. 
Francis, Charles E. 267- 

The Hippocratic Oath. 392-393. Selected. 

A Bogus Directory. 434-436. 


Register (Dental), XX XIX, 
The Ideal Physician. Gairdner. ae 88. Selected. 
Mental Therapeutics. (Ethics.) Flint, Austin. 95. 


Selected. 

A Protest Against Quackery. Billings, G.D. 234-237. 

Code of Ethics. McKellops, H. J. 

The Relations of the Press to the Profession of Medi- 
cine. Reid, Whitelaw. 331. Abstract. 


rn Dental oa 9 I, 1882-83. 
Dental” pa 133-136. 


Southern Dental Jnl., II, 
The Duties of the Physician. n , = ted. 
Cheap Dentistry. (Ethics.) Teague, B.H. 268-271. 


thern Dental Jnl., IIT, 1884-85. 
The Bel Gne Abroad—Fight Him. (Quacks.) Eames. 
219-220. Selected. 


Southern Dental Jnl., 
A a Dentist and "Hie |. in England. 
74-75. Selected. 


Texas Dental Jnl., II, 1884. 
Advertising Doctors. (re Dentists.) 4. Selected. 
The a The Whole Truth, and Nothing But the 
Fi : . Be Far as in Me Lies. Hanks, E. F. 33-34. 
= ed 


D81 Dental Laws. 


State Laws. Laws of Foreign Countries. Reciprocity. Prosecutions for Violation. Unregistered 


Practitioners. 


See 615.96, Narcotic Laws; D82, Examining Boards. 


vertiser (Dental), IX, 1878. 
Dental "Legislation in the State of New York. 57-58, 


Advertiser (Dental), X, 
The New Dental Law. (re , Dentistry.) 99- 


Registry Under the New Dental Law. 155-156. 


Advertiser (Dental), X 881. 
An Act. (For the Relief ~ 4 Gertaln Persons Enga 
= hag ed Practice of Dentistry in This 
ate. 


Advertiser (Dental), XIV, 1883. 

Unqualified Practice. Browne, Edgar. 11-12. 

An Act. (To Insure the Better Education of Prac- 
titioners of Dental Surgery, on to Regulate the 
practice of Dentistry.) ne 


Advertiser (Dental), XVI, 
Dental Law in the Territory of Di Dakota. 54-55. 


Alabama State Den. Assn. Trans., 
An Act to Regulate the Practice of Dentiatry in the 
pete of payee 5-7. 


n Jnl. Scel., IX, 3rd. Ser., 1876. 
Dental ‘Tae Hodgkin, J.B. 538-548. 


merican Jnl. Den. Sci., XI, 3rd_Ser., 1877-78. 
A Bill to Regulate the Practice of Dentistry in the 
Commonwealth of Virginia. 454-457. 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
English Dentistry i the — 182-184. Ed. 

American Jnl. Scl., , 3rd Ser., 1879-80. 
Privilege Tax of Dentists in — Taxing ‘pistrict of 

aoe. the Phoenix of Old Memphis. Cutler, 


Mal-Practice Case. 94-95. Selected. 
Indiana Dental Law. 129-131. 136-137. Ed. 
Registration of Dentists in England. 143. Selected. 
An Act for the Regulation of eS tog of Den- 
tistry in the District of Colu and for the 
Protection of the People of Bala *pistrict, 473- 


475. Ed. 4 
Law Ba ele TY the Practice of Dentistry in Georgia. 





American Jnl. Den. Sci., XIV, 3rd Ser. 
Protective Legislation for Dentistry. Tis we ‘pa. 


American Jnl. Den. Sci., XV, 3rd gan. 1881-82. 

The West Virginia Dental Law. 36-3 

Holland's Dental Law. Perine, Seeses H. 43-45. 
Trans. Selected. 

The Imperfections of the English Dentists’ Act, With 
Suggestions for Protecting » tome of Quali- 
fied agent Cattlin, W. 97-110. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Rights and Liabilities of Dentists at Common Law. 
Dunning, Jas. G. 113-117. Selected. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
The Necessity of Uniform ‘Legislation. 326-327. 
Bill to Regulate the Practice of Dentistry in the 
State of Maryland. 381-383, 473-474, 523-525. 
Dental Legislation. 425-432. Ed. 
Dental Bill of the Sines of New Jersey. 567-568. 
Dental Legislation. 568 ms Ed. 
American Jnl. Den. . XVIII, 3rd Ser., 1884-85. 


Dakota Dental Law. itt ‘ 
oy State Dental Laws. 515-519. 


rican Jnl. Den. Sci., XIX. 3rd Ser., 1885. 
California State Dental Law. 41-44. Ed. 
The New Georgia Dental Law. 326-328. 


Archives of Dentistry, I, 1884. 
Dental Legislation. 142- 143. Ed. 


Archives of Dentistry, II, 1885. 
Dental Legislation. (Dakets Act.) 190%. Ed. 
Wisconsin's Hilarity. (Dental ae.) 191-192. Ed 
Dental Legislation In Kansas. An Act -225. 
French Justice in Malpractice Suits. 281. Sepeeted, 
Deats' Law in Minnesota. Martindale, J. 326- 


British Dental Asen. Jnl., I, 1880. 

The Dentists Act. 99-106, 160-166. Ed. 

The Relation. of Rentiotyy to Surgery. (Dentists’ 
Act.) Cattlin, W.A.N. 121-127. Reply, 211-214. 


lected. 
Memorial for the Repeal of the Dentists Act. 183-186, 
Memorial in Support of the Dentists Act Addressed 
to the General Medical Council. 186-190. 
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tish Dental Assn, Jnl., I, 1880—Contin 
Sir Sohn Lubbock on the Dental Bill. 362-366. Sel- 


ected. 
Sxpgrgeties of the Dental Register. 368-418, 463-464. 
Case in re the Dentists Act. 1878. Fitzgerald, G. A. R. 


Lord Chief Justice Tenterden on What Constitutes 
“Practising.” 584-585. 


British Dental Assn. Jnl. 
Dentists’ Act. 51-54. Ed. 60- is! . e 143-146, 147-149, 


193-196. 

Legislation for Dentists. 99-100. Selected 

Case and Opinion of Sir John Holker, Q.c M. P.; 
Mr. R.S. Wright; and Mr. G. A. R. Fitzgerald. 
(re the Dentists’ Act, 1878.) 366-373. 


British Dental Assen. Jnl., III, 1882. 

Dentists’ Act. 57-58. 
Foreign Dental Qualifications. 58. 
Prosecution of Unregistered Persons. 58-59. Ed. 
Prosecution Under the Dentists’ Act. 275-278. 
rhe ,* ‘ ry = Ariain Out of the Vexed Question 

ho are Bo e Dentists, and What Name 
Ought to Have 1 vw or Ought to be Removed 
From the Dentists’ Register. 19-354. Correction, 


438. -555. 
On the Proceedings of the Past Year (1881-2) in Re- 
+ to the Registration of Dentists. Tomes, J. 


The Royal Commission on Medical Acts. 505-507. Ed. 





British Dental Assen. Jnl. 
The Lancet Again. (re “Dentists” het} 100-101. Ed. 
Medical Acts ppren tment Bill. Dental Sections. 101- 


102. 157-158. b 
The Probable Effects of Prospective Medical Legisla- 
tion on the Dentists’ Act of 1878. Smith, J. 105- 


7” Dise. 160-162. 

The Opinion of a Dental Suspece (re Dentists’ Act.) 
144-145. Corres. 193-196. 

Papers Relating to the Administration of Dentists’ 
Act. (Reprinted From the Journal of the British 
Dental Association.) 262. 


British Dental Assen. Jnil., V, 1884. 
Dentists Act, Ontario. 65-67. Ed. 
The British Dental Association versus Holford. 69- 


The Re resentative Board and Its Monitors re. Act. 
The Mischief ot Misunderstanding. (re Dental Act.) 
Success or Otherwise. (Dental Legislation.) 449-452. 


Personation and the New le islation. 577-580. Ed. 
The Scotch Prosecution. aim vs. Robertson.) 
645-646. 648 - 652. You 


British Dental Asen. Jnl., 
Prosecution Under the Dentiets 2 140-141. 
On the Dentists’ Act. Smith, John. 
The wns Act and Recent Prosecutions. Macleod, 


W.B. 338-343. Dise 
An Extinct Licentiateship. 685-689. Ed. 


British Jnl. Dental Science, XIX, 1876. 
Liability of Dentists to Serve on Juries. Duff, A. M. 
655. Corres. 


British Jnl. Dental Science, XX, 
Dene Practitioners in France, and "Their Position 
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pweetttoness in Great Britain. 107-118, 126-127. 


td 
A Law Regulating tie Fenstice of Dentistry in Ken- 
tucky. 217-219. 
Changes and i cetieaadin in the Constitution (Amer- 
ican Dental Assn.) -395. Ed. 
The Dental Law in Ohio. 476-480. Ed. 


Register (Dental), XXXIII, 1879. 
Discussion on Dental Legislation. 
Dental Legislation. 223-2 
Another Dental Law. 270 )- 272, ea. 

The indione Medical Protection Law. 353-354. Se- 


lected. 
The Reculte of Legislation. 357-358. Ed. 


Register (Dental), XXXV, 1881. 

Ohio Law. 203-204. Selected. 

A Law to Regulate the Practice of Dentistry in the 
State of Alabama. 213-215. 

A Law to Insure the Better Education of Practition- 
ers of Dental Surgery, and to Regulate the Prac- 


116-117. 


tice of Dentistry in the State of Illinois. 301- 
Exem tion From Jury Duty. 398. Selected. 
The Compensation of Expert Witnesses. 513-514. 
Selected. 
The Dental Law in Ohio. 524. Ed. 
Register (Dental), XXXVI, 1882. 
The Medical and Dental Laws. 49. Selected. 


D82 Examining Boards. 


See D07, General Medical Council of England. 


Advertiser (Dental), VIII, 1877. 
Class Legislation and its Results. 
Reply, 105-107. Dise. 150-152. 


53-56. Selected. 


Alabama State Den. Assn. Trans., 
Report of the Work of the State Dental 3 Examining 
Board. Chisholm. 55-58. 


American Jnl. Den. Sci.. XVII, 3rd Ser., 1883-84. 

Questions Prepared and Adopted at a Meeting of 
the Representatives of the Various State Boards 
= Dental Examiners. a 


rehives of Dentistry 
An poe a - a (auedioing Board of That 
State.) 335-336. 


British Dental Asean. Jnl., 1880. 
The Dentists’ Qualifications. 2ig- 21, Ed. 
— Medical Council. Dental Business. 


ritish Dental Assen. Jnil., Il, 1881. 
The wDentiots’ Register. 33-35. Selected. Report of 
Committee on Correction, 80-84. 139-141, Corres. 
185-188. 222-236. 242-251. 
Reform. (Dental Profession.) 103-104 
Preliminary Examinations. 119-121. ” Selec 
The siy $21, 301.3 2. Dental Register. 


9-321 362. Corres. 
The L . D. 8., Glasgow. 359-361. 


350-357. 


*Si4-315, 





D81 DENTAL LAWS 


Register (Dental), XXXVII, 1883. 

Another Law Regulating Dental Practice. State of 
saeveae, 

Dental Law in Michigan. 407-408. Ed. 


ster (Dental), XX XVIII, 1884. 
tate of New Jersey. 573-575. Ed. 


Register (Dental), XXXIX, 
Legislation (Dakota Territory. , 
Delaware Dental Law. 403- 
Kansas Dental Law. 405-408. 
Minnesota Dental Law. 408-411. 
Wisconsin Dental Law. 411-414. 


Law. 
1885. 
156-157, 208-211. Ed. 





South Carolina 8. Den. 
An Act to Regulate the i of Dentistry 4-5 “South 
Carolina. 1-93. 


Southern Dental Jnl., 
To Regulate tne a+ & of Dentistry— 


- P aoe gia. 41-4 
r 
Dental Tedislation. Griffith, J. F. 177-180. 
Southern Dental Jnl., 
Dental Law in North Catton Grimth, J.F. 258- 


259. Corres. 

“The Honor is Mine !"—Alabama (State  Haviag CS Old- 
est Dental Law.) Dunlap, W. D. 
484. Corres. 


Southern Dental Jnl., IV, 1 
An Action for Damages in Mal. Practice. Griffith, 
J.F. 3-6. 


An Act to Insure the Better Education of Practi- 
tioners of Dental Surgery. and to Regulate the 
eo ged of Dentistry in the Territory of Dakota. 

1 


97 

Wisconsin Dental Law. 167-169. 

The Georgia Dental Law, as Amended by the General 
Assembly of 1885. An Act. 389-391. Ed. 


Texas Dental Jnl., I, 

The Necessity of ace Te tetetten. 14. 

An Act. (To Regulate os Practice of Deatietry in 
the State of Texas.) 27. 29. Ed. 42-43, Corres. 

Ought the Practice of Dentistry to be ques by 
Legislation ? Barker, Wm. 43-46. 


Texas Dental Jnl., Il, 1884. 

Dental Legislation. Dunlap, W.D. 6 Cor 

Dental Legislation and Dental Hzamising repoarde. 
Coyle, John H. 17-18. Selected. 


xas Dental Jnl., III, 1885. 
Dental Legislation. 33, 24. Ed. 


Examinations for Licensure. 


D81, Dental Laws. 


British Dental Assn. Jnl., III, 1882. 
Correction of the Dentists’ Register. 1. 153. 
Correction of the Dentists’ Bopiater. 289-293. Ed. 
red and Additional 


The Medical Council—A cone 
Qualifications. 369- 


The General Medical Sma 404- 
436. 


ns Education.) 


Dental Assn. Jnl., 


IV, 1883. 
The ‘General Medical Council. 234-254. 7 tables. 259. 


British Dental Assn. Jnl., V, 1884. 
The General Medical Council. 193-195. Ed. 210-216. 


British Jni. Dental Setonee XIX, 
Dental Reform. 16-17. Ed. 46. 217- 225 * 951. 252. Ed. 


British Jnl. Dental Science, XX, 1877. 
Regmsseeee and Compulsory Education. 278-285, 
The Conjoint Examining Board For England. 358- 

360. Selected. 


t 
Memorial to the President and Council of the Royal 
College of Surgeons. 6091-692. 


For index and key to classification numbers, see pink sheets. 
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British Jnl. Dental Science, X XI, —. 
Dental Reform and the Bill. 80-84. Ed. 128, 
136-138. 145- —. Ed, 156-164. 9 i Connes. 
Supplement, A 1-10. 205, 263-271. 
346, Ed. yee 471-477, ois 046, 563-564, $i, 


Who Holds the Olive Branch? 131-132. 

Royal College of Surgeons in Ireland. 452-453. 

Royal College of Surgeons in nee. (D iploma .* 
Dental Serpers-) 470, 558-563, 611- 630. 

mae eg 4 Fees and Their Appropriation. 540- 
542. 


ritish Jnl. Dental Science, XXII, 1879. 
Dental Reform Committee. 32-41. 124-127. 636-637. 


713-717 
wr. Medical Council. 43-44, 233-234, 424-432. 1 


British Jnl. Dental Science, XXIII, 1880. 


Chemist-Dentists. 60-63. Ed. 
Dental Reform. 227-232, 329-336, 369-371. 410, Corres. 


437 -440. 

The Dental Licentiates. 552-553. 

British Jnl. Dental Science, XXIV, 1881. 

The British Dental Association and the General 
Medical Council. 152-153, 160-187, 213-228. Se- 
lected. 344-345, 463, 465. Ed. 465-491. 

Dental Reform and Its Reviewers. 236-23 

Pride’s Purge. (re Ex <7 ation of the Dental Re 
ter.) 701-702, 730, 42, 753, 1009-1010, 1158-1 61. 

The Recent Dental ew in Ireland. 745-748. 

The » oe Dental Diploma. 805-806. Corres. 835-836. 


British Jnl. Dental Science, XXV, 
The General yg Roe 97- 100, ci 173, 234, 


659-667, 686 \ 18, 738-771. 
—— Register. Walker, Gilbert. 308-309, 357-359. 
‘orres. 


Reply to an Article Headed Dental Reform. Turner, 
James Smith. 461-463. Corres. Selecte 

The Dental Diploma; What It is, and What It Is Not. 
Hutchinson, S.J. 1123-1130.’ 1145-1147. Ed. 1207. 


Corres. 
British Jnl. Dental Science, XXVI, 
The Dentists’ Register. 32-33, 27: 3-274, 106 467, 1069. 


General Medical Council. 437-444, 480-492. 


British Jnl. Dental Science, XXVII, 
The ars College of Surgeons and the L “4 S. 214- 


The *Dentiets’ Register, 1884, 320. Ed. 


British Jnl. Dental Science, XXVIII, 1885. 
The Dental Register. 365. Ed. 


Canada Jnl. Dental Science, IV, 1877-78-79. 
The Ontario Board Examination. 103-104. Corres. 


Cosmos (Dental), XVIII, 1876. 
Pennsylvania State Examining Board. 558. 
Pennsylvanie State yen Board. 662. 


Cosmos (Dental), XXV, 
Dental 5 —~_ tm 3. a 214-215. Ed. 
Michigan Dental (Examining Board.) 502. 
Re éc™ of Examining Board. Flagg, J. Foster. 


osmos (Dental), XXVI, 1884. 
The yoo of State Boards of Dental Examiners. 438- 
Correction, : 
mos (Dental), XX VII, 
North , Carolina State Board of Dental Examiners. 501. 


Items of Interest (Dental), V. 1883 
National Association of Dental Examiners (Organi- 
zation.) 446-449, 502-506. Answers to Questions 


Cont. in Vol. VI. 


Items of Interest (Dental), VI, 1884. 

Answers to the Questions of the ‘National Board of 
Dental Examiners, for the Benefit of Dentists and 
Others. (Cont. from Vol. V.) Elliott, W.S. 20- 
22, 68-70, 183-184, 216-217. (Cont. in Vol. VII.) 
Items of Interest (Dental). VII, 1885, 

Answers to Questions of the National Board of Den- 
tal Examiners for the Benefit of + arses & and 
be (Cont. from Vol. VI.) Biliott, W. 8S. 


ohnstons’ Dental Miscellany, 
Royal [me of Dental Strceons Clase 1 Legislation 
d Its Results. 193-196. 


Missouri Dental Journal, XIV 
How the ae of the State ‘Dental Buenos 
Eoerds are Selected. 130-131. Corres. "ide 


ssouri Dental Jal., 
Dental Examining Boards. Yort 301-308. 333. Ed. 


Monthly Review of Den. Surgery, V, 1876-77. 
A General ae - rt Dental Education and Registra- 


tion. 59 

A List. ‘of Licentiates in Dental Surgery. Explana- 
tion of Marks. 539-544. 

The Dental Reform Association. 582-589. Corres. 


Monthly Review of Dental Surgery, VI, 1877. 
The “Lancet” On Dental Reform. 59-61. 
The Dental Reform Association. Coleman, A. 98. 


Corres. 
Dental Reform. Turner, James Smith. 115-117. Cor- 
res. 


onthly Review of Dental Surgery, VII, 1878. 

The ss Council of Medical Education and Regis- 
tration. Session 1878. 222-230. 299-300. 479-495. 
Memorial, 523-526. 2 tables 

The Examinations for the Dental Diploma. 369-372. 


The General Medical Council and Dental Registra- 
Soe, ame of the Dental Reform Committee. 

The Royal College of Surgeons of England and the 
Dental Diploma. 465-466. 


mthly Review of Den. Surgery, VIII, 1879. 
aaa "Colle e*of Sur ns of Edinburgh. 27-31, 
144-145, -1 -230, 334-337, 514-51 
Royal Colle e of Surgeons in Ireland. 31-33, 183-184, 


Genes Medical Council. 33-39, 81-87, 140-143, 165- 


73, 325 7 
Dental Reform. 87-90, 117-138, 500-501. 
The Medical Council and , ees Examination Sine 
Curriculo. 139-140 
The Royal Cie ‘. Surgeons of England. 181-183, 
332-334, 341-342, 370-376, 
427- 428, a. 


New York State Den. Soc. Trans., 1883. 
Doings of the Conference of State Examiners. 
ingsley, N. W. 22-23. 


News, (Dental, Knightstown, Ind.), II, 1879-80. 
mes | of Examiners Unde r the Indiana Dental Law. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
The Board of Examiners’ and Indiana Dental Law. 30. 


suaieiat Sottton’™ (Re"beter OF Hal 
udicial Opinion. (re ower 0 xamining Boards. 
528-533. Ed. ° , 


Record (Dental). 1881. 
Candidate, Teacher, , a 234-235. Ed. 


Record (Dental), II, 
General Medical Council. ve 36, 74- 78, 359-367. 
—- State Dental Examiners. 259-261. Se- 
lected. 


Record (Dental), III, 1883. 
General Medical Council, 79-80, 231-232. 
The Dentists’ Register. 142-143. Ed. 
Examinations in Dentistry Sine Curriculo. 235. Ed. 


Record (Dental), IV, 1884. 
General Medical Council. 191. 514-516, 524-525. Ed. 
Royal a of Surgeons in Ireland. Professional 
Dental Education Required by the Royal Col- 
a = of eons in Ireland. 451-456. 
The S. I. 479-480. Ed. 


Record (Dental), V, 1885. 
The General Medical Council. 281. 


Register (Dental), XXXVIII, 1884. 
Illinois State Board of Dental Examiners. Import- 
ant Decision. 6. 


Southern Dental Jnl., 1884-85. 

The People of the State of Milinote Ex. Rel. Isaac A. 
Sheppard v. The Illinois Lo gd Board of State 
Examiners. -260. lec 

= of State a. ~~} Boards. 261-262. 
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D83 _Litigations. 


See D82, Ethics of process patents. 


Advertiser (Dental), VIII, 1877. 

Vulcanite Litigation. 56- 

The Dental orld Excited. (Law Suit.) 
Selected. 


Advertiser (Dental), X, 1879. 
Decision in Litigation. (Goodyear Vulcanite Co.) 


8. 
The Case, Goodyear Dental Vulcanite Co. vs. 
ruthers. 56. 


Advertiser (Dental), XI, 1880. 
The Gardner Case. 3- 
Tragedy in a Dental Office. 161-162. 


Advertiser (Dental), XV, 1884. 
A Vindication of Professional Skill a". t ee 


107-108. 


Car- 


of Notice. Mills, Geo. A. 17-19. lecte 
American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
A Dangerous Dentist. 41. Selected. 
Celluloid. (Litigation.) 545-548. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Vuleanite Litigation. 8-22. 
—- -Celluloid. (re Recent Litigation.) 94-95. 


jected. 
Vulcanite Litigation. 374-379. Ed. 
American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 


The Celluloid Infringement. 379-380. q 
The bw ya Company vs. The Celluloid Company. 
410-419. 


American Jnl. Den. Sci., XV, Ser., 1881-82. 
The Rubber Question. Hunt, R. are inley. 70-74. 
Selected. 91-92. Ed. 


American Jnl. Den. Sci., XVi, 3rd Ser., 1882-83. 
Liability of Dentists. (Litigation.) 424-425. Ed. 
oe ~ oa Exempt From Jury Duty? (Case.) 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
A Remarkable Case. 47. 


American Jnl. Den. Sci., XIX, 3rd Ser., 1885. 
A German | Trial Against Dentists for Using the 


Title “Doctor of Dental Surgery.” Gaston, 
George C. 223- Trans. 
British Dental Assn. Jnl, IV, 1883. 

The Teeth From a Medico-Legal Aspect. 97-99. Ed. 


es | whee Jurisprudence. Warner, J. H. 304- 


British Dental Assen. Jnl, V, 1884. 

Turner vs. Smallpage. 180- 184. 

On the Ap lication of Dental Science in the Detec- 
tion of Crime. Reid, Robert. 556-565. Disc. 


583-584. 
Cunningham vs. Burton. 699-700. 
Skliros v. Churchill. 748-749. 


British Dental Assen. Jni., VI, 1885. 
Canton versus Robertson. 8-9. Ed. 
A Fruitless Prosecution. (Hodgson v. Yates.) 195- 
Ed. 


British Jnl. Dental Science, XIX, 1876. 
A Claim for Teeth.—Eskell v. Anderson. 47-48. 


Selected. 
A Dentist’s Bill—Jones v. Roberts. 111-112. Se- 


lected. 
Fergusson v. Mason. 423-424. Selected. 


British Jnl. Dental Science, XXI, 1878. 
an, Fe * aeth Personal Luggage? (Litiga- 


acta 12 500" Seanie for Alle Injury From Mag- 
netic Experiments. oon ohare ‘OT. 


British Jnl. Dental Science, XXII, 1879 

Josiah Bacon—The Goodyear Vulcanite Rubber Com- 
pany. 379-382. Selected. 

Doctor and Dentist. (Singular Action and Severe 
Censure by the Judge.) 409-410. 


British Jnl. Dental Science, XXIII, 1880. 
Crowther versus Lancashire and Yorkshire Railway 
Company. 855-856. Selected. 


British Jnl. Dental Science, XXV, 1882. 
Legal. 732. 735, Ed. 


British Jnl. Dental Science, XXVI, 1883. 
Legal. 651. Selected. 


British Jnl. Dental Science, XXVIII, 1885. 
Is Possession of a Denture Nine Points ‘of the Law. 


Svl. Ed. 
A Missing Tooth Leads to the Identification of a 
Murdered Woman. Taylor, David. 968-969. 


Cosmos (Dental), XVIII, 187 
Rubber vs. Celluloid. Vulcanite Litigation. 99-102. 
Bogus Diplomas. 
Cosmos (Dental), XIX, 1877. 
Vuleanite Litigation. Decision. 146-157. 
(Brown vs. Mead.) Haskell, 


Dental Jurisprudence. 
Geo. B. - 336. 
A Decision in the Celluloid Suits. 


Cosmos (Dental), XX, 1878. 
Expiration of the Cumming’s Patent. 180. 
Liquefied Nitrous Oxide. History of Patents and 
—. Supplement, 1-24 following p. 184 
us. 


‘osmos (Dental), XXI, 1879. 
The Death of Josiah Bacon. (Treasurer of the Good- 
year Dental Vulcanite Co.) 350. 
Vuleanite Litigation. 350-352. 
ry ase of Extraction. 


407-408. 
The Vulcanite Patent Case. 408. 
Vulcanite Litigation. 463-471. 


Cosmos (Dental), XXII, 1880. 
Merchantable tre 432. Ed. 
—— % of S. P. Chalfant for Killing Josiah Bacon. 


Warner, J. H. 


Cosmos (Dental), XXIII, 1881. 

Supreme Court Decision on Celluloid. 47-48. Ed. 

A Practical Dentist. (Case Resultin t. Suit for 
Extracting Sixteen Teeth.) 164-1 


Cosmos (Dental), XXIV, 1882. 
Suits Against Dentists. (Injuries During Extrac- 
tion of Teeth.) 262-263. Ed. 


Cosmos (Dental), XXV, 1883. 
oo for Accident While Under Anesthesia. 606- 
Cosmos (Dental), XXXVI, 1884. a 
1- 


Re ao on Richmond Crown.—Discussion. 


Discussion on Tooth Crown Patent. 484-493. 
The International Tooth-Crown Company's Claims. 
Dwinelle, W. H. 640. 


Cosmos (Dental), XXVII, 1885. 
The International Tooth-Crown Company's Claims. 


- d. 
Clements vs. Carothers—A Novel Case. Set of Teeth 
ya Returned for Non-Payment and Sold at 
uction 
Pardon for Dr. S. P. Chalfant, Who Killed Josiah 
Bacon. of the Goodyear Rubber Company. Mor- 
gan, J. R. 640. 


Dental Office & Lab., I, 2nd Ser., 1877-78. 
The Cummings Patent. April. 3. 


Dental Office & Lab., III, 2nd Ser., 1879-80. 
Why the Goodyear Dental Vulcanite Company Al- 
ways Wins. Jan. 4. Selected. 


Office & Lab., VII, 2nd Ser 
The SS Rubber Patent. Oct. “9. eeSolected. 


Dental Office & Lab., VIII, 2nd Ser., 1884-85. 
The Spat Tooth-Crown Company's Claims. 


Dental Office & Lab., IX, 2nd Ser., 1885. 
She Seueeat Tooth Crown Company's Claims. 
uly % 
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Headlight (Dental), II, 1881. 
= ewe Teeth. (Litigation.) Jan. 6 


Decision of the Supreme Court of he United States 
in Reference to Celluloid. April. 2-3. 

A San Francisco Dental Bill. (Litigation.) April. 
4-5. Selected. 


Herald of Dentistry, I, 1881-82. 
Punishing Libel on Dentists. April. 2. 


Herald of Dentistry, II, 1882-83. 
ee agp tad Injury to Patients During Operation. 


Herald of Dentistry, III, 1883-84. 
The International Tooth Crown Co. Ap 1-4. 
Baby Act. (Richmond Crown Liigaten July. 8. 
To Whom Does the Crown Belong? Oct. 15. 
The Butner Crown. Oct. 17. 


Independent Practitioner (Dental), IV, 
Damages for Accidents During pe Suit.) 
686. Selected. 


Independent Practitioner (Dental), 1884. 
The Tooth Crown Patents. (fniestien.)” Dwinelle, 
Seort 589-500. Corres. Criticism, Vol. VI, 


Items of Interest (Dental), II, 1880. 
The Vulcanizabie Gutta-Percha. .- It Included in 
the Cummings’ Patent? 5. 


Items of Interest (Dental), III, 1 
The Vulcanizable Gutta- ey It Included in 
the Cummings’ Patent? (Litigation.) 5. 


Items of Interest (Dental), VI, 1884 
The Lead Vulcanite Company Again. 319. Cor- 


The "Teeth From a Medico-Legal Aspect. 342. Ed. 


Johnstons’ Dental Miscellany, III, 1876. 
Dental Jurisprudence. 54-50. 


Johnstons’ Dental Miscellany, IV, 1877. 

The Cummings’ Patent. 38-39. 

The Prosecution of Mr. Gould in 1859 for Using the 
Title of Surgeon-Dentist. 276-278. 

Decision Against the Rubber Company, and in 
Favor of Celluloid. 370-374. 


Miscellany, VI, 1879. 
Goodyear Dental Vulcanite Company a Josiah 
Bacon vs. Adolphe P. Preterre. 9-1 


Johnat ’ DP to} 





Johnstons’ Dental Miscellany, VII, 1880. 
A Dentist’s Libel Suit. 246-247. 


Johnstons’ Dental Miscellany, VIII, —_.. 
The Action Against The Celluloid Company. 30 
The Rev. Mr. Pentecost’s Dentists. Ry 


Luminary (Dental), IV, 1882-83. 
Liabilities ‘ne Injury to Patients During Opera- 
tions. 90. Selected. 


Missouri Dental Jnl.. VIII, 1876. 

Decision by Judge Blatchford, on the Question, 
Does the Use of Celluloid in Making Dental 
Plates Infringe the “Cummings’ Patent?” 38-39. 

Celluloid. (Defense of.) 200. 


Missouri Dental Jni., IX, 1877. 
Case of Goodyear Vuleanite Co. vs. Smith. Bacon, 
Josiah. 43-44. Corres. 
An Ashton Dentist and His Apprentice. 81-88. 
Rubber Question Settled. 118. 
Dental Vulcanite Company vs. Celluloid. 517. 


Missouri Dental Jnl., X, 1878. 
Rubber Litigation. 417. 


Missouri Dental Jnl., XI, 1879. 
Vuleanite Litigation. 61-62. 180, 235-236. Corres. 
Doctor and Dentist. 411-412. Selected. 


Missour! Dental Jnil., XII, 1880. 
Judigial Decision. (Dental Vulcanite Co., Appel- 
lant, vs. Charles G, Davis.) 581. 


Missouri Dental Jnl., XV, 1883. 
Evans vs. Williamson. June. 128. 


onthly Review of Den. Surgery, V, 6-77. 
An yoo Dentist and His Apprentice. , 
Case at the Ccunty Court. The “Art and Mys- 
tery of Dentistry. 374-379. 


Monthly Review of Den. Surgery, VI, 1877. 
Dispute Between Dentists. 284. 


Monthly Review of Den. Surgery, VIII, 1879. 
Damages for Fracturing a Tooth. Ogden v. Taylor. 
143-144. Selected. 
Doctor and Dentist. Singular Action, and Severe 
Censure by the Judge. 284-285. Selected. 


New England Jnl. Dentistry, III, 1884. 
Sheffield Tooth Crown Co., or the International 
Tooth Crown Co. 174-177. Corres 
Actions of the Richmond Tooth Crown Company. 


336. 
Richmond Patents (Litigation.) 369-370. 


New York Odontological Soc. Trans., V, 1879. 
Gardiner Case. Marvin, C. A. 177-179. 
Gardiner Case. Dwinelle, W. H. 179-183. 


News, (Dental, Knightstown, Ind.), I, 1878-79. 

Rubber Litigation. .~ 3. Selected. 

The Goodyear Dental Vulcanite Co. U. S. Feb. 4. 
Selected. 


News, (Dental, Knightstown, Ind.), II, 1879-80. 
te Case. * Selected. 
Samuel P. Chalfant. Horace BE. 26. Corres. 
Supposed “Case of Arsenical Poisoning. 76-77. 78. 


The Case of George Gardiner. Marvin, C. A. 85. 
Selected. 


News, (Dental, Knightstown, Ind.), III, 1880-81. 
Decision of the Supreme Court of the United States 
in Reference to Celluloid. 123. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
Dr. Chalfant’s Case. -28. 
The Goodyear Patent. 41. Selected. 


Odontog hie Jnl. 1880-81. 
Manufacture o Cellaieia.. "Daniel Spill vs. The Cell- 
bg d Manufacturing Company. 52-57. Selected. 


Odontographic Jnl., VI, 1885. 
Chalfant’s Pardon. 182. Selected. 


Odontolog. Soc. Trans., XVI, 2nd Ser., 1883-84. 
A Case of Dental Jurisprudence. Lloyd, F. R. 208- 
214. Dise. 215. 


Ohio State Jnl. Den. Sci., 
One More Decision. (The She Dental Vulcan- 
Ly os aay, Appellant, vs. Charles E. Davis.) 


Ohio State Jnl. Den. Sci., IV, 1884. 
An Important Decision. (Question of a Diploma.) 


Dr. Atkinson’s Big Bill. 431-433. 433-434. Ed. 


Pennsylvania Jnl. Den. Sci., III, 1876. 
Goodyear Dental Vulcanite Company. 199-200, 278- 
282, 443-445. 3 


Practitioner (Dental), I, 1883. 
a From a Medico-Legal Aspect. 103-105. 
t 


Selected. 
Webster-Parkman Murder. 112. 


Record (ene. II, 1882. 
Legal Proceedings. 285-286, 323, 379. 


Record (Dental), IV, 1884. 
Fraser v. Robinson. 369-370. 


Register (Dental), XXX, 1876. 
Goodyear Dental Vulcanite Company. 54-56. Ed. 
Vuleanite Litigation. 173-174, Corres. 180-182, Ed. 
277-278, Corres. 


Register (Dental), XXXI, 1877. 

Vulcanite Litigation. 111-125. 

Statement of a Case. 223-225. 
Register (Dental), XXXIII, a 

Mal-Practice Case. 178-180. 

The Gardner Case—Correction. (Alleged Arsenic 
Poisoning.) 528-531. Ed. 
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Register (Dental), XXXV, 1881. 

The Goodyear Dental Vulcanite Co., Appellant, vs. 
Charles G. Davis. -40. 

The Goodyear Dental Visengite Co., and 7 ba 
ber Patents. Hunt, R. Finley. 78-80. Cor 


Register (Dental), XXXVI, 1882. 
Anagetiptien a Legally Considered. Johnson, 


The Tail of the Beast. 362-364. Ed. 


D84 Army and 


See D841, Dentists in war service. 


Advertiser (Dental), XI, 1884. 
The Necessity of Dental Appointments in the ——~ | 
and Navy. Perine, George H. 151-153. Select 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
Dentists for Army and Navy. 373-376. 


American Jni. Den. Sci., XVI, 3rd Ser., 1882-83. 
Dental Surgeons in the Army and Navy. 93-04. 


Selected. 
The Need of Dental and Oral Surgeons in the Army 
and Navy. Marshall, J. S. 164-165. Abstract. 


American Medical Assen. Trans., XXXIII, 1882. 

The Need of Dental Surgeons in the Army and 
savy. Marshall, John S. 491-498. Disc. 458- 
459. 


British Dental Assn. Jnl., II, 1881. 
Dental Surgery in the Army. Gaddes, Thomas. 
506-507. 


British Jnl. Dental Science, XX, 1877. 
Surgeons in the Army. 151-153. Ed. 


British Jnl. Dental Science, XXIV, 1881. 
Dental Surgery in the Army. Gaddes, Thomas. 
870-871. Abstract. 


Cosmos (Dental), XXII, 1880. 
The Necessity of Dental Appointments in the Army 
and Navy. Perine, George H. 467-468. 


Cosmos (Dental), XXIII, 1881. 
Denes Surgery in the Army. Gaddes, Thomas. 553- 


Cosmos (Dental), XXIV, 1882. 

Army and Navy Dental Appointments. Perine, 
George H. 56. 

Dental Surgeons in the Army and Navy. Driscoll. 
w 


Dentists in the Army and Navy. Hutchinson, W. F. 
280. 

Resolution re Army and Navy Dentists. 488-489. 
Cosmos (Dental), XXV, 


883. 
Report of Committee on Dentists in the Army and 
Navy. 427-428. 


Register (Dental), XXXVIII, 1884. 

The People of the State of Illinois ex rel. Isaac A. 
Sheppard v. The Illinois State Board of Dental 
Examiners. Petition for Mandamus. Power of 
Board—License to Practice gg =e 352-355. 

A Bar to Malpractice Suits. 395. ted. 

Judgment Against the United States SCicleetic) Medi- 
cal College. 462. 


Register (Dental), XXXIX, 1885. 
The Application of Dentistry’ to Pe. [pote of 
rime. Reid, Robert, 254. Selected. 


Navy Dentists. 


Headlight (Dental), I, 1880. 
The Necessity of Dental Appointments in the Army 
and Navy. Perine, George H. Oct. 1. Selected. 


Independent Practitioner (Dental), III, 1882. 
— ee in the Army and Navy. 259-260. 
ecte 


Jairus (Dental), IV, 1883. 
The Need of Dental Surgeons in the Army and Navy. 
Marshall, J. S. 11. Abstract. Dise. 11-13. 


Johnstons’ Dental Miscellany, VIII, 1881. 
Dentists for the Army and Navy. 477-478. Selected. 


Missouri Dental Jni., XIII, 1881. 
Dental ~~ ad in the Army. Gaddes, Thomas. 457. 
Selected. 


New England Jnl. Dentistry, I, 1882. 
The Need of Dental Surgeons in the Army and Navy. 
Marshall, J. S. 258-259. Abstract. 


News, (Dental, Knightstown, Ind.), III, 1880-81. 
The Necessity of Dental Appointments in the Army 
and Navy. Perine, George H. 61-62. Selected. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
Dentists for Army and Navy. 97-98. Selected. 


Odontographic Jnl., II, 1881-82. 
Dental Surgery in the Army and Navy. 85. 


Odontographic Jnl., III, 1882-83. 

The Need of Dental and Oral Surgeons = bs 
—_ and Navy. Marshall, J. 8S. 53-4 
stract. 


Pennsylvania Jnl. Den. Sci., III, 1876. 
Necessity of Dentists in the Army and Navy. Mer- 
rill, A. P. 68-69. Abstract. Disc. 69. 


Record (Dental), Il, 1882. 

Dentists for Army and Navy. An Old Proposition 
for Their Appointment to be Renewed in Con- 
gress. 20-22. 

Southern Dental Jnl., I, 1882-83. 

Dental Surgeons in the “Army and “Navy. 29. Se- 

lected. Comment, 183-185. 


D841 Dentists in War Service. 


Conditions of Soldiers’ Teeth. 

See also D84, Army and Navy dentists. 

British Jnl. Dental Science, XXIV, 1881. 
Russian Army Dentistry. 1035-1036. Ed. 


British Jnl. Dental Science, XXV, 1882. 
Teeth of Soldiers and Sailors. 282-283. Selected. 


Britixh Jnl. Dental Science, XXVIII, 1884. 
Statistics of Soldiers’ Teeth in France. 803. Ed. 


Cosmos (Dental), XXVI, 1884. 
Deete’ estes in Normandy. (Rejected Conscripts.) 


Dental Office & Lab., V, 2nd Ser., 1881-82. 
Soldiers’ ers’ "Teeth. Jan. 5. Selected. 


Headlight (Dental), III, 1882. 
Soldiers’ Teeth. 62-63. Selected. 


Laminary (Dental), VI, 1884-85. 
Statistics of Soldiers’ Teeth in France. Patrick. 3. 


Record (Dental), I, 1881. 
soe 9 Surgery in the dome. Gaddes, Thomas. 120- 


Record > IIt, 1883. 
Teeth of Recruits. 576. Sel 


For index and key to classification numbers, see pink sheets. 














D85 Dental Protective Associations. Liability Insurance. 


See D86, Dental Relief. 
American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Protective Association. 467-469. 


Cosmos (Dental), XXVI, 1884. 
Dental Protective Union. 564-566. 


Facts (Dental), I, 1885. 
Dental Protective Union. Jan. 4-5. Ed. 


Independent Practitioner (Dental), V, 1884. 
Protective Association. 538. Ed. 


Missouri Dental Jnl. IX, 1877. 
To pas Profession. (Protective Association.) 


Ohio State Jni. Den. Sci., III, 1883. 
Dentists’ Mutual Benefit Assn. 565-506. Ed. 


Register (Dental), XXXVII, 1883. 
Mutual Benefit Association. 610-611. Ed. 


D86 Dental Relief. Relief Funds. 


See D85, Dental Protective Associations, Liability insurance. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
A — Life Assurance. Hodgkin, James 


British Dental Assn. Jnl., III, 1882. 

The Benevolent Fund. Blandy, Henry. 367-368. 
Corres. 614-615. Ed. 

Proposed Establishment of a Benevolent Fund. 
Crapper. 512-514. 


British Dental Assn. Jnl., IV, 1883. 

The Benevolent a and Association. 46-47. Cor- 
res. 57-59, 91-93, 150-151, 153-155. Ed. 269 
318, 370, 430-440, 447-452, 527-528, ra 614-615. 

The Proposed Dental Benevolent Fund. Macleod. 
W. Bowman. 109-118. Disc. 162-164. 


ritish Dental Assn. Jnl., 
The Medical Sickness, Annuity, ys a. Life Insurance 
Society. 324-325. 367-370. Ed. 
Typical Cases Relieved by the Benevolent Fund, 
During the Last Six Months. 542-548. 


British Dental Assn. Jnl., VI, 1885. 
The Production of Paupers. (Benevolent Associa- 
tions.) 132-133. Ed. 


British Jnl. Dental Science, XX, 1877. 
Dental Provident Fund. 66-67. Ed. 


British Jnl. Dental Science, XXV, 1882. 
Suggestions as to the Formation of a_ Benevolent 
Fund. Crapper, J. S. 521-523. 555-557. Ed. 


British Jnl. Dental Science, XXVI, 1883. 
Benevolent Fund. 33-34, 48-49, 181- 182, 224- 225, 378- 
843-858, 863-867. Ed. 


379, 
The Proposed Dental Benevolent Fund. Macleod, 
W. Bowman. -375. 


British Jnl. Dental Science, XXVII, 1884. 

The Dental Benevolent Fund. Coles, Oakley, 45-47. 
‘orres. 

Provision in Case of Sickness. 378-379. Ed. 

Dental Suqgrorent Fund. 705, 836-837, 844, 922-923. 
1011. “ 


British Jnl. Dental Science, XXVIII, 1885. 

The Benevolent Fund. 

The Benevolent Fund of the British Dental Asso- 
ciation. 953-054. Ed. 


Facts (Dental), I, 1885. 
Dente, Peatte and Benevolent Association. Jan. 


Items of Interest (Dental), V, 1883. 
Dentists’ Mutual Benefit Association. 518. Selected. 


Items of Interest (Dental), VI, 1884. 

Life Insurance (re Dentists’ Scientific and Benevol- 
ent Association.) Kulp, W. O. 516-517. Cor- 
res. 


Missouri Dental Jni., XV, 1883. 
Organization of the Dentists’ Mutual Benefit Asso- 
ciation. May. 94. Aug. 238. Oct. 328-329. 


New England Jnl. Dentistry, II, 1883. 
The Dental Mutual Aid Association. 325. Ed. 


New England Jnl. Dentistry, III, 1884. 
By-Laws of the Dentists’ Benevolent Association. 
367-368. Corres. 


Record (Dental), If, 1882. 
Suggestions as to the Formation of a Benevolent 
Fund. Crapper, J. S. 300-301. 


Record (Dental), III, 1883. 
The ar Benevolent Fund. Hoole, Stephen. 
90-91, 141. Corres. 


Register (Dental), XXXVIII, 1884. 
Dentists’ Benevolent Association. 306. 
ae re Association. Dudley, A. D 


Southern Dental Jni., Il, 1883-84. 
Dentists’ Mutual Aid y Be By 395. Ed. 


For index and key to classification numbers, see pink sheets. 
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D89 Dental Economics. Investments. 
See D891, Dental Notation, Bookkeeping. D892, Offices and equipment. 


Advertiser (Dental), XI, 
Painless Dentistry. (WVental Naboll Co.) 107-111. 


Advertiser (Dental), XV, 1884. 

Dentists’ Fees in France. 6i. 

Professional Success From a Business Standpoint. 
Smith, Lee 8S. 106-109. 

The Heroic Charge. 112-115. Selected. 


Advertiser (Dental), XVI, 1885. 

Professional Services and Professional Fees. Darby, 
Edwin T. 17-23. Selected. 

Congeenies Bills. Scott, W. W. 90-91. Corres. Se- 


lecte 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
American Dentists in Europe. (re Fees.) 574. 
Abstract. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
Loss and Gain. 137-139. Ed. 


American Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 
On eR. Dis ee oT Time and Its Relation to 
arlan, A. 68-73. Selecte 
A Dentist’s Bill. 140- ia. Selected. 


Archives of Dentistry, I, 1884. 
Dental Fees. 178. Selected. 
Dentist’s Fees in the Good Old Days. 231. Selected. 
What is the Best Standard for Prices? 464-465. Se- 


lected. 
Professional Success From a Business Standpoint. 
Smith, Lee S. 466-467. Selected. 


Archives of Dentistry, Il, 1885. 
How to Increase Your Business. Robinson, J. A. 
362-363. Abstract. 


British Dental Assn. Jnl., II, 1881. 
The System of Professional Fees. Rogers, R. 487- 
Dise. 490-493. 


British Dental Assn. Jnl., IV, 1883. 
The Economics of Dentistry: ‘An Attempted Estima- 
tion of the Relation of Professional Fees to 
Thera a Cunningham, George. 


275- 


British Jnl. Dental Science, XX, 
ao eee Manufacturing Company, Timited. 685- 


British Jnl. Dental Science, XXI. 1878. 
Touting for Patients. 272-273. 


British Jnl. Dental Science, XXII, 1879. 
Frauds Upon Dentists and Their Remedy. 774-776. 


British Jnl. Dental Science, XXIII, 1880. 
Professional Fees With eae Dentists. 38- 
39, 93-04, 157-1 -260. 


58, 209, 
Fees. 82-85. 


British Jnl. Dental Science, XXIV, 1881. 
The System of Professional Fees. Rogers, R. 761- 


763. 
i we Fees. Hope, William Hodgskin. 917- 


British Jnl. Dental Science 
The, Dense Constituency. (Clientele) 19-22, Ea. 
Selected. 
An y om. Grievance. (Concerning the Place 
to Begin Practice.) 310-311. Corres. 


British Jnl. Dental Science, XXVI, 1883. 

The Economics of Dentistry: An Attempted Estima- 
tion of the Relation of Professional Fees to 
Py gee Treatment. Cunningham, George. 

608-609. Ed. 


Dentists’ Fees in Teena 1175. Selected. 


British Jnl. Dental Science, XXVII, 1884. 

The Question of a Tariff for Dentists. Cludius, 
G. C. 33. Selected. 

Dentists’ Fees in the “Good Old Days. 367. 

Dental Fees. 461-462. Ed. 


British Jnl. Dental Science, XXVIII, 1885. 
Professional Services ane Professional Fees. Darby, 
Edwin T. 63-66, 1 Selected. 
To All Whom It May ‘Sous. (re Dental Econo- 
mics.) Hare, Arthur. 729- 
Dental Economics. Paine, J. H. 919-921. Selected. 
Dental Fees and the Public. 1083-1085. Ed. 


California 8S. Dental Assn. Trans., 1878. 
Dentists and Dentistry on Our Coast. (Economics.) 
Robinson, William H. 144-150. Disc. 150-151. 


Canada Jnl. Dental Science, IV, 1877-78-79. 
Fees. 21. Ed. 

The Fee Question Again. 49-51. Ed. 

Dentists as Men of Business. 76-78, 89-91. 


Caulk'’s Dental Annual 
Dentist’s Fees in the Good "ola iT tase. 11. Selected. 
Aristocratic Dentistry. 13. Selected. 


Cincinnati Med. Den. Jnl., I, 1885. 
Mismanagement in Dental Practice. 59-62. 


Connecticut Valley Den. Soc. Trans., 1876. 
Professional Deportment. (Fees.) Miller, H. M. 
15-16. Dise. 16-20. 


Cosmos (eente). 3 _—_, * wen 
Charge for Lost Time 
Cosmos (Dental), XXV, 1883. 
A Suggestive Card. (To Notify Patients When to 
Return to Have Teeth Examined.) 168. 


Cosmos (Dental), XXVII, 1885. 
How to Increase Your Business. Robinson, J. A. 


Dental Office & Lab., 2nd Ser., 1878-79. 
Now Is the Time to Tighter, Up the Screws. Oct. 3. 


Dental Office & Lab., III, 2nd Ser.. 
Amount of Dentistry Done in the United 8 States. 
Farrar, J. N. Jan. 2. 
Dental Office & Lab., VI, 2nd Ser., 1882-83. 
The Combination. July 1-2. Ed. 


Dental Office & . I 
Monopolies. April. 4-5. Select 
Hints to pee. July. 4-5. Selected. 
Where Shall I Locate? ct. 7-8. Selected. 


Dental Student, (Warsaw, Ind.), I, 1884. 
Combinations vs. Monopolies. July. 1. Ed. 


Facts (Dental), I, 1885. 
Where Shall I Settle? Oct. 10-11. 


eadlight (Dental), V, 1884. 
Bill- ‘Mating a Fine Art. 146-147. Selected. 


The National. Tooth Mining co. 1 Limited). Jan. 7. 


Herald of Dentistry, II, 1882-83. 
Monopoly. oy Manufacturing Companies.) 


April. 1-2. a. 

Watchman, What of the Night? July. 3. 
Herald of Dentistry, iy. 1883-84. 

The House of Snowden & <thgge ein April. 16. 


Illinois State Dental Trans., 1876. 

Some Thoughts Respecting. ‘the Theory and Ethics 
of Professional Fees. Noyes, Edmund. 75-80. 
Ind dent Practitioner (Dental), II, 1881. 

Dental Fees. 184-185. Ed. 
Independent Practitioner 

mee Treatment. 204. 

Independent Practitioner (Dental), V, 1884. 

The Disposition of Time and Its Relation to Fees. 


Harlan, A. W. 186-191. 
Is os Work Expensive? Stubblefield, D. R. 


Ca, IV, 1883. 
Selected 


Professional Services and Professional Fees. Darby, 
Edwin T. 653-661. Disc. 699-701. 


For index and key to classification numbers, see pink sheets. 
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Independent Practitioner (Dental), VI, 1885. 
German Dental Fees. 278. 
How ne Your Business. Robinson, J. A. 


Items of Interest Com), | =, 1881. 
How Is This for High? 29. ected. 
High Prices for Dental aa ‘S 


Items of Interest (Dental), IV, 1882. 

Dental Charges. Codman, J. T. 4. 

Stick to Your Last. 57-58. Ed. 

Fair Play vs. Monopoly. (Combination of Dental 
Manufacturers.) 100-101. Corres. 

Wealth vs. Necessity. 121. 


Items of Interest (Dental), 

Wishing and Willing; Which Salt tek Be? 48-49. 

Life Insurance. 107-109. Ed. 

Monopolies. (In the Manufacture and Sale of Dental 
Goods.) 143-144. Selected. 

The Business Qualifications of Professional Men. 
217-218. Corres. 


The Struggle for a Living. Green, Wm. W. 399. 


Abstract. 


Items of Interest (Dental). VI, 1884. 
Rules of Business. 40-41. Ed. 

Aristocratic Dentistry. (Fees.) 48. Selected. 
Dental Fees. Cahoon, W. 121. 

What is the Best Standard for Prices? 408-409. Ed. 
Life Insurance. 520-523. Ed. 

Cash Payments. 574. Ed. 


Items of Interest (Dental), VII, 1885. 
Money Matters in the Family. 94-95. Se'ected. 
Cc. O. Adams, G. W. 127-128. 128-129. Ed. 
Wages of Assistants. 150. Corres. 150. Ed. 
Professional Services and Fees. Darby, Edwin T. 
292-295. Abstract. 
Collections. Morgan, J. R. 439. 
Steady Plodding Wins. 553. Ed. 


Jairus (Dental), 1879. 
Cheap Dentistry. Sept. 17-18. Selected. 


Jairus (Dental), II, 1881. 

The True and the False, (Fees.) Abbott, D. J. T. 
158-164. Selected. 

Give Se De-Serving His Due. Cassidy, J. S. 503- 


Johnstons’ Dental Miscellany, III, 1876. 
Letter From Switzerland. (re Professional Fees.) 
Wright, C. M. 124-125. Corres. 


Johnstons’ Dental Miscellany, VII, 1880. 
Fees. 86-88. Selected. 


Johnstons’ Dental Miscellany, VIII, 1881. 
The —_— as a Plunderer. Codman, J.T. 330- 


minary (Dental), I, 1879-80. 
A splendid Institution. 1. 


Luminary (Dental), IV, 1882-83. 
Dees Monopolies, Extortion, etc. 59. Comment. 


Missouri Dental Jnl., VIII, 1876. 
Dental Fees. 259-262. Corres. 


Missouri Dental Jnil., XIV, 1882 
——— of an Old Firm. (Lindsay & Blakiston.) 


Missouri Dental Jnl. XV, 

The Business Speetices me Professional Men. 
June. 136-138. Ed. 

What Ladies Expect | from Dentist. (re Appoint- 
ments.) Au 230-233. Selected. 

A Vindication o Professional L's es is Worthy 
of Notice. Mills. ep 5 348 

shen. — Gualifiest ons, an Nov. 376- 


New England Jnl. Dentistry, I, 1882. 

Large Dental Bills. 139. 

The Dangers of Poor Pay. 140. 

Gossip. (Economics of Western Practice.) Robin- 
son, W. H. 174-176. 


w England Jnl. Dentistry, II, 
What” will Ph aaa Do? (Work for *Dentiats.) 175- 


New Jersey State Den. Soc. Trans., 1876. 
Dental Compensation. Stockton, C. 8. 24-26. 


New York Odontological Sec. Trans., 1883. 
Dental Fees. Bogue. 36-37. 


News, (Dental, Knightstown, Ind.), II, 1879-80. 
Amount of Dentistry Done in the United States. 
Farrar, J. N. 113. Selected. 


News, (Dental, Knightstown, Ind.), III, 1880-81. 
Business Conducted Upon a General Credit’ System. 


42. Ed. 
Competition. 62. Selected. 
Business Letters. 63. 

Pay as You Go. 63. 66. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
A San Francisco Dental Bill. 2-3. Selected. 
Buying and Selling Dental Goods for Cash. 42. Ed. 


News, (Dental, Knightstown, Ind.), V, 1882-83. 
A Money-Making Dentist. March. 5. Corres. 
Monopolies. March. 6. Ed. 

Fair Play vs. Monopoly. Aug. 2. Selected. 


News, (Dental, Knightstown, Ind.), VI, 1883-84. 
Dentists’ Fees in France. 8. Selected. 
Aristocratic Dentistry. 12. 


News, (Dental, Knightstown, Ind.), VII, 1884-85. 
The Best is the Cheapest. Ottofy. 26. 


Odontographic Jnl., IV, 1883-84. 

How, in a Crowded Profession, Bangs Got a Start. 
91-94. Selected. 

Why Do They Do It? (Fees.) 150. Selected. 


Ohio State Jnl. Den. Sci., IIT, 1883. 
Hints to Beginners. 258- 302. ‘Ed. 
Where Shall I Locate? 434-440. Ed. 


Ohio State Jnl. Den. Sci., IV, 1884. 

Dental Fees. Harlan, A. W. 120-126. Trans. 

The Dentist. 187-193. Selected. 

Professional Success From a Business Standpoint. 
Smith, Lee S. 412-416. 


Ohio State Jnl. Den. Sci., V, 1885. 

Success. Harrison, H. H. 14-16. 

A Toone Dentist’s Experience. Sherwood, C. H 

-141. 

coum Bills. Guilford, S. H. 180-184. Com- 
ment, 

How to ene Your Business. Robinson, J. A. 

Dental Economics. (Time.) Berry, A. 326-327. 
Dise. 328-333. Correction, 304. 


Pennsylvania Jnl. Den. Sci., III, 187 
Charles Abbey & Sons. (Historical Sketch of the 
Establishment.) 198-199. Ed. 


Practitioner (Dental), I, 1883. 

The Business Qualifications of Professional Men. 
Faught. L. Ashley. 17-20, 33-35. Comment, 108- 
108, 132-133. 


Practitioner (Dental). II, 1884 

On the Disposition of Time and Its Relation to 
Fees. Harlan. A. W. 99-198. Selecte 

Professional Success From a Business Standpoint. 
Smith, Lee S. 210-213. Selected. 

Concerning Bills. Guilford, S. H. 265-268. 


Record (Dental), ITI, 1883. 
weet tae Expect From Dentists. 363-365. Cor- 


Record (Dental), V. 1885. 
Professional Services and Professional Fees. Darby, 
E. T. 44-46. Abstract. 


Register (Dental), XXXIV, 1880. 
Relations of the Profession and the Public. Brackett. 
= 381-389. Selected. Comment, 464-465. 


Cor 
Dental Tee Bills. Wright, C. M. 471-476. 


For index and key to classification numbers, see pink sheets. 
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Register (Dental),) XXXV, 1881. 
What Are High Prices? 389-390. Selected. 


Register(Dental), XXXVI, 1882. 
To the Dental Profession—Formation of Dental 
Trust. -350. 


Register (Dental), XXXVIII, 1884. 
Rules of Business. 136-138. Selected. 
Dr. Atkinson's Large Bill. 415-416. Selected. 


ster (Dental), XXXIX, 1885. 
How aD ee Your Usefulness. Robinson, J. A. 


D891 Dental Notation. 


See D89, Dental Economics. 


Advertiser (Dental), XII, 1881. 
Medico-Dental Jurisprudence. (re Records.) War- 
ner, J. H. 117-120. Selected. 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
About Appointment Books. 428. Ed. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
a From a Medico- Legal Aspect. 233-235. 
Personal Identity Established by the Teeth: The 

—— a Scientific Expert. Grady, Richard. 


American Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 
The Application of Dental Science in the Detection 
of Crime. Reid. 303. Selected. 


Archives of Dentistry, I, 1884. 
System as Applied to Instruments and Books. Elli- 
ott, W. St. Geo. 127-128. Selected. 


British Dental Assn. Jnl, IV, 1883. 

On a System of Dental Notation, Being a Code of 
Symbols for the Use of Dentists in Recording 
Surgery-Work. Cunningham, George. 


British Dental Assen. Jnl., V, 1884. 
Identification by Records. 186. Ed. 


British Jnl., Dental Science, XIX, 1876. 
A New Model Register. Stocken, James. 271-273. 
1 diagram. 


British Jnl. Dental Science, XXII, 1879. 
— of the Prince Imperial. 505-506. Se- 
lected. 


British Jnl. Dental Science, XX VII, 1884. 
Time-Saving Method of Recording Appointments, 
etc. Parmele. 163. 
The Teeth From a Medico-Legal Aspect. Ed 
Detection of Crime by Dental Work. 1012. ‘Selected. 


British Jnl. Dental Science, XXVIII. 1885. 
a i Identification by Dental Work. 561- 


. 


Caulk’s Dental Annual, 
Identification of the Prince , ry (Records.) 
13. Selected. 


Cosmos (Dental), XVIII. 1876. 
Notes and Note Books. 166-167. 


Cosmos (Dental). XX VII, 1885. 
Hillischer’s Dental Notation. 253-255. Ed. 
Notation of Fillings. ete., in Teeth of Jaw_Found 
on Custer Battlefield. Caryell, Thomas F. 448. 


Dental & Oral Science Magazine, I, 1878. 
Importance of Tabulating Cases. Barrett, W. C. 
265. 1 diagram. 


Headlight (Dental), Ii. 1881. 
Medico-Dental Jurisprudence. (Identification by 
Records.) Warner, J. H. July. 2. Selected. 


on gen. Paine, J. H. 342-344. Disc. 
Dental Economics. Berry, A. 345-346. Dise. 357. 


Southern Dental Jnl., I, 1882-83. 
Success in the Profession’ of pentiotey. (Fees.) 
Sage, F. W. 459-465. Selected 


Southern Dental Jnl., II, 1883-84. 
What Dentists Have a Right to Expect From Their 
Patients (re Economics.) 194-1 


Southern Dental Jnl., IV, 
A Good Piece. (Business Methods.) 305-306. Ed. 


Records. Bookkeeping. 


Headlight (Dental), 
The Value of Clinical Notes.” #0930. Ed. 


ndependent Practitioner (Dental). 1884. 
System as Applied to Instruments and Books. Elli- 
ott, W. St. George. 65-71. 2 illus. 4 tables. 


Items of Interest (Dental), III, 1881. 
Juris sesney ree Charts of ce Fillings. 
arner, J. 
Cleanliness. (Offices.) 45. Selected. 


tems of Interest (Dental), V, 1883. 
The’ Display of Dental Instruments. 265. 


Items of Interest (Dental), VII, 1885. 
Take Notes of Special Cases as They Occur. 38. Ed. 
anes Record. (Plastic Fillings.) Adams, G. W. 


Johnstons’ Dental Miscellany, VII, 1880. 
A Method of Reccewiag en 5 Operations. Elliott. 
W. S. 371-374. 1 illus. 1 table. 


Johnst * Dental Miscellany, VIII, 1881. 
Medico-Dental meee. (re Records.) War- 
ner, J. H. 168-1 





ssouri Dental Jni., X, 1878. 
Dental Chart. Black, G. V. 159-163. 2 tables. 


Missouri Dental Jni., XV, 1883. 
Identification of the Prince Imperial. Dec. 414. 
Selected. 


Monthly Review of Den. Surgery, IV, 1876. 
A Dental Register. Stocken, James. 442-443 
Recording Cases. Coleman. 446. 


New England Jnl. Dentistry, III, 1884. 
Coneqrains Records. Parmele, George L. 1-13. 
1 us. 


News, (Dental, Knightstown, Ind.), I, 1878-79. 
Fancy vs. Fact. Feb. 1. Selected. 


(Dental, Knightstown, Ind.), III, 1880-81. 
Identification of the Prince Imperial. (Records.) 
53. Selected. 


Odontolog. Soc. Trans., VIII, 2nd Ser., 1876. 
Keeping Records. Coleman. 110-112. Dise. 112. 


Odentolog. Soc. Trans., XVIII, 2nd Ser., 1885. 
Plan of Recording Cases by Means of Cards. Cun- 
ningham, George. 34. Disc. 34-35. 


Ohio State Dental Trans., 1880. 
Medico Dental _~ a. BK Identification of 
ee by Dentist’s Record.) Warner, J. H. 


Ohio State Jnl. Den. Sci., Il, 1882. 
or Beco and Nomenciatures. Wardlaw, W. 


Ohio State Jnl. Den. Scl., IV, 1884. 
Identification” of bontiates. 289-290. Ed. 


For index and key to classification numbers, see pink sheets. 
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Record (Dental), I, 1881. The Application of Dental Getenee in the Detention 
Plan for Work Room Book. Memoranda of Me- of Crime. Reid. 430. Abstract. 
chanical Work. Wallis, C. J. 148-149. 1 chart. 
Record (Dental), V, 1885. 
rd (Dental), IV, 1884. The Value of Clinical Notes. 186-187. Abstract. 


Reco 
me as Applied to Instruments and Books. Elli- 


George. 138-139. Abstract. 
Identification by Dentistry. 320-321, 383-384. Se- Review (Dental, Charlotte, Mich.), I, 1884. 


The Faultless Record. 9-11. 6 illus. Selected. 


D892 Dental Offices and Equipment. 


See D89, Dental Economics. 

Archives of Dentistry, I, 1884. Johnstons’ Dental Miscellany, III, 1876. 
Suageees. (Office Appearances.) Neeper, H: R. — Architecture. Moffatt, George T. 81-83. 
On Light. Rollins, William Herbert. 82-83. Se- Dental, , ar Dean, Horace. 361-365. 

ec le 


Johnstons’ Dental Miscellany, IV, 1877. 
Archives of Dentistry, I Dental Architecture. Wright, C. M. 23-25. 1 illus. 


Sanitary wm of the Tnieetric Light. Camp- 
bell, F Selected. w England Jnl. Dentistry, I, 1882. 
Dental "verutehine. 44. 


British Jnl. Dental Science, XX, 1877. 
“Dental” Architecture. Fletcher, Thomas. 190-191. New England Jnl. Denti , III, 1884. 
1 diagram. Cleanliness. Rosa Hyman. 106-107. 
Dental Office & Lab., III, 2nd Ser., 1879-80. News, (Dental, Knightstown, Ind.), II, 1879-80. 
Dentists’ Materials. Oct. 1-2. Selected. Plain Words for Dental Manufacturers. 40-41. Se- 
Independent Practitioner (Dental), V, 1 lected. 42. Ed. 
— as ge to Instruments and Eng * Blli- Denneptunste det, Ben. Sihe 
t. George. G5-Tl. 2 illus. 4 tables. Johnson Lund’s Purchaser's "Guide: ori 9-120. Ed. 


Items of Interest (Dental), III, 1881. 
Cleanliness. (Offices.) 45. Selected. Practitioner (Dental), II, 1884. 
Odors in the Dental Offices.” Head, W. C. 15. 
Items of Interest (Dental), V, 1883. 
The Display of Dental Instruments. 265. Register (Dental), XXXI, 1877. 
Crystals as Ornaments for the Office. 475-476. Ed. A New Head Rest. 221-223. 1 illus. Ed. 


Items of Interest (Dental), VI, 1884. outhern Dental Jnl., Il, 1883-84. 
If Ladies Could Talk. (re O ces.) 196. Ed. what” Ladies Expect From ‘Dentists. (re Offices.) 
Office Hygiene. Rohland, C. B. 330-333. Selected. 255-257. Corres. 


530 Physics. 


Cosmos (Dental), XXIII, 1881. ssouri Dental Jnl., XI, 1879. 
Electricity and Electric Currents. Miller, W. D. Molecular Dynamics. Curtiss, L.R. 13-20. Se- 


613-614. 1 illus. lected. 
Elementary Semone in Blectricity. Delafield, A. 
ri Dental Jni., VIII, 1876. Floyd. 144-148, 203-207. Selected. 


Voltale etlectricity. Hase, C. 112-119. Abstract. 
Selected. New York State Den. Soc. Trans., 1879. 
Heat. Odell, F. M. 31-39. 


For index and key to classification numbers, see pink sheets. 
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540 Chemistry. 


Advertiser (Dental), XIII, 1882. 
Flameless Combustion. Fletcher, Thomas, 154-158. 
Abstract. 


American Dental Assn. Trans. 
Volunteer Essay on Solution. Taft, "3 111-114. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
oes Method of Testing the Purity of Chloroform. 
1. Selected. 
The Liquefaction of Gases. 523. Selected. 
The Purity of Chloral. 575. Selected. 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
The Liquefaction of Gases Hitherto Thought to Be 
Incoercible. 63-70. Selected. 
ee aoe and Tests of Chloroform. 237. Se- 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
Yorundum. 116-123. Selected. 


British Jnl. Dental Science, XXIII, 1880. 
Nickel Plating Without a Battery. Cheney, W. J. 
57-58. 216. Corres. Comment, 410. 


British Jni. Dental Science. XXIV, 1881. 
Note on the Preservation of Cement Liquids. Coffin, 
Walter H. 1134. 


Cosmos (Dental), XX, 1878 
meee x | on Molecular Constitution of Protoplasm. 
1 


Cosmos (Dental), XXII, 1880. 

Experiment to Test the Absorbent Powers of Differ- 
ent Kinds of Japanese Bibulous Paper. Kings- 
ley, N. W. 73. 


Dental Office & Lab., I, 2nd Ser., 1877-78. 
Testing of Salicylic Acid for Purity. Kolbe, H. Oct. 
4. Selected. 


Items of Interest (Dental), V, 1883. 
Sulphur, Iodine and Phosphorus. Patrick, John J. 


R. 123-124. 
Items in Chemistry. Roscoe, H. BE. 527-528. (Cont. 
in Vol. VI.) 


Items of Interest (Dental), VI, 
Items of Chemistry. (Cont. from vor Vv.) Roscoe, 
E. 45-47. 93-95, 148-150, 203-204. 


Items of Interest (Dental), VII, 1885. 
Nitrogen. Nichols, James R. 510-511. 





Johnstons’ Dental Miscellany, III, 1876. 
An Easy Method of pe oy Water. 115-117. 
Chemical Experiments ith the Magic Lantern. 


151-153. 
Volumetric Estimation of Alcohol. Monell, T. T. 
224-225. 


Johnstons’ Dental Miscellany, IV, 1877. 
Advance in Chemistry. Mallet, J. W. 98-105. 
Chemical Philosophy. Elliott; W. S. 281-287. 


Luminary (Dental), I, 1879-80. 
Chemistry and Therapeutics. Holmes, J. P. 14. 


Missouri Dental Jnl., VIII, 1876. 
Solutions. Taft, J. 311. Dise. 311-312. 


Missouri Dental Jnl., IX, 1877. 
Something New About Oxygen. 463-464. Selected. 
New: Process for Electro-Plating. 473-474. Selected. 
a Magnitudes. Curtiss, L. R. 587-593. Se- 
lected. 


Missouri Dental Jnl., XI, 1879. 
Molecular Chemistry. 330-340. Selected. 


Ohio State Jnl. Den. Sci., III, 1883. 
The Nascent State of Chemical Reagents. 137-139. 
Criticism, 194-195. Ed. 


Ohio State Jnl. Den. Sci., IV, 1884. 
Introductory Lecture, Ohio College of Dental Sur- 
gery. (Chemistry.) Cassidy, J. S. 545-555. 


Register (Dental), XXX, 1876. 
The Detection of Arsenic. Gautier, M. Armand. 47- 


Register (Dental), XXXI, 1877. 
Chemical Nomenclature. Cassidy, J. S. 462-468. 


Register (Dental), XXXII, 1878. 
Something New About Oxygen. 79-80. Selected. 
Discussion on Chemistry. 298. 


ister (Dental), XXXIII, 1879. 
Historical Sketch of the Discovery of oo  Comaee 
tion of Water. Betty, E. G. 506-514 


Register (Dental), XXXIV, 1880. 
On the Absolute Invisibility of Atoms and Mole- 
cules. Dolbear. A. E. 550-551. Selected. 


560 Paleontology. 


Record (Dental), I, 188 
The mM Progress of ‘Palaeontology. Huxley. 


572 Ethnology. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Anatomical and Physiological Differences Between 
the White and Negro Races. Burt, W.J. 287-296. 


Independent Practitioner (Dental), II, 1881. 
Preadamite Races of Men. Byrd, Harvey L. 1-9. 
Comment, 171-173. 


Anthropology. 


Anatomical and Physiological Differences Between 
the Caucasian and African Races. Byrd, Harvey 
L. 348-352. Selected. 


For index and key to classification numbers, see pink sheets. 
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575 Evolution. Heredity. Environment. 


Advertiser (Dental), XIV, 1883. 
The Man of the Future. 112-114. Selected. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Is the Race Degenerating? (Doctrine of Hereditary 
Transmission.) Murray, John. 74-79. Selected. 


British Jnl. Dental Science, XXIV, 1881. 
Dentistry and Darwinism. 975-977. Bd. 


Independent Practitioner (Dental), II, 1881. 

Are All the Races of Men Descended From a Single 
Pair ? Byrd, Harvey L. 274-279. Selected. 
Some Observations U = Hereditary Tendencies and 

Transmissions. riswold, Roger Marvin. 515- 


Items of Interest (Dental), VI, 1884. 
Wonderfully Made. Draper, John W. 80-81. 
eee wa ye of Man’s Origin. Nichols, James 


Items of Interest (Dental), VII, 1885. 
Scientific Record of the Origin of Man. Nichols, 
James R. 43-44. 


Johnstons’ Dental Miscellany, IV, 1877. 
Gray’s Darwiniana. 32-35. Selected. 


Missouri Dental Jnl., IX, 1877. 
Evolution by Expansion —— Evolution by Natur- 
al Selection. Huddart, J. 88-96. 


Missouri Dental Jni., X, 1878. 
Evolution. Draper, John W. 1-22. 


Missouri Dental Jnil., XI, 1879. 
Charles Darwin and Evolution. 249-251. 


Odontographic Jnl., IV, 1 
The Law of Heredity. 150- is “Selected. 


Pennsylvania Jnl. Den. Sci., III, 1876. 
Is the Race Degenerating ? Murray, John. 121-125. 


Record (Dental), II, 1882. 
Our Origin as a Species. 509-510. Selected. 


Record (Dental), III, 1883. 
Habitatioa or Environment. A Chapter in the Theory 
of Evolution. Balkwill, F.H. 210-219, 256-262. 


Southern Dental Jnl., III, 1884-85. 
Virchow on Darwinism and Evolution. Virchow. 364- 
Selected. 


576 Origin and Beginnings of Life. 


Advertiser (Dental), XIII, 1882. 
Dr. Atkinson’s Long Theorisings on Molecular 
Change. 59-60. Selected. 


American Dental Convention Trans., 1877. 
Embryology. Atkinson, W.H. 26-35. Disc. 35-40. 


American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 
Histology and Microscopy. ‘Atkinson, w. H. 486-489. 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
Why Ba is XL Period to Life. Sozinskey, T. 8. 58- 
65. ecte 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Origin, Definition and Division of Tissues. Heitz- 
mann, C. 64-70. Selected. 
What the + aoe Can Do. Cohn, Ferdinand. 422-423. 


Selecte 
Cells ena “het Relation to Organisms. Piersol, 
Geo. A. 462-471. Selected. 


British Dental Assen. Jnl., I, 1880. 
The Nature of the Changes in Living Matter. Bes Beale, 
Lionel 8S. 178-180, 235-240, 516 


British Jnl. Dental Science, XXV, 1882 
Dr. eiaoere Theorisings on Molecular Change. 


British Jnl. Dental Science, XXVIII, 1885. 
A Condensed History of Histological Observations. 
Abbott, Frank. 122-127, 208-212. 


Calif. 8. Den. Assn. Trans., 1882-83-84-85. 
roe? of Histology and Biology. Wythe, J. H. 


Cosmos (Dental), XXIV, 
The nee of Physical Lite. Williams, J. L. 1- 


Items of Interest (Dental), I, 1879. 
Life. 6. 


Items of Interest (Dental), III, 1881. 
On Generation. Atkinson, W.H. 11. 
What is Life? Ingersoll, L.C. 34-42, ogy 58. 


Items of Interest (Dental), V, 

The Phenomena and Forces Which C Constitute Life. 
Sanborn, J.F. 155-157. 

Organization. Atkinson, W.H. 357-361. Selected. 


Items of Interest (Dental), VI, 1884. 
Life. Atkinson. 11. 
The Genesis of Man. Nichols, James R. 318-319. 
442-446. Selected. 


Spontaneous Generation. 
Jairus (Dental), 

Cells and Cellular "sation, —_ on W.C. 205-216. 
Correction, 268. 
Johnstons’ Dental Miscellany, >» 1880. 

Bio- Px or the Beginning of Lite, ” Bliiott, w. S 


Ioahneat ’'TP 





J yeetinns, VIII, 1881. 
Histology. a, W.#H. 442-445. 


Missouri Dental Jnl., IX, 1877 
The Cell Doctrine in the Light of Recent Investiga- 
tion. Heitzmann, C. -456. lec 
The Import of Protoplasm. Foster, Michael. 477-487. 
Spontaneous Generation. 594-599. Selected. 


Missouri Dental Jnl., X, 1878. 

Genesis. Christopher, Hiram. 22-30, 137-145, 198- 
206, 248-257, 318-327, 379-388, 483-490. Selected. 
a oe Generation. Tyndall, John. 121-137, 
181- A 


Missouri Dental Jnl., XI, 1879. 

Bioplasm. 31-32. Selected. 

The Fourth State of Matter. 197-200. Selected. 

or ue -— Life. Allman, G.J. 551- 562, 603 - 
604. 3 


Missouri Dental Jnl., XIV, 1882. 

A Chemical Difference "Between Living and Dead 
Protoplasm. 335-336. Selected. 

The Genesis of Sex. LeConte, Joseph. 353-368. Se- 


lected. 
The Chemical Cause of Life. 478. Selected. 
Our Origin as a Species. 522-523. Selected. 


Missouri Dental Jnl., XV, 1883. 
Discussion on Nature and Art. Aug. . 215-217. 


Monthly Review of Den. Surgery, VII, 1878 
The a of Life. Gaddes, Thomas. 421-438. 
3 illus. 


Monthly Review of Den. 8 . VIKI, 1879. 
An Unnamed Factor in Organic Construction. Balk- 
will, F. H. 383-388, 443-452. 


For index and key to classification numbers, see pink sheets. 
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National Dental Assn. Trans., 1879. 
Histology and Microscopy. Atkinson, W.H. 45-47. 


New England Jnl. Dentistry I 

The Cell-Doctrine and the Bloplasson-Doctrine. Els- 
berg, Louis. 9-16, 26. Abstract. 

Physiology and Histology. (re Protoplasm.) 31- 


32, 86, 150. 
— ——"' Mayr, Charles. 37-41. Reply, 90-04. 
orres 
ein Bean Physical Life. 49-50. Ed. 
finition and Division of Tissues. Heits- 
mann, C. 101-105. 
The Bioplasson Doctrine and Its Critics. In which 
are the Fallacies? Davenport, 8. E. 385-390. 
=o = Il, 9-10. Answer, Vol. II, 32-40. 


New England Jnl. Dentistry, Ili, 1884. 

A Condensed History of Histological Observations. 
=, Doctrine.) Abbott, Frank. 356. Se- 
ected. 


New York State Den. Soc. Trans., 1884. 
A Condensed ax 4 of Mistologieal Observations. 
Abbott, F. 99-100. Disc. 100-108. 


Odontographic Jnl., II, 1881-82. 
Biology—its Limitation. Hickok, H. T. 1-i4, 


577 Properties 


Advertiser (Dental), XV, 1884. 
Progress of Histology and Biology. (Living Matter.) 
Wythe, J. H. 8-14. Selected. 


merican Dental Assn. Trans., 1882. 
The “Origin and Physiology of Nervous Force. Bar- 
rett, W. C. 94-107. Disc. 107. 


American Dental Convention Trans., 1877. 
Dynamic or Vital Forces. 21-24. Dise. 25. 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
The Cell and Protoplasm. 96. Selected. 


‘osmos (Dental), XIX, 1877. 
Vis Vase Ingersoll, L. C. 196-205. Disc. 205-207. 


Cosmos (Dental), XXI, 1879. 
Is Vitality a Force? Ingersoll, 7. Dwight. 125-131. 


osmos (Dental), XAIV, 1882. 
Lite. and Vitality. Williams, J. L. 617-621. 


‘eosmos (Dental), XXV, 1883. 
Re De William’s Articles on Life and Vitality. 168. 


Items of Interest (Dental), V, 1883. 

Some Things Curious About Matter. 236-238. Ed. 
Criticism, 287. 

Some Things Curious in Matter. 327-330. Ed. 


Items of Interest eam), VI, 1884. 
Vitality. Ingersoll, L. C. 


Odontographic Jnl., III, 1882-83. 
The b> wey So-Called Protoplasm. Heitzmann, 
-9. us. 
The Physiology of Protoplasmic Motion. Engel- 
mann, Th. W. 97-120. illus. 130. Ed. Trans. 
(Cont. in Vol. IV.) 


1883-84. 
The O Physiology of 5 Rs Motion. (Cont. 
from Vol. III.) Engelmann, Th. W. 1-17. Trans. 


Odontographic J 1884-85. 
A Condensed _ a, oy ‘Histological Observations. 
Abbott, Frank. 146-152. =. 
one = Vegetable Histelsey. treeter, Mrs. Wm. 


Dental Society Transactions. (Histology.) Beale, 
ionel S. 185-188. Disc. 188-191. 


Pennsylvania State Den. Soc. Trans., 1879-80. 
Cell Life. Beck, C. 8. 107-110. 


Practitioner (Dental), I, 1 
A Dissertation on “The Cell *Doctrine.” 
Henry Herbert. 37-42. 


Record (Dental), II, 1882. 
The Bioplasson Theory. Heitzmann, C. 307-313. Ab- 
stract. 


Register (Dental), a 
Embryology. Atkinson, W 


Edwards, 


MH "367-375. Selected. 


of Living Matter. 


Items of Interest (Dental), VII, 1885. 
What is Life? Black, G. V. 172-173. Selected. 
The Bebavior of Matter. Nichols, J. R. 582-583. 


New England Jnl. Dentistry, I, 1882. 

Vital Force. pave, Charles. 1-4. 

Vital Forcee—How Produced and How Degenerated. 
Viney, Wm. H. 71-72. 


New England Jnl. Dentistry, 1883. 

Dr. 7. L. Williams on Life and Vitality. 118-120. 
Ed. 
New York Odontological Soc. Trans., Il, 

Vis Vitae. Ingersoll, L. C. 115-124. Disc. 128135, 


Ohio State Dental Soc. Trans., 1877. 
Conservation of Vital Force. Williams, I. 87-92. 


Ohio State Jnl. Den. Sci., I, 1881. 
Matter-Spirit. Cassidy, J. S. 128-134. 


Ohio State Jnl. Den. Sci., IV, 1884. 
The Physiological Battle. 329-333. Ed. 


Ohio State Jnl. Den. Sci., 
Chemistry in Life and in Death. Watt, Geo. 359- 
366. 


Register (Dental), XXXI, 1877. 
Art. 2 Vitalism and Vital Medication. Bond, R. C. 
250 -264. 


For index and key to classification numbers, see pink sheets. 

















578 Microscopy. 


American Jnl. Den. Sci., 8rd Ser., 1877-78. 
The Microscope—Its ow ~~t—B. a, 271-275. 


Selected. 
The Limits of the Options Gpeeaiy of the Microscope. 
Curtis, Lester. 322-327. lected. 


American Jnl. Den. Sci., XV., 3rd Ser., 1881-82. 
Microscopy. Winder. 269-274. 


British Dental Assn. Jnl., IV, 1883. 
Recent Progress in Microscopy. 265-268. Ed. 


British Jni. Dental Science, 1883. 
From Cartilage to Bone, as Seen by by tl the Microscope. 
Lobdell, John H. 239-240. Selected. 


California 8S. Dental Assn. Trans., 1 
The Use of the Microscope. Asay, J. . 152-155. 
Dise. 155-156. 


Cosmos (Dental), XVIII, 1876. 
Microscopical Exhibition. 486-487. 


Cosmos (Dental), XIX, 1877. 
American Microscop: cal Society of the City of New 
York. 145. Re Lenses. 167. 





Cosmos (Dental), XX, 1878. 
American Microscopical Boclety. 393. 


Independent Practitioner (Dental), III, 1882. 
An Eye Protector for Use With the Monocular 
Microscope. Hall, L. Brewer. 454-455. Selected. 


Missouri Dental Jni., VIII, 1876. 
Queen’s “Holmes’s” Class Microscope. 70-71. 1 illus. 
Salicylic Acid in Microscopy. Edwards, A. d. 
397-398. Selected. 


Missouri Dental Jnl., IX, 1877. 

The Limits of the Optical Capacity of the Microscope. 
Curtis, Lester. 487-492. Selected. 

Queen’s Students’ Microscope. 268-269. 1 illus. 


Missouri Dental Jnl., X, 1878. 
wees With the Microscope. Agassiz, Louis. 598- 


Missouri Dental Jnl., XI, 1879. 

The Aid Which Medical Diagnosis Received From 
Recent Discoveries in a net Nae Heitzmann, 
C. 135-144. Abstract. Selected 

Examination of Powders—A New Employment for 
the Microscope. 349. lected. 


Missouri Dental Jnil., XV, 1883. 

Simple Method of Embedding Small Bodies. (Mi- 
a amma Manipulation.) April. 31-32. Se- 
ected. 


National Dental Assn. Trans., 1879. 

Report of Committee on Histology and Microscopy, 
Southern Dental Association. (Microscopy of 
Plants.) Cutier, S. P. 90-96. 


New England Jnl. Dentistry, I, 1882. 

The Microscope. Ross, A. M. 41-43. 

A Brief Description of the Microscope Stand. Ross, 
A. M. 329-332. 


News, (Dental, Knightstown, Ind.) II, 1879-80, 
A Method of Dry Mounting. Smith, James. 28. 


Odontographic Jnl., I, 1880-81. 
Somethings Microscopical. 93-94. 


Odontographic Jnl., II, 1881-82 
The Demonstration of Tissue- Elements. (Micros- 
copy.) 52-53. Selected 


Odontographic Jnal., III, 1882-83. 
Report of The American Society of Microscopists. 
76-81. 


Odontographic Jnl., IV, 

Simple Method of Embedding Small Bodies. (Mi- 
croscop Py.) Selected. 

Section Cut ng—A Point. 35. Abstract. 

A New Binocular. 36. 

Chloride of Geld. Black. 65. Selected. 

A Micro-Mathematical Mix. 66. Selected 

Oblique-Light Reflector. 67-68. 1 illus. 

To Stain Nerve-Fibres. 68. Selected. 


Odontographic Jul., V, 1884-85. 
Kye-Pieces and Ubjectives. Bausch, Ed. 13-18. 
How to Make an Eye-Piece Micrometer. 32. Se- 


lected. 

A Neat Plan for Storing Microscopic Slides. 44. 3 
illus. Selected. 

Carbolic Acid an Alcohol—A_ Preservative and 
Mounting Medium. 45. Select 

Photo-Micro Camera. Atwood, H. 'F. 97-99. 1 
illus. 

In Optics. Bausch, Ed. 100-101. 

Wall's Focusing Device. 207. 


Odontographic Jnl., VI, 1885. 
Bulloch's <> — Microtome. Bulloch, W. H. 
= us 
Celloidine and Gum Acacia as Imbedding Material. 
Freeborn, G. C. 180-181. Selected. 


Ohio State Den. Soc. Trans., 1883. 
Microscopy. Jacobs, F. O. 46-47. 


Ohio State Jnl. Den. Sci., III, 1883. 
A = of Our Opinion. (Microscopy.) 191- 


Register (Dental), — 1877. 
A New Microscope. 400-40 Ed. 


Register (Dental), XXXII, 1878. 
Microscopic Preparations. 247-249. Selected. 


Register (Dental), XXXV, 1881. 

Microscopy and Pathology. Angear, J. J. M. 435- 
436. Selected. 

Practical Hints on Mounting. Reynolds, R. N. 


512-F13. 
Claims of the Microscope. 519. Selected. 


Register (Dental), XXXVI, 1882. 

Some Hints on the Preparation and | of 
Microscopic Objects. Walmsley, W. H. 68-77, 
123-132, 289-297. Selected. 


Register (Dental), a S658. 
The Microscope. 252-253. 


Register (Dental), XXXIX, 1885. 

A Beautiful Slide. 94. Selected. 

The Gastroscope. (Modification of the Microscope.) 
197. Selected. 


For index and key to classification numbers, see pink sheets. 
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610 Medicine. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Female Students. 46, 89-90, 335, 428, 429. Selected. 
Reform in Medical Colleges. 135-137. Selected. 
Medical Diploma for Women. 192. Selected. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
ee te - —~ 4 Education of Medical Students. 


ect 
Medical Progress. 282. Ed. 
American Jnl. pen, Ot mC * 3rd sa 1878-79. 
Female Physicians. Selec 


American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 
Advances in Medical Education. 235-236. Ed. 
Advances and Retrogression in Medical sechios. 

—Bellevue Hospital Medical College. 572-574. b 


British Jnl. Dental Science, XXIV, 1881. 
On } S| ae Status of Medicine. Owen. 791, 
-817. 


Cincinnati Med. & Den. Jni., I, 1885. 
—— — for the Dentist. Alexander, W. 
. 9-11, 


osmos (Dental), XIX, 1877. 
The i of Medicine. 157-159. 


Cosmos (Dental), XX, 1878. 
Medical Education. 54-565. 


Dental Office & Lab., Ill, 2nd Ser., 1879-80. 
French Doctors. July. 4. 


Independent Practitioner (Dental), Il, 1881. 
Medical Preceptors and College Professors. Mun- 
roe, William R. -27. 
ee of the Medical Profession. Monroe, W. 
238-239. 


Medical Education. 249. 
Medical Education. 261-242. 
Bengonetaaies of Medical Colleges. Monroe, W. R. 


Medical Schools. Monroe, W. R. 525-529. 
About Methods of Medical Teaching. 670-674. Ed. 


Independent Practitioner (Dental), V, 1884. 
Proper Medical Education. Leffman, Henry. 348. 
Abstract. 


Independent Practitioner (Dental), VI, 1885. 
The Origin of Medical Science. 211. Ed. 


Items of Interest (Dental), V, 1883. 
A Medical Education for the Dentist. 204. Ed. 


Johnstons’ Dental Miscellany, III, 1876. 
Extract From the Report of President Eliot of 
Harvard College, for 1875. 87-91. 
A Magnificent Laboratory. 149-151. 


Johnstons’ Dental Miscellany, IV, 1877. 
Bogus Medical Diplomas. 29-31. 


Luminary (Dental), Il, 1880-81. 
The Medico-Literary Journal. 36. Ed. 


Missouri Dental Jnl., VIII, 1876. 
Medical Education. 244-245. Selected. 


Missouri Dental Jni., IX, 1877. 
A Point in Medical Ethics. 457. Selected. 


Missouri Dental Jnl., XIII, 1881. 
Medical Preceptors and College Professors. Mon- 
roe, William R. 135-136. Selected. 


News, (Dental, Knightstown, Ind.), II, 1879-80. 

The Medical Profession in Rome. 62. Selected. 

ee pay and What Comes of It. 136. Se- 
lected. 


Odontographic Jnl., Il, 
The American Medical student 1 11- is. Selected. 


Ohio State Jnl. Den. Scl., V, 1885. 
Greek and Latin in Medicine. Binkerd, A. D. 280- 
282. Selected. 


Practitioner (Dental), I, 1880. (See Vol. II, In- 


dependent Practitioner.) 

Abuse of Medical Charities, and Unprofessional Con- 
duct of Clinical Examiners. Carrol, Alfred L. 
142-144. Corres. lected. 

Some of Our Medical Universities and Colleges. 208- 
209. 


Reform in Medical Education. 352-353. 384-386. Ed. 
= ee of Baltimore. Cordell, Eugene 


Record (Dental), I, 1481. 
On the Scientific Status of Medicine. Owen. 74-75. 


Register (Dental), XXX, 1876. 
Michigan University Medical College. 272-274. 


Register (Dental), XXXIV, 1880. 

The History of the Philadelphia Fraudulent Medical 
Colleges. 476-480. Selected. 

How Our School Makes Doctors. (Humor.) 506-508. 


Register (Dental), XXXV, 1881. 
Some ee Quacks. Eggleston, Edward. 55-58. 


Selec 

Report = the Committee on American Medical Col- 
leges. 430-431. 

Medical Students. 499-503. Abstract. 

Our Medical Literature. 7. oe John 8. 503-511. 
(Cont. in Vol. XXXVI.) 

The Hippocratic Oath. 521. Selected. 


Register (Dental), XXXVI, 1882. 
Our Medical Literature. (Cont. from Vol. XXXV.) 
Billings, John 8. 13-30. 


Register (Dental), XXXVIII, 1884. 
Proper Medical Education. 468-471. Ed. 
Medical Education. q 


Southern Dental Jnl., ITI, 1884-85. 
Dentistry” in Medical Colleges. Wardlaw, W. C. 


For index and key to classification numbers, see pink sheets. 
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611 Anatomy. Histology. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
es ad Atkinson, W. H. 309-314. Disc. 314- 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 

Histology of the Nerves; A Contribution of the 
Latest Researches. Beane, Frank Dudley. 254- 
260, 308-321. Selected. 


British Jnl. Dental Science, XXIV, 1881. 
The Suueees or Taste Bulbs. White. 275. Disc. 


British Jnl. Dental Science, XXVI, 1883. 
Morphology of the Skull. Hooper, G. 1-10. 


Cosmos (Dental), XIX, 1877. 
Composition of the Skull; Architectural Plan of 
the Skull; Study of Sections. 549-553, 606-611. 


‘osmos (Dental), XX, 1878. 
Rpithellum. Atkinson, W. H. 273-281. Disc. 281- 


Cosmos (Dental), XXII, 1880. 
Muscles of the Lips. 216-217. 


Items of Interest (Dental), V, 1883. 

Name Five of the Principal Tissues of the Body. 
Elliott, W. S. 472-473. 

Some Items - Interest in Anatomy. The Bones. 
520-522. 


Johnstons’ Dental Misceliany, V, 1878. 
Innervation of the Salivary Glands. Niles, E. 8S. 
453-461. 3 illus. 


Missouri Dental Jnl., XI, 1879. 
Histology. (Structure of the Blood-Corpuscles of 
the Oyster.) Hurlbutt, A. H. 22-29. Selected. 
The Magnitude of the Nerve Cells. 29-31. Selected. 
The Beginning of Nerves in the Animal Kingdom. 
Romanes, George J. 78-97. Selected. 
Histology and Microscopy. Atkinson, W. H. 592- 
596. Remarks, 596-597. 


Missouri Dental Jnl., XIII, 1881. 
The Fundamental Part of Anatomy—The Bones. 
Cilley, J. L. 272-280. Selected. 


Monthly Review of Den. Surgery, VI, 1877. 
Introduction to the Course of Lectures on the 
Elements of Histology. Gaddes, Thomas. 9-17. 


New England Jnl. poset, I, 1882. 
Anatomy. Davenport, A. F. 398-399. 


New Jersey State Den. Soc. Trans., 1877. 
Anatomy. Hubbard, Charles. 82-90. 


News, (Dental, Knightstown, Iad.), II, 1879-80. 
Big Mouths. 121. Selected. 
Composition of the Human Body. 121. Selected. 


Odontolog. Soc. Trans., XIII, 2nd Ser., 1880-81. 
Histology of the Gustatory Organs of the Tongue. 
White, Charters. 92-101. 5 illus. Dise. 101-104. 


Ohio State Jnl. Den. Sci., V, 1885. 
Anatomy. Knight, Wm. 505-517. 


Practitioner (Dental), II, 1884. 
An Anomalous Facial Muscle. Bower, C. Levis. 
133. Selected. 


Practitioner (Dental), III, 1885. 
The Pennsylvania Anatomical Act. 18-19. Selected. 


Register (Dental), XXXII, 1878. 
Histology and Microscopy. Atkinson, W. H. 89- 
1 table. Selected. 


Register (Dental), X XXIII, 1879. 
Brain Work and Skull Growth. Lacassague and 
Cliquet. 351. Selected. 


ister (Dental), XXXIV, 1880, 
Discussion on Anatomy. 359-360. 


Register (Dental), XXXV, 1881. 

Anatomical Charts. 260-261. Ed. 

The Fundamental Part of Anatomy—The Bones. 
Cilley, 287 -295. 

The Mouth. 307-308. Trans, 


Register (Dental), XX XIX, 
The Human Face. Cliff, D. Y. 88-90. Selected. 


612 Physiology. 


American Jnl. Den. Sci.. XII, 3rd Ser., 1878-79. 
Physiology. McQuillen, J. H. 207-208. 


American Jnl. Den. Sci., XIX, 3rd Ser., 1885. 
eater in Life and in Death. Watt, George. 
171-180. Selected. 


Items of Interest (Dental), IV, 1882. 
Human Physiology. Faught, L. Ashiey. 103-104, 
118-119, 136-137. 


Items of Interest (Dental), V, 1883. 
Human Physiclogy. Faught, L. Ashley. 1-4. 
Some Things of Interest in Physiology. 428-430, 
474-475. Ed. 


Luminary (Dental), I, 1879-80. 
Physiology. Parsons, E. 15. Corres. 


Michigan State Den. Assn. Tran 1880. 
Keport ¢ Committee on Physiology. Finley, M. 
F. 14-17. Dise. 18-41. 


Missouri Dental Jnil., XIV, 1882 
Functional Habitude. Ingersoll, L. C. 240-256. 


New York Odontological Soc. Trans., 1885. 
Function: Its Evolution, and Influence on Organi- 
zation. Peirce, C. N. 139-149. Disc. 149-155. 


Odontographic Jni., Ii, 1881-82. 
Book Physiology Abroad. 50-51. Selected. 


Register (Dental), XXXII, 1878. 
Physiology. M’Quillen, J. H. 475-476. Abstract. 


Register (Dental), XXXIII, 1879. 
a Carpenter, Julia W. 122-127. Clinic. 
ted 
How We Judge Distance. Stowell, C. H. 246-248. 
1 illus. Selected. 


Register (Dental), XXXVI, 1882. 
Functional Habitude. Ingersoll, L. C. 315-322. 
The aa of Energy. Wooton, Edwin. 


Southern Dental Jnl., IV, 1885. 
Normal Standarc of Physiology. Allen, Nathan. 
427-428. Selected. 


For index and key to classification numbers, see pink sheets. 
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612.1 Blood and Circulation. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
The Piethysmograph. 48. Selected. 
The Local Action of the So-Called Astringents on 
the Blood-Vessels. 421-422. Selected. 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
Relation to Life of Aerostatic Pressure. 46. Se- 
lected. 


Archives of Dentistry, I, 1884 
Can Human Blood Be Told From That of the Dog? 
372-373. Selected. 


British Dental Assn. Jnl., 

The Croonian Lectures on thee 3m of the Cir- 
culation Upon the Nervous System. Moxon, 
Walter. 158-160. Selected. 


Dental & Oral Science Magazine, I, 1878. 
[he Development of the Red Blood-Corpuscles. 
255-256. Selected. 


Headlight (Dental), VI, 1885. 
The Electrical Theory of the Circulation of the 
Blood. Cooper, Geo. C. 39-43. 


dent Practitioner (Dental), IV, 1883. 


Indepe 
Nunn, R. J. 5O- 


nm 
Behavior of the White Corpuscle. 
60. Selected. 


Items of Interest (Dental), V, 
What Circulates the Blood. 336-337, sGelected. 





Blood Pressure. 


Jairus (Dental), 1879. 
The Cause of the Color of the Venous Blood. Sept. 
16-17. Selected. 


Missouri Dental Jni., IX, 
The Circulation of the Blood 5 "the Walls of the 
4 Vesicles of the Lungs. Black, G. V. 585- 


ssouri Dental Jnl., X, 1878. 
ae of Leucocytes in Man. 


Missouri Dental Jni., XI, 1879. 
The Ry S Gravity on the Circulation of the 


ood. 
The "Differentiation of the Bee. Sospearies - the 
ood. Bakewell, R. H. Cor: Se- 


ected. 
Rea’ Blood Corpuscles. 715-716. Selected. 


Monthly Review of Den. Surgery, VII, 1878. 
Blood. Gaddes, Thomas. 474-478. 1 illus. 


Odontographic Jnl., III, 1882-83. 
Discussion on The Reticular Structure of the Blood 
Corpuscle. 120-128. Selected. 


Odontographic Jnl., VI, 1885. 
Formation of Red and White Blood- -Corpuscles. 
175-176. Selected. 


Register (Dental), XXX, 1876. 
Micro-Photographs. (The Blood.) 


89-90. Selected. 


232. Ed. 


Register (Dental), XXXI, 1877. 
Items of agg soem, VI, 1884, Diameter of the Red Blood-Corpuscles. Perier, M. 
The Blood. 88-91. L. 484-485. Selected. 
612.2 Respiration. 
Items of Interest (Dental), V, 1883. Missouri Dental Jnl., XII, 1880. 
Respiration. Larzelere, J. R. -379. Rapid Breath: in Relief of Pain. Bonwill. 527- 
Wonderful Features of the Lungs Action. Larzelere, 528. Selected. 
J. R 1-434. 
Ohio State Jnl. Den. Sci., IV, 1884. 
Missouri Dental Jni., XI, 1879. Respiration. Watt, Geo. 497-505. 
The Essential Physiology of Respiration. Larzelere, 
J. R. 465-471. Selected. Record (Dental), V, 
Respiration. Watt, ecens 39. Abstract. 
612.3 Digestion. Absorption. Nutrition. 


Mastication. Fletcherism. Influence of Mastication on the teeth. Relation of digestion, etc., to 


dentition. 
See also D61, Dental Caries. 


Advertiser (Dental), XVI, 1885. 

A Factor in Tooth-Preservation. (Movement of the 
Jaw in Mastication; Function.) Peirce, C. N, 
105-114. Selected. 


American Jnl. Den. Scl., X, 3rd Ser., 1876-77. 
Solution. Taft, J. 205. Abstract. 
The Function of the Uvula. 479. Selected. 
Exercise for the Teeth. Holbrook, M. L. 520-521. 


Selected. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Anomalies in Digestion. Blake, James. 83-85. Se- 
1 


lected. 
Indigestible Substances. 91-92. Ed. 


American Jnl. Den. Sci., XII, 8rd Ser., 1878-79, 
sit vf of the Lymphatic System. 329-330. Ab- 
strac’ 


American Jnl. Den. Sci., XVII, 3rd Ser., 1888-84. 
Alimentation Among Savage and Civilized Peoples. 
Caseneuve, Paul. 289-311. Selected. 


American Jnl. Den. Sci., XIX, 8rd Ser., 1885. 
A Factor in Tooth-Preservation. (Function of Mas- 
tication.) Peirce, C. N. 305-317. Selected. 


Brief (Dental), I, 1881-82. 
Eat Slowly and Chew Well. April. 23. Selected. 


For index and key te classification numbers, see pink sheets. 














British Dental Assn. Jnl., VI, 1885. 
Nutrition in Early Life as Affecting the Teeth. 
Marshall, Lewis W. 279-288. Disc. 270-273. 


British Jnl. Dental Science, XXVII, 1884. 
Alimentation Among Savage and Civilized Peoples. 


Cuseneuve, Paul. 114. Selected. 

alif. S. Den. Assn. Trans., -83-84-85. 
Protoplasmic, Digestory and ‘utritional Changes. 

Atkinson, W. H. 320-324. 

Cosmos (Dental), XXI, 1879. 


The Role of the Salivary Secretion in the Physiology 
of Digestion. 280-285. 


Cosmos (Dental), XXVII, 1885. 
Molecular Structure and Force With Reference to 
Nutrition. Williams, J. L. 129-145. 


tal Office & Lab., I, 2nd Ser., =. 


Den 
Acidity of the Gastric Juice in Man. July. Se- 
lected. 


Herald of Dentistry, I, 1881-82. 
Eat Slowly and Chew Well. Jan. 11. Selected. 


Illinois State Dental Soc. Trans., 1877. 
Mastication. Ingersoll, L. C. 55-64. Dise. 64-66. 


Items of Interest (Dental), IV, 1882 
Hurried Dinners and Defective Teeth. 75. Selected. 


Items of Interest (Dental), V, 1883 
Human Physiology. (Digestion, Alimentation.) 
Fanght, L. Ashley. 43-46, 78-82, 131-135. Criti- 
cism, 142-143, 180-184. Reply to Criticism, 190- 
pe alee 274-276, 293-296, 341-343, 389-392, 
Ung ——~y (Mastication.) Watkins, L. C. G. 


Describe the Process of Digestion. Elliott, W. 8. 
506-508. 


Items of Interest (Dental), VI, 1884. 


Digestion. Wilde, John. 
Give the Teeth Work to Do. Watt, Geo. 277. 
Assimilation. Metcalf, W. H. 314-317. 


Items of Interest (Dental), VII, 1885. 
Using the Teeth. (Mastication.) Jarvis, 0. A. 281- 


. Selected. 
Assimilation. Kempton, W. D. 329-330. Selected. 
Jairus (Dental), III, 1882. 


Alimentation. Sanborn, J. F. 
(Cont. in Vol. IV.) 


260-261, 269-273. 


Jairus (Dental), IV, 1883. 
ae (Cont. from Vol. III.) Sanborn, J. 
Johnstons’ Dental Miscellany, VI, 1879. 


Mastication. Ottofy, Louis. 247-251. 


Luminary (Dental), VII, 1885. 
Chew Your Oatmeal. 31. Selected. 


612.8 DIGESTION. ABSORPTION. 


For index and key to classification numbers, see pink sheets. 
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Missouri Dental Jnl., XI, 1879. 
The Absorption and Excretion of Water. 
lected. 
The Absorption of Sugar. 169. Selected. 
The Absorption of Albumen. 170. Selected. 


Missouri Dental Jnl., XIII, 1881. 
Hurried Dinners and Defective Teeth. 
tion.) 571-572. 


Missouri Dental Jnl., 
Albumenoids. 229-230. 


34-35. Se- 


(re Mastica- 


XIV, 1882. 
Abstract. 


New York Odontological Soc. Trans., III, 1877. 
The Oral Cavity. Foster, EB. W. 111- 118. 


Odontographic Jnl., V, 
The Assimilation of Food in Rela Relation to Activity. 
Howard, Chas. T. 164-167. 


Ohio State Jnl. Den. Sci., IV, 1 
The Nutritive Functions. Douds, 
Correction, Vol. V, 28. 


Ohio State Jnl. Den. Sel., V, 1885. 


884. 
A. T. 555-556. 


a ‘wr Kempton, W. D. 218-222. Dise. 224- 
Practitioner (Dental), II, 1884. 

Life, Motion, and Assimilation. Metcalf, William 
H. 565-58. 
Record (Dental), V, 1885. 


The Nutritive Functions. Douds, A. T. 148-144. 
Abstract. 
Register (Dental), XXX, 1876. 

Physiology. (Digestion.) Sanborn, J. F. 325-333. 


Register (Dental), XXXI, 1877. 
Nutrition. Browne, A. L. 105-111. 


Regieter (Dental), XXXV, 1881. 
Influence of Light on Nutrition. 27-28 
Digestive Ferment in the Fig. Bouchut, M. 477-478. 


Register (Dental), XXXVI, 1882. 
Alimentation. Sanborn, J. F. 392-406. 


° the Fun a> Saeve, 1883. 

n e Functions o e Nerves of Taste. - 
ood, A. 261-268. ~ : GRO 

Alimentanten Among Savage and Civilized Peoples. 
Caseneuve, Paul. 357-377. 


Register (Dental), XXXVIII, 
The Nutritive Functions. Douds, or T. 585-598. 


Southern Dental Jnl., I, 1882-83. 
The Assimilation of Fat. 208-209. Selected. 


Southern Dental Jnl., II, 1 
The "Gime of — on , 
350- Selected 


‘exas Dental Jnl., III, 1885. 
Assimilation. Kempton, W. D. 


Vassilieff. 


43-44. Selected. 








612.31 The Saliva. Physiological Chemistry of the Saliva. 


Oral Secretions. 
See also D61, Dental Caries. 


merican Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Acid" —— of the Piuide” of the Mouth. 621. 
ected. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
Reaction of Oral Fluids. Asay, J. L. 493-498. Se- 
lected. 
The Physiology of Saliva 527. Selected. 
Ill, 1882. 


British Dental Assen. Jnl., 
White, 


The Salivary Glands of Insects. Charters. 
636-637. 


British Jnl. Dental Science, XXVI, 1883 
The Poison of Human Saliva. Vogeler, Adolph G. 
-239. Selected. 
Saliva. Baldwin, Harry. 652-658, 702-710, 739-742. 
The Alkaloid of the Saliva. Gautier. 810. 


Calif. 8. Den. Assn. Trans., 1882-83-84-85. 


Oral Secretions. Knowles, Wm. A. 339-342 
Connecticut Valley Den. Soc. Trans., 1878. 
Innervation of the Salivary Glands. Niles, EB. 8. 

Cosmos (Dental), XVIII, 1876. 
The Action of Saliva. 165. 
Cosmos (Dental), XIX, 1877. 


The Secretions of the Mouth. Winder. 26-27. Disc. 


Cosmos (Dental), XX, 1878. 
Alkaline Saliva From the Parotid Glands. Hamilton, 
H. F. 


Cosmos (Dental), XXI, 1879. 
The Physiology of the Salivary Secretion. 
On a Peculiar Reaction of Saliva. 48-49. 


Cosmos (Dental), XXIV, 1882. 
The Innervation of the Salivary Glands. 53. 
Salivary Globules. 4. 
The Poison of Human Saliva. 273-274. 
On the Presence of Bile in the Saliva. 334-335. 
Virulence of Normal Human Saliva. 543-545. 


Cosmos (Dental), XXV, 1883. 

Alkaloids in Human Saliva. 274. 

Modification of Salivary Secretion by Excitation of 
the Sigmoid Gyrus. 274-275. 


44-47. 


Dental & Oral Science Magazine, I, 1878. 
Analysis of Normal Saliva. Miller, B. F. 250-251. 
Selected. 


Headlight (Dental), V, 1884. 
The Saliva—Its Physiological Importance. Morri- 


son, Ambrose. 96-100. 


Herald of Dentistry, I, 1881-82. 
The Innervation of the Salivary Glands. Jan. 5. 
Illinois State Dental Soc. Trans., 1850. 


Saliva—Its Characteristics in Health and Disease. 
Harlan, A. W. 104-110. Dise. 110-113. 


Iilinols State Dental Soc. Trans., 188 
Characteristics of Saliva in Sy philitics. 
W. 162-167. Disc. 167-170. 


1. 
Harlan, A. 


Independent Practitioner (Dental), III, 1882. 
The -— domes of the Salivary Glands. 23-24. Se- 
lected. 


Independent Practitioner (Dental), IV, 1883. 
Properties of Saliva. 394. Selected. 


Items of Interest (Dental), II, 1880. 
The Saliva. 5-6. 


Saliva in relation to dental caries. Sulfocyanates in saliva. Plaques on the teeth. 


Items of Interest (Dental), VI, 1884. 
Reaction of Oral Fluids. Asay, J. ‘L. 228-229. Ab- 
stract. 


Michigan State Den. Asan. Trans., 1877. 
Analysis of Saliva. Hawxhurst. 36-37. 


Michigan State Den. Assn. Trans., 1878. 
ont * eames Shattuck, G. 8S. 31-34. Dise. 34- 


Missourt Dental Jni., IX, 1877. 
Saliva. 29-34. Selected. 


Missouri Dental Jnl., X, 1878 


The oe of the Salivary Secretion. 693-697. 


uri Dental Jnl., XII, 1880. 
Characteristics in’ Health and Disease. 


Misso 
Saliva—its 
416-422. Disc. 422-425 


Harlan, A. W. 


Missouri Dental Jnl., 
The Pvison of Human Saliva. 
Abstract. 


XIII, 1881. 
Gautier, M. 574-575. 


Missouri Dental Jnl., XIV, 1882 
The Innervation of the Salivary Glands. 139. Se- 
lected. 
Monthly Review of Den. Surg VII, 1878. 
The Physiology of the Salivary‘: Secretion’ 142-144. 


Analysis of Normal Saliva. Miller, B. F. 310-313. 
Selected. 


The Amount ee © ates Secreted During Mastication. 
316. Selec 


National Dental Assn. Trans., 
wageeres. (Glands of the Mouth.) 


1879. 
Parsons. 21- 


New England Jnl. Dentistry, II, 1883. 
Discussion on Fluids of the Mouth. 222-225. 


News, (Dental, Knightstown, Ind.), II, 1879-80. 
Chemical Processes That Occur in the Mouth. Taft. 
3. Selected. 


News, (Dental, = -~e Ind.), V, 1882-83. 
The Saliva. Aug. 5. Selecte 


Odontolog. Soc. Trans., XV, 2nd Ser., 1882-83. 
The Salivary Glands of Insects. White, T. Char- 
ters. 63-78. 8 illus. 


Ohio State Jnl. Den. Sci., 
Saliva—Qualitative Analysis. 


Record (Dental), II, 1882. 
The Oral Secretiona. Elliott, W. T. 8-16. 1 table. 


(Dental), III, 1883. 
ewe Power of Saliva. 
Abstract. 


Register (Dental), XXXII, 1878. 
Analysis of Normal Saliva. Miller, B. F. 229-232. 


Register (Dental), XXXIII, 1879. 
Discussion on Chemical Processes That Occur in 
the Mouth. 171-176. 


Register (Dental), XXXIV, 1880. 
The Physiology of the Salivary —a and Their 
349. 


IV, 1884. 
Lilly, BE. J. 9-18. 


Bechamp, M.A. 228. 


retions. Prothro, 8S. M. 
Saliva—Its Characteristics in Health and Disease. 
Harlan, A. W. 526-532. lected. 


Register (Dental), XXXV, 1881. 
Inoculation of Saliva. Vulpian, M. 

lected. 

Register (Dental), XXXVI, 1882. 
= aerate of the Salivary Glands. 

lect 


476-477. Se- 


#8. Se- 


For index and key to classification numbers, see pink sheets. 
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612.4 Secretion. Excretion. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
—— — Local Acidity. Peters, John C. 68-80. 
Selected. 


British Dental Assen. Jnl., I, 1880. 
Changes in Certain Glands During Secretion. 
Langley. 551-553. Selected. 


Cosmos (Dental), XXV, 1883. 
The Function of Secretion. 270-271. 


Dental & Oral Science Magazine, I 
Oral Secretions. Shattuck, G. S. 248- bao. Mselected. 


Odontographic Jni., VI, 1885. 
The Thyroid Gland—Its Uses. 177-178. Selected. 


Practitioner (Dental), III, 
The Function of the Thyroid Gland. 213-214. Se- 


lected. 


rd (Dental), Il, 1 
Abstract. 


Reco 882. 
™ of Secretion. Gamgee, Arthur. 448- 


Register (Dental), XXXI, 1877. 
Properties of the Human Gastric Juice. Ricket, 
M. Charles. 481-482. Selected. 


Register (Dental), XXXII, 1878. 
Oral Secretions. Shattuck, G. S. 225-229. 


Register (Dental), XXXVII, 1883. 
me, a of Secretion. Gamgee. 86-87. Se- 
ected. 


Southern Dental Jnl., 1, 1882-83. 
How Glands Secrete. Gamgee, Arthur. 429. Ab- 
stract. 


612.5 Animal heat. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Relation of Alcohol to Animal Heat and Muscular 
Power. 190-191. Selected. 


Items of Interest (Dental), VII, 1885. 
Animal Heat. Sanborn, J. F. 465-471. 


Missouri Dental Jnl., X, 
Animal Heat. Odell, F. *"M. 437-438, Abstract. 


Missouri Dental Jnl., XI, 1879. 
The Origin of —— Heat and Brain Force. 
Sanborn, J. F. 121-132. 


612.6 Reproduction. Development. 


British Jnl. Dental Science, XXVI, 1883. 
On Longevity. Weiss, Felix. 178-180. 


Independent Practitioner (Dental), II, 1881. 
Longevity. 717-718. Selected. 


Items of Interest (Dental), III, 1881. 
The Time of Growth as an Index to the Duration 
of Life. 37. 


Items of Interest (Dental), V, 1883. 
Is It a Defeat? (Decline.) 100. Ed. 


Items of Interest (Dental), VII, 1885. 
Man and His Growth. Nichols, James R. 366. 
How Do We Grow? Nichols, J. R. 394. 
Production the Object of Life. Metcalf, M. H. 545- 
546. 


Johnst ’ Dental Miscellany, VI, 1879. 

Some Measurements of Skulls and Heads, Showing 
That Development, Growth and Education In- 
crease the Volume of the Anterior Parts of the 





Cerebrum—Indicated by the Mastofrontal Angle. 
Wright, J. S. 174-188, 3 illus., 4 tables; 214-223, 
7 illus; 265-273, 3 tables. 


Missouri Dental Jnil., VIII, 1876. 
Biometry. (Longevity.) Morris, Moreau. 338-350. 


Missouri Dental Jnl., IX, 1877. 
Study and Longevity. 215. Selected. 


Missouri Dental Jnl., XV, 1883. 
Human Life. March. 138-139. Selected. 


Practitioner (Dental), II, 1884. 
Growth of Boys and Girls. 20. Selected. 


Register (Dental), XXXV, 1881. 
Difference in the Estimate of Longevity. 68-69. Se- 


lected. 
_— of the Friends. 73. 
Suggestions Concerning Long Life. 346. Selected. 


Southern Dental Jnl., IV, 1885. 
The Race of Life. 345. Selected. 


For index and key to classification numbers, see pink sheets. 
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612.7. Motor and Vocal Apparatus. 


Advertiser (Renta). XIV, 1883. 
From Cartila ‘o Bone, as Seen by the Microscope. 
Lobdell, «4, “a. 60-61. Selected. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
The Skin and Bodily Temperature. 191. Selected. 


Archives of Dentistry, I, 1884. 

On the Development of Bone From Fibrous Con- 
— Tissue. Heitzman Carl. 230-231. Se- 
ected. 


British Jnl. Dental Science, XX, 1877. 
Voice and Speech. Fisher. 183-190. 


Cosmos (Dental), XXI, 1879. 
Noises by the Movements of the Condyloid Processes. 
Codman, J.T. 407. 


Cosmos (Dental), XXV, 1883. 
Promotion of Osseous Development. 438-439. 
——— of Speech. Kingsley, N. W. 573-575. Disc. 


Dental & Oral Sctenes Magazine, I, 1878. 
Mechanism of Speec Kingsley, Norman W. 40-64, 
= aes: 97 - 109, 10 illus. Disc. 4-66. Comment, 


New-Formation of Epithelium. Rollins, William Her- 
rt. 148-150. 


Items of Interest (Dental), ITI, 1881. 
The Cellular Membrane. 6. 


Items of Interest Genet), VI, 1884. 
The Muscles. 35-36. 
How Does Bone aor os. 





Skin. 


Miscellany, VI, 1879. 
eo With Their Teeth. 481-482. Selected. 


Missouri Dental Jnl., XIII, 1881. 
Cartilage to Bone, as Seen by the Microscope. Lob- 
. John H. 427-428. Selec 
Function of the Soft Palate and Pharynx. 568-569. 
Selected. 





Monthly Review of Den. Surgery, V, 1876-77. 
On an Anomaly of Speech, Hitherto Not Noticed. 
Cohen, 129- Trans. 


Monthly Review of Den.-Surgery, VII, 1878. 
Epithelial Tissue. Gaddes, Thomas. 511-514. 1 illus. 


Monthly Review of Den. Surgery, VIII, 1879. 
Connective Tissue. Gaddes, Thomas. q 


Cartilage. Gaddes, Thomas. 51-55. 2 illus. 
a a, *Gaddes, Thomas. 98-101, 1 illus; 146-153, 2 
us. 


w York Odontological Soc. Trans., III, 1877. 
Epithelvum. Atkinson, W.H. 194-202. Disc. 202- 


ontographic Jnl., II, 1881-82. 
yeu Cartilage to Bone as Seen by the Microscope. 
Lobdell. 90-91. Selected. 


Odontographic Jnl., V, 1884-85. 
Bone-Tissue. Heitzman, Carl. 1-6. 


Register (Dental), XXX, 1876. 
The Skin and Bodily Temperature. Winternits. 225. 
Selected. 


Register (Dental), XXXIV, 1880. 
The Voice. Ward. 545-546. Selected. 


612.8 Nervous System. 


Advertiser (Dental), IX, 1878. 
Regeneration of the Cerebrum. 
14-155. Abstract. 


Advertiser (Dental), XIII, 1882. 
About the Brain. Ramney, A. L. 


McQuillen, J. H. 


10. Selected. 


American Den 

Report on Ph -- = "7 ees or ak All the Facul- 
ties in a Pigeon From Which Four-Fifths of the 
Upper Portion of the oer oe Had Been Re- 


moved.) McQuillen, J. H 

American Jnl. Den. Sci 1876-77. 
Treatment of Stammering.. » tt 2s Selected. 
Physiology of the Nerve Centers. 379. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
The Action of the Nervous System. Caldwell, John 
J. 289-298. Selected. 


American Jnl. XII, 3rd Ser., 1878-79. 
The Uses of Pain. Selected. 


Dest Wr 
American J Den. Sci., XIII Ser., 1879-80. 
The Functions of thes Nerves of Taste, Underwood, 
Art 209-304, 353-354. 354-359. 


American Jnl. Den. Sci., 1882-83. 
Nervous reo Its Origin ty aa: Barrett, 

W.C. 337-354. 

American Jnl. Den. Sei., XIX, 3rd Ser., 1885. 
Reflex Pain. Black. 20. Selected. 


Archives of Dentistry, I, 1884. 
Copaee & of Taste. Engelmann, Thos. W. 20-21. Ab- 


Archives of Dentistry, 1885. 

Bomething About Nervous Matter and Principles of 
Nervous Action. omen, Garrett. 16-318. 
Dise. 318-320. Abst 


British Jnl. Dental Science, XXII, 1879. 
The Ps ee | of the Nerves of Taste. Underwood, 
hur. 365-367. Disc. 367-369. 


British Jnl. Dental Science, XXIII, 1880. 
A Mosier of Taste. (Nervous Reflex Action.) 942- 
British Jnl. Dental Science, XX VII, 
Who poms Pain to the Greatest he ‘Knowles, 
w. 293-296. 


(Dental), XIX, 


osmos 1877. 
On the Phenomena of Pain. Foster, E. W. 244-248, 
293-298, 343-347. 


Cosmes (Dental), XXIII, 1881. 
Nerve Regeneration. Chenery, E. 616. 


The “Srieh igi . a Phi ioiogy of Ni f Ne F B. 
rig 2 an siology of Nervous Force. Bar- 
rett, W. 581 O78. “Disc. 581. 


Cosmos (Dental), XXVII, 1885. 
Nervous Matter and Princi of Nervous Action. 
Newkirk, Garrett. 583- 3 illus. 


1882. 
The atest of f the Be mses. Lovett, Robert W. 


(Dental), V 


1885. 
Paine as ‘to's Mental Stimulant, 102-103. Ed. 


Illinois State Dental Soc. Trans., 1880. 
Nervous Reflex Action. Newkirk, Garrett. 25-32. 
Dise. 32-40. 
linols State Dental Soc. Trans., 1884. 
Reflex Pain. Moody, Kate C. 49-54. Disc. 54-59. 


Illinois State Dental Soc. Trans., 1885. 
Nervous Matter and Principles <. ‘Nervous Action. 
Newkirk, Garrett. 52-60. 3 il) Disc. 60-64. 


For index and key to classification numbers, see pink shects. 











612.8 NERVOUS SYSTEM i 


Independent Practitio: (Dental), 
The rig | and Physiology ry of Nervous Ry _ 
rett, W. C. 520. Abstract. 


tems of Interest (Dental), Ili, 1881. 
where ts is Taste Located 


f Interest (Dental), V, 
On the he Functions of the Nerves of ta Taste. Under- 
wood A. 306-307. 
Items of Interest (Dental), V 
Sensation “and Pain, and ros ‘oaorts to Control 
Them. Lane, Levi C. 
The Eye. Elliot, W. 8. 347.380. Selected. 


Items of Interest (Dental), VII, 1885. 
The Five Senses. 92. 


The Brain. Nichols, James R. 185- 186, 270-271. 
Johnstons’ Dental Vv, 1878. 
The Physiology of Vision noerlintt, W. S. 321-327. 


Johnstons’ Dental Miscellany ’ 
The Functions of the Nerves of "reste. 
Arthur. 315-320. Disc. 320-324. 


Luminary (Dental), VII, 1885. 
Nervous Energy. Parsons, EB. 29-30. 


1879. 
Underwood, 


Missouri Dental Jnl., X. 1878. 

Restoration of the Cerebral Functions in a Pi 
After Four-Fifths of the Cerebrum Had 
Amputated. McQuillen, J. H. 428-429. Abstract. 


souri Dental Jnl., XI, 1879. 
The > of Nerves in the Animal Kingdom. 


~~ ae at th p+ thetic: o*Bira , W 

e Embryogeny o e Sympathetic. rdsa L 

R. 251-260. 

Functions of the Nerves of Taste. Underwood, 
Arthur. 587-592. 


Missouri Dental Jnl., XII oy 


— pan lB 137-138. — 


tal Jni., 1881. 
Histeleay the fy 108 ans of is Tongue. 
White, Charters. 210- ise. 1-212. 


Monthly Review of Dental 8 he 
On the Functions of, the Nerves. Sf 5 Xam pe Under- 


wood, Arthur. 259-260. Disc. 261-264 
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tent of the the “Mental Faculties, ea. Selected 
The Res a =~ of Ge Senses. Lovett, Robert W. 


(Den' Ratehtetows, Ind.), II, 1879-80. 
a, Physical Seupibilite. 89. 


Trans. 2nd Ser 
On the the Functions of the we, of Taste. “-— 
wood. 65-176. Disc. 177-181. 


io State Ii, 1882. 
The “Origin an ane "Physiology of Nervous Force. Bar- 
rett, W. 


(Dental), III, 1883. 
Underwood, ‘Arthur. 


Record 

Pain. 
Register (Dental), XXXI, 

The Involuntary Action of the’ . System. Cald- 
well, John J. 365-373, 401. Ed. 


426-427. Abstract. 


Register (Dental), XXXIV 
A Short Paper on Nervous Reflex 4 Action. Newkirk, 
Garrett. 532-540. Disc. 540-541. Selected. 
Register (Dental), XXXV, 1 
The Determination ‘of Normat Vision. 
Francis M. 59- t 
Origin of the Nervous System. Balfour. 


Register (Dental), XXXVIII, 1884. 
Memory. Ta PSclects d. 
Nerve as a Barometer. 350-351. Selected. 


Perkins, 
478. 


mere ¢ (Dental), XX XIX, 1 
Merve. ae Newkirk, G. 600-802. Disc. 602-604. 
stract. 


nm Dental Jnl., I, 1882-83. 
The .-- of Nervous Force. Barrett. 336-337. 


Dental Jnl. 
A Thirteenth Cranial Eee — 
Abstract. 


Sapolini. 163-164, 


rn Dental Jni., IV 
The — a Composite Semnh.” "eas, A. L. 334- 
336. Selected. 


613 Personal Hygiene, Relaxation, Vacations. 


The Health of the dentist. 
ness. Care of the hands. Offensive Breath. 


Advertiser (Dental), XV, 1884. 
Cleanliness. Rosa, Hyman. 58-50. Selected. 


American Dental Assen. Trans., 1876. 
The Health of the Dentist, as Affected b 
ae of Prost ice. Brockway, Albe 


Report of the Committee on the Health of the Den- 
tist. Allen, J. 28-32. Disc. 33-44. 


pfodeen 
25- 


American Jnl. Den. Sci Srd Ser., 1876. 
Exhaustive oy of Dental 5 th 566-567. 


American J x, ost. Ser., 1876-77. 
Some Health Principles. Set 30. 
The Health of the Dentist as we by the Mod- 
ern Mode of Practice. Brockway, A. H. 195, 
-234. Dise. 195-196. 
Hygienic Laws. Klump, G. W. 241-249. 


American Sei. 3rd Ser., 1878-79. 
Mouse ‘Sine The Ly and bine of Disease. 45. 


Health of the Dentist. 233-235. Corres. 
The Care of the Byes. 464-465. Selected. 
Foul Breath. Codman, J. T. 529-542. Selected. 


American J Den. Sci., XIII, 3rd Ser., 1879-80. 
Foul Breath. 35-46. Selec 
The Duties of the Dentist. (re Health.) Ford, W. 
W. 188-186. Selected. 


Rest. Exercise. Posture. 


Care of the Eyes. Personal cleanli- 


Srd Ser., 1880-81. 
The ‘position of ine" Dentist. a. 279. Selected. 

Sel., Ser., 1882-83. 
(re Health) 128-129. Se- 


American Jnl. mn. 
The a of Fashion. 
494-499. Selected. 


Relaxation for Dentists. 
nl. Den. Sci., XVIII, 3rd Ser., 1884-85. 


American 
Cleanliness. ._(rersonal Hygi giene.) Rosa, Hyman. 
185-187. 
Jnl. Den. Sci., XIX, 3rd a | 
A 8u tion on the Proper Alternation of Rest With 
ort, as Essentiai to Health and Strength. 
b 4 Jacob L. 156-158. Disc. 158-161. Ab- 
rac 





American M Assn. Jnl., V 
=es on Cee of Rest vie 
jams, Jacob L. 344-345. - — 


A 8u 


Archi f Dentistry, I, 1884. 
The Therap utic Value of Rest and Sleep. Welch, 
, 3 Selected. 


as Affect- 
in General or Special Health. Willia 
ag 469-471. . Abstra tame, — 


The Maintenance of Health Amonger the Practitio 
nce ners 
of Doge Su . Disew Oakley 
Coles’ Paper. "ee =o 


For index and key to classification numbers, see pink sheets. 





Archives of Dentistry, Il, 1885. 
A 8u tion on the Proper Literation of Rest With 


ort, as Essential to Health -— a 
Williams, Jacob L -298. Disc. 298-300. 
stract. 


ish Dental Asen. Jnl., V, 
The Maintenance of Health need t the Practitioners 
of Dental Surgery, Se Coles, Oakley. 433-437. Ab- 
stract. Disc 


British Dental Assen. Jnl., V 
On the Etiology and Bathoiogy ua So-Called 
“Dentist's g”’. Johnson, nee 604-606. Se- 

ted. 

British Jnl. Dental Science, XX, 
Removal of Strong Odours From ue "Fiands and 

From Utensils. 754-755. Selected. 


British Jnl. Dental Science, XXII, 1879. 
Out-Door Exercise. 385-386. 


tish Jnl. Dental Science, XXVI, 1883. 
The Holiday. 758-759. Ed. 


British Jnl. Dental Science, XXVII, 
Disorganisation of the Knee After a Work. 
Freeman, A. W. 256-257. Selected. 
The Maintenance of Health Amongst the Practition- 
= of Dental Suepety- Coles, Oakley. 777-780, 
1-833. Disc. 


British Jnl. Dental Science, XXVIII, 1885. 
Mal-Odorous Breath. 600-602. Ed. 


The Morality of Personal Hygiene. 43. Ed. 
The Recess. 693- 
Dental Drawbacks. (Health.) Hare, Arthur F. 
Concerning “Dentists’ Leg”. 998-1000. Ed. 
Canada Jnl. Dental Science, IV, 1877-78-79. 
Rest. Darby, Edwin T. 61-64. Selected. 54-55. Ed. 
The Turkish Bath. 67-68. 
Cincinnati Med. & Den. Jnl., 
The Etiology and Pathology of the go. oeealled “Den- 
tists’ Leg.” Johnson, rge. 13-15. Selected. 
mos (Dental), XVIII, 1876. 
The, ‘Health of the Dentist. "Allen, John. 477. Disc. 
The Health of the Dentist. Brockway. 477-478. 
Dise. 478-483 
Cosmos (Dental), XIX, 1877. 
Health of the Dentist. Mills. 34-35. 


Cosmos (Dental), XXIII, 1881. 
Complimentary. (Plagarism of the American Health 
a ice bY Ward & Lock’s Long Life Series. 46- 


Cosmos (Dental), XXVII, 1885. 
Physical Culture. 185-189. 

Dental Eclectic, I, 1885. 
— Nov. 16-17. Ed. 

2nd Ser., 1877-78. 

Darby. main T. * Get’ 1. 

Dental Office & Lab., V, 2nd Ser., 1 
The at_ eo & Dentist's Hands. chupein, Theo- 

ore ° 


Res me 


Facts (Dental), I, 
Amount of Exercise y -——-Wy Parkes. July. 16. 


Selected. 
Headlight (went. II, 1881. 
Cleanliness. Jan. 4. Selected. 
The Successfal Doctor. Cleanliness the Feeggtene of 
Success. Wentworth, T. J. April. Selected. 


Headlight (Dental), V 
Health Aphorisms. 


Herald of Psat I, 1881-82. 

Finger Nails. b. 
Illinois State Dental Soc. 

Office Hygiene. Rohiand, C. 


Independent Practitioner 
Cue meet ae | and Exercise. 


ted. 
Dentists’ Headaches. 420. Selected. 
Domestic Hygiene. Donaldson, Frank. 500-508, 565- 


e ees 
ibe Disc. 56. 


a Felix 213- 


Hesilton, oerrank H. 33. Selected. 





613 PERSONAL HYGIENE 


Independent Practitioner (Dental), III, 1882 
me! ee of Physicians During Epidemics. 


Independent Practitioner (Dental), IV, 1883. 
Relaxation for Dentists. onto. 109. Ed. 
The Blessed Doctrine of Rest. 375-377. Ed. 


owa State Dental Soc. Trans., 1885. 
Health and Physical Endurance in the Practice of 
puatietey. Hardeman, J. 128-135. Disc. 135- 


Items of Interest (Dental), II, 1880. 
Artificial Light in Dental Operations. Bodecker, 1. 
Tobacco Amises Dentists. Taft, J. 6. 
Cleanliness 


of Siepess Gpentat, III, 1881. 

Health mot Dentist ‘ 

Is It Over-Work or Foul Air That Tires Us? 41. 
Items of ingevers {Bente IV, 1882. 

Borax Water. 68. lected. 

Keep Up. 120-121. na 

How Dentists May Be Healthy. 

Forget Your Business. 177-178. 


of Interest (Dental), V, 1883. 
Slee =. tome. Selec 
sae Feeeee of the Dentist at the Chair. Ottofy, 
rren Becoming Seedy, Good Lord Deliver Us. 57- 
A Foul Breath. Codman, 


What Are We Leavin as ‘Ghildeen? 
ture.) 189-190. d. 


= 2. Ed. 


(Health Cul- 


The Importance of Bathing. 193-195. 

Bathing. Richardson, J. 240-241. 

Recreation. 250-251. Ed. 

Thoughts For Our Younger Brethren. (Health.) 
att, Geo. 350. 

Health and Good Teeth vs. Civilization. Watt, Geo. 


Mary, Pumetiing Definite To Do for Leisure Hours. 


tems of Interest (Dental), VI, 1884. 
The ‘fahealthfulness of Our Calling. Shepard. 83. 
Sleep. 87-88. Ed 


The Therapeutic Value of Rest an 
Health Maxims. 207. 
Oxygen and Nervous Exhaustion. 


Sleep. "305. Selec 
The Poor Dentists’ , 409. Ed. Comment, 


Make the Best Use of the Present, and E 
a Ae n njoy It. 


Dental miygeee (Health.) 493-494. Selected. 
How To Chase, Henry C. 558-562. 


Items of Interest Pest » VII, 1885. 
Human Vision. 267. Selec , 
The Alternative of Rest With Effort. 
Jacob L. 311. or a ea -312. 
Hurry and ba ES ted. 
How Shall The >hysician "Gains His Hands? 374. 
Selected. 


Jairus (Dental), III, 1882 
Case of te Hands. Kempton, Wm. D. 6-7. Disc. 


(Health.) 252- 


Williams, 


Jairus (Dental), 
Fetor of the Breath. Sichel’ ‘G. W. 33-35. 


* D isce III, 1876. 
We ght, Cc. W. 


Iah +. 





The Health of the Dentist, 161-164. 
The Health of the Dentist as Influenced by the Mod- 
ern Mode of Practice. Brockway, A. 340-341. 


Abstract. 


Rest as a Thera 
Do Not Face the 
lected. 


*’ Dental 


—— IV, 1877. 
ution A A 382-384. 
ight W ~y ‘at Work. 476- 477. Se- 





ohnstons’ Dental Miscellan 
The Yo of the Turkish Bien ‘rem - 
liam James. 276-283. 2 tab les. _— ng. bane 


Johnstons’ Dental Miscellany, VIII, 1881. 
Hygiene and Its Melations to “the Development of 
Perfect Teeth. Holmes, W. R. 113. Abstract. 


ae the Den , = 
are o e ntist’s Hand - 
iB a, 8s. Chupein, T. J. 476 


For index and key to classification numbers, see pink sheets. 











618 PERSONAL HYGIENE 


ri Dental Jnl., IX, 1877. 
Optical — Nipher, F. E. 


ssouri Dental Jnl., XI, 1879. 
Foul Breath. Codman, J.T. 63-74. 
Impairment of Vision. 165-166. Selected. 
The Therapeutic Value of Rest in the Treatment of 
Disease. Longhurst, Arthur E. T. 523-525. Se- 


lected. 
Physiology of the Turkish Bath. 713-715. 


souri Dental Jni., 
—— - of a A Turkish ath 
James. 183-184 
How Dentists May ‘Be Healthy. 514-517. Selected. 


souri Dental Jni., 
What Tadiee Expect Fun ‘bentists, 
230-233. Selected. 


10-11. 


Selected. 


"Pitas. William 


(Cleanliness. ) 


chy Review of Den. Witent’ ¢. ’ $oe-77- 

The MGealt of the Dentist. Cc. W. 78-81. 

The Health of the Dentist as Infbgenesd by , Mod- 
ern Mode of Practice. Brockway, A. 230- 
231. Dise. 231-237. 


Monthly Review of Den. Surgery, VI, 1877. 
Rest. Darby, Edwin T. 360-363. Abstract. 


New England Jnl. Dentistry. III, 1884. 
The Maintenance of Health Amongst’ the Practition- 
ers of Dental Surgery. 472. 


ew York State Den. Soc. Trans., 1876. 
Violated lave. (Of Health.) Straw, L. 


8S. 78-82. 


News, (iental, Knightstown, Ind.), III, 1880-81. 


Recreation. 
Health of Dentists. 100. Corres. 


(Dental, Knightstown, - ), IV, 1881-82. 
Kempton, Wm. D. 110-111. Se- 


Spencer, M. H. 


News. 
Care of the Hands. 
lected. 


News, (Dental, Knightstown, ze), Vv, 1882-83. 
To a Plaster of Paris From the Hands. July. 
Health Hints. Oct. 4. 


(Dental, Knightstown, Ind.), VI, 
The “Position of the Dentist at the Chair. 
Louis. May. 1, 4. Selected. 


1883-84. 
Ottofy, 


ews, (Dental 
Suniight and Heait 


Odontolog. Soc. Trans., XVI, 2nd Ser., 1883-84. 

The Maintenance of Health Amongst the Practition- 
ers of Dental Surgery. Coles, Oakley. 286-296. 
Dise. 297-308. 


Buightntown. Ind.), VII, 1884-85. 
Selected. 


Ohio State Dental Soc. Trans. 
Dineasuee on Health and Vital ay 7 the Dentist. 


Ohio Siate Dental Soc Trans., 1879. 
Discussion on Fetor of the Breath: 
Treatment. 62-75. 


Ohio State Jnl. Den. Sei., II, 1882. 
— Royal Family. (Hy9.) * Watt, George. 209- 


Causes and 


State Jnl. Den. 
Nervous Exhaustion and Fatigue’ 


Ohie State Jnl. Den. Sci., V. 
Camp Life for the Nervous. 


. ected. 
Recreation. 400. Selected. 


1884. 
537-540. Ed. 


. 1885. 
Beard, Geo. M. 303- 


Penns 


lvania Jnl. Den. Sci., I 
Health. k, C. 8. 71-74. Dise. Mio iz. 
Practical Dentist, (Elgin, Ill.). I, 1883-84. 
wae paene Expect From Dentists. Sept. 3. Se- 
ec lo 


Practiti Dental), I, 1883. 
Hygienic Supsestions. 27-28. 
The Vacation. 110-111. 


Practitioner (Dental), III, 1885. 
Exercise and Rest. 87-90. Ed. 
rd (Dental) 


se. Miaintenance of Health ‘Amongst the Members 
f the Dental Profession. Coles, Oakley. 323- 


Record (Dental), 
On the Btiology 2 ’ Pathology of the So-Called 
Ree s Leg.” Johnson, George. -483. 
lecte 


Register (Dental), XXX, 1876. 
The } ay of the Eyes in Children. Agnew, C. R. 42- 
Abstract. 


Rests ster (Dental), XXXI 

The Physical Renent of Sun %. 8775 47-21 8. 

Experiments With the Turk sh Bath. 
William James. Selected. 

Rest. Darby, Edwin T. 520-524. Selected. 


Fleming, 


Register (Dental), XXXII, 1878. 
ee - of Vital Force. Williams, J. 33-39. 


wag, Is > “ee Not Taught in Medical Colleges? 
Removal of ~- f Strong Odors From the Hands. 80-81. 


XXXIII, 1879. 


ster (Dental), 
253-255. 


American Health Primers. Keen. 


ister (Dental), XXXIV, 1880. 
Diversion. 468-469. Ed. 


Register (Dental), XXXV. 
Electric Light Good for the 9 71. 
Effects of Electric Light on the Eye. 
To Destroy the Odor of Foul Breath. 350. 
Latah ao = the Dentist’s Hands. Chapin, T. F. 520. 
electe: 


Selected. 
200. 


Register (Dental), XXXVI, 1882. 
ae ~~ of Mental Tension. Mortimer, J. 980. 


lected. 
“I Will Go A-Fishing.” 415-416. Ed. 
Light—Vision. 518-520. Ed. 


ster (Dental), XXXVII, 1883. 
t of School Children. Pfluger. 344-345. Ab- 


Byesight 
Hamilton, Frank H. 560. Se- 


stract. 
ee. a. 


Register (Dental), XXXVIII, 1884. 
The Lack of Interest in Hygiene. 40. Selected. 
The Therapeutics of Early sing. 348-350. Select- 


ed. 
Tired Eyes. 614. Selected. 


Register (Dental). XXXIX. 1885. 


Hurry “ind Worry. 193-194. Selected. 
A Suggestion on the ntiak te ‘alternation of Rest 
th Effort. as .-/- to is Bape 5° ey 


Williams, Jacob L. 
stract. 
Dentist’s Leg. 581-582. Selected. 


Southern Dental Jnl., I, 1882-83. 
“] will Go A-Fishing.” 303-303. Selected. 


ern Dental Jnl., II, 1883-84. 
How D. Dentists May Be Healthy. 19-21. Selected. 
Dental Hygiene. (re General Hygiene.) Thompson. 


The Missing Link. (Personal Hygiene.) Dunlap, W. 
D. 466. Disc. 467-468. 


Southern Dental Jnl., ITI, 1884-85. 
The Maintenance of Health Amongst the Practition- 
ss = poe Surgery. Coles, Oakley. 367-373. 


Southern Dental +. FY 
The Alternative. of With’ Effort. Williams, 
Jacob L. 195-196. nDise 196-197. 
Resting. 451-452. Abstract 


For index and key to classification numbers, see pink sheets. 





294 





613.2 Food. Dietetics. 
Relation of Foods to the Teeth. Relation of Foods to Dental Caries. Candy. Sugars. 


See also D61, Dental Caries. 


Advertiser (Dental), XVI, 1 
Mortality of Infants. (re Food) 
98. Selected. 


Hanaford, J. H. 
American J , X, Srd Ser., 1876-77. 

The Food We Wat. Det. i ” Abstract. 

Food For Lean Women. 92. Selected. 

hoes ~~ | Diet in Relation to Longevity. 141. Se- 

Wheat and Flour. 280-281. Selected. 


Jnl. Den. Fae XII, ag 1878-79. 


American 
Food and the Human Bog. 95. Se 
Teeth and Flour. Cutter, Ephraim. 311 -316. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
Food. Cutter, Ephraim. 407-414, -440. 
Effects of Tea on the System. 576. Selected. 
American Jnl. Srd Ser., 1880-81. 
Feeding “3 perese ‘Children. Cutter, Ephriam. 504- 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
Food For Infants. 142. lected. 


American J Den. Sci., XVI, 3rd Ser., 1882-83. 
Farinaceous infant Foods. Fowler, Geo. B. 130- 
142-143. Se- 


131. Selec 
The Medicinal, , of Vegetables. 
lected. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
Therapeutic Agents For the Promotion of Osseous 
Development. Thorogood. 32-34. Disc. 35. 

Food Makes The Man. 1-332. Selected. 

or tritions iene” (Postal end ‘infantile Nu- 
tr » 

Practical Knowledge. (re Food.) 377-378. Selected. 

Relation of Food to the Teeth. Kirk. 456-460. Se- 


ected. 
Pre-Natal Influences as Affecting the Teeth. (re 


Correct Diet and the én stration of Lime 
open) Cushing, Geo. H. 559-565. Select- 


Srd Ser., 1884-85. 
Wright, C. M. 
Selected. 


merican Den. 
Phosphate of R ae the Teeth. 
How to Secure Good Dental Organs, Prevent Their 


y. Prevent Rickets, wat Diseases, Etc. 
‘ood.) Dennett E. 34. Selecte 
The Peeaeten of Osseous y= ment. (Food.) 
Watt, George. 257- lect 
Teeth and Brain. (re Changed Diet.) Bate, Spence. 
1-432. Selected. 


Climate, Food, and Associations in Forming Races. 
Truman, James. 559-562. Selected. 


Amer Seil., XIX, 3rd Ser., 
Mortalit ‘(re Foods.) Hanaford, = “HL 


o4- Selected 
Nourishing the the & peeves of the Teeth. Abbott, Frank. 
elect 
wood St. “Infants, Fred. Hooper. 323-326. 


can Jnl. Den. 
val  — — 7. 


Hayes, 


Archives of Dentistry, I 
Water as a Prophylactic and 5 _— Weber, S. 
G. 133-137. Selected. 


How to -Secure Good Dental Organs and Prevent 








.% Decay. (Correct Your Diet.) Dennett, H. 
The Dietetic Treatment of Dental Decay. Price. 327- 
328. Selected. 
The Promotion of O Devel t. (Foods.) 
Watt, George. 463-464. Selected. 


rchives of Dentistry, IT 

The yo of Bread. ‘williams, W. Mattieu. 30- 
32. Abstract. 

The Effect of Sugars and ye | Compounds on the 
Teeth. Hitchcock, E. 49-55. 

The pregeiies Value of Branny Foods. Pe a 
N. and Roussel, A. E 88-189. Selected. 

The sparthy Phosphates. Barrett, W.C. 

413. Abstract. 


British Dental Assn. Jnl., I 1883. 

On Therapeutic Agents for the’ Promotion of Os- 
seous Development. Thorowgood, J. C. 130- 
132. Abstract. Dise. 132-1 

Influence of Food on the Teeth. Bate, James Rog- 
ers. 517-518. Corres. 


itish Dental Assn. Jnl., VI, 1885. 
Diet ir <s Relation to Age. Bacchessn, Henry. 382. 


The Necessity for Teeth a any, see of Age. 
(re Diet.) Hutchinson, 8. 
British Jnl. Dental Science, XXIII, 1880. 
McDougall’s Patent Self-Raising Flour. 1011-1012. 
British Jnl. Dental Science, XXIV, 1881. 
The Influence of Civilization 01 on the Teeth. 
Caries.) Butcher, J. O. 1068-1078. 


sh Jnl. Dental Science, X 
of 2000 A. D. Fothergiti, Milner. 


(Food; 


The «Dietary 508. 
Selec’ 


British Jnl. Dental Science 
On Therapeutic Agents for the omen a Osseous 
Development. Thorogood, John -305. 
Effect of Diet g) n the Teeth. Moigno, M. l’Abbe. 


1019-1020. ected. 
Influence of Dict Upon the Teeth. 1178. Ed. 


ritish Jnl. Dental Science, X 

Is the Use of Brown (Wheaten 
to the Growth of the Teeth? 
Remarks oe the Teeth and Diet. 


Food of the Chinese. Bowring. 285. Selected. 
Degeneracy of Dental Tissue and the Dietary In- 
fluence y A Silicated Phosphates. Owen, Richard. 
404-406, 447-449. D 375-377. 


The Dietetic Treatment of Dental Decay. Price. 485- 
Dental Hygiene—The Best Varieties of Food to De- 
as and Sustain Tooth Structure. Palmer, S. 
Selected. 
Granulated Bone as an Article of Dental Hygiene. 
Dennett, H. E. 617. Selected. 


British Jnl. Dental Science, XXVIII, 
eet ~ ~~ in Dentistry. Sanger, R. x 112-116. 


The Effect of Sugars and Their Compounds on the 
Teeth. Hitchcock, E. B. 277-281. Selected. 
Food and one Receptions at the Parker Museum. 
Food Animal and oa Veqstabie. Lilly, EB. J. 761-764, 

814-816. 737-739. 
frost) Peirce, 


1004. 1095. Select- 


Vil, 
os ‘Conducive 
rown, Jos. 3-4. 
Terry, F. C. 43536 


A acter in Tooth-Preservation. 
059-1 1095-1100 
Dental Nutrition Walker, J. R. 


mos (Dental), XVIII, 1876. 
Food “In Te Its Relations to ne Teeth. Shepard, L. D. 
121-129. Dise. 131-138. 
Food. Chupein, T. F. 657-659. Disc. 659-661. 
‘osmos (Dental), XX, 1878. 
Real Brown Bread. | 626-630. 1 illus. 


Cosmos (Dental), XXII, 1880. 
Effect of Sugar on the Teeth. 331. 


(Dental), XXIII, 1881. 
Climate 'F Food and Associations in Their Relations 
to Tooth Structure. Truman, James. 1-13. 
Tooth Culture. Walker, J. R. 538-539. Disc. 539- 


Cosmos (Dental), XXIV, 1882. 
Assimilation of Morganic Particles—Topical Action 


of Mineral Waters. Truman, James. 173-181. 
Dise. 494-496. 
Effects of Sugars on the Teeth. 336. 
Resolution re Food Investigation. 489. 
How to dave Testh Wrou Bocap Diet.) De 
ms, o Save From a 2 
H. BE. 383-384. til , — 
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Cosmos (Dental) x 1885. 
Food Giemente. 38-40. 
The Nutritive Value of a Foods. 58-59. 
A Factor in Tooth boecorvation. (Relation of Teeth 
of Various Animals to Foods, Etc.) Peirce, C 
N. 520-530. Correction, 506. Disc. - 630. 
The peerthy oe eae an Barrett, W. 539-545. 
Dise 550-552. 


Dental Eclectic, I, 1885. 
The Earthy Phosphates. Barrett, W.C. Sept. 4-10. 
Selected. 


2nd Ser., 


ice & Lab., 1882-83. 
L. April. 1. 


Dental Offi vI, 
Food for the Teeth. Erwin, J. 


d Ser., 1 


-» VI » 1883. 
Kirk. 


Dental Office & Lab.. I, 2n 
Relation of Food to the Teeth 
Dise. 2-3. 


tal Office A Lab., sa 


84. 
Jan. 1-2. 


2nd Ser., 


Goel =. Structure—A Discovery’ ‘Which will 
Bring it About. (Diet.) Parsons, B. April. 5- 
6. Selected. 


Headlight (Dental), V, 1884. 
The Curse “Of Modern Civilization. 
Geo. C. 23-26. 4 illus. Selecte 


Headlight (Dental), VI, 
Vegetarianism. Morr son,  — 


erald of Dette, 5 
Milk As An Aliment Rt Sept. 6. 
ie a Value of Apples. Hanaford, J. H. 
ep : 


Illinois State Dental 
Gold-Ground Attrition Flour. 


Independent Practitioner 
Cookery for the Sick. 342-344. 
Diet.—Raw Oysters. 345-346. 

F band Hygiene of Food. 106-459, 
Sugar From Rags. 570-572. Selected. 
ilk as an Article of Diet. 779. Selected. 


Independent Practitioner (Dental), III, 1882. 
Virchow on Soups and Broths. 428-430. Selected. 


(re Diet.) Brown, 


1876. 
S. 81-83. 


II, 1881. 


Sec. Trans., 
Smith, C. 


(Dental), 
Selected. 


Inde dent Practitioner (Dental), IV,, 1883. 
Frozen Food. 52. Selected. 
The Cares of Modern os — a? rere, aipem. 
Geo 2 S 4 illus. 
Diet Fi the Teeth. Terry, Charles “7, ia Ab- 
stra 


lent Practitioner (Dental), 
Relation n of “Fond to the Teeth. Kirk, E on 21-26. 
Therapeutic Agents for the Promotion of Osseous 
Development. 107. lected. 
Multum in Parvo. (Teeth Sensitive to Sweet Foods.) 
Dodge, J. Smith. 141-14 
Discussion on Phosphate Ky Tis and Teeth. 200-203. 
Dental Hygiene; The t Varieties of Food to De- 
yep coe basteie Tooth Structure. Palmer, 


Analyses of Beef Peptonoids. Attfield, John. 592- 


vito Trprove Practitioner (Dental), VI, 1885. 
moe} to Improve Tooth Structure. =. .) Kempton, 
253-254. Dise. 254-255. 


Abstract. 
pam: r ak Lead in Food. 486. 
The PAssimilation of Iron. Bunge 
Denes Nutrition. (re Diet.) 


G. 508. Selected. 
“Walker, J. R. 569- 


a State Dental 
Calor” “Animatis. (Food.) 
Disc. 151-152. 


Items of Interest 
Feeding the Teeth. 57. 


Sec. Trans., 


} i oly » F. 141-151. 


ee III, 1881. 


Items of Interest (Pewraik IV, 1882. 
Tooth Culture. (Diet.) Walker, J. R. 19. 
Effects of Diet ee Teeth. Peirce, C. N. 28. 
The Diet of Pari 44. 
Feeding the Teeth. Ane. John J. 69. 
The Best Food for Children. 1 
ee Substances as Animal Food. Taylor, C. 


Items of Interest (Dental), V, 1883. 
ee 9 of Diet Upon the Teeth. ap M. l’Abbe. 


Our Drinking Water. Richardson 30-31. 
The Contam nation aan’ Our Desking Water. Rich- 
a 


J. G. 
Alcohol as Food. 140-141. Ed. 
eee? Obtain Pure Water. Richardson, J. G. 146- 


Care of the Teeth and Glucose. Whiting. 162. 
Civiieation and the Teeth. (re Food. Taft, J. 


Feesphete of Lime. 270. Corres. 
Utilize Your Springs. 284. Ed. 
Our Drinking Water. 334-335. 
Is Inorganic Fn ee Used as Food. Assimilated. 


Sanborn F. 
The Other Bide of the Bran Question. Patrick, J. 
R. 355-357. Selected. 


Hot Torito. Driscoll, W. ne 
— ~~ Substances as Food. Taylor, Cc. R. 416. 
ply, Vol. VI, 115- oe, 211-213. 


Abernethy on Correct Living (Foods) vs. Drugs. 
582. Selected. 


Items of Interest (Dental), VI, 1884. 

Letters From a Mother to a Mother on the Forma- 
tion, Crewe and Care of the Teeth. (Food.) 
71-76, 129-132. Select 

Milk as a Vehicle of Infection. 206. 

Food. ae J. 240-242. 

Food in ild Bearing. Chase, Henry S. 272. Se- 


Food. Chase, Henry S. 280-282. Selected. 
Feed the Teeth. Watt, Geo i. 

A Mother to Mothers. (¥ ods ) 

Diet i ergy | pespousinie for the Sondition of the 


The TYeine of Various Foods and Their Mode of Di- 
gestion. Wilde, John. 451-453. Selected. 

The Promotion of Osseous pceqment. (Foods.) 
Watt, George. 551-555. 


Items of Interest (Dental), VII 
Food— Animal and Vegetable. Liye BE. J. 97-101. 


How to Keep Children’s Teeth Good. (Judicious 
Sy of Diet.) 111-113. Selected. 
The Most oe for the Dentist. 


Henry S8. 
ae = sae, and aS Aapotations is Forming Races. 


Jam 241 ted. 
The Natives < “Northern boris and Their Healthy 
Teeth. a) Bunting, EB. 
mow ‘to improve,‘ ay en. “(Food.) Kemp- 


w. 
Ciimate, Food A PR — ~ A in Their Effect on 
Teeth. Truman, James. 288-291. Selected. Cor- 


rection, 359. 
Diet ar and the Teeth. Kempton, W. D. 340. Selected. 
363. Ed. 


What Shall We Eat 
How Are the Teeth Fed? Atkinson. 395. Selected. 
Feeding the Teeth. Howe, J. Morgan. -— 
Lime-Water and the Teeth. pre? E. T. 


a” <a Hayes, Fred. Hooper. 10 r2-474. 
ected. 
er - need the Tissues of the Teeth. Abbott, Frank. 


4 
The Lime in Teeth. 504. 
Pump Wells and Impure Water. 


Chase, 


558-559. Selected. 


Jairus (Dental 
Hygiene and Its 
Perf 


881. 
Helstions to the Development of 
ect Teeth. Selected. 


(re Food.) 118-126. 


s (Dental), IV, 


Bad Teeth. (re Food.) 5 R. W. 74-76. 


Jairus (Bowtal). V 
The Value of Variety N oHiet. 41-42. Selected. 


Johnstons’ Dental Miscellany, III, 1876. 
Candy. Cutler, BE. 192-194. 


Johnstons’ Dental raine Scho 
The fae FS ge — ee Boardin Risk, Towler, H 


Johnstons’ Dental Miscellany, be 1880. 
Effect of Sugar on the Teeth. Lerez, M. 328. 
The Use of Confectione and Its Effect on the 
Teeth. Morgan, N. -379. Disc. 379-380. 


For index and key to classification numbers, see pink sheets. 
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Johnst * Dental Miscellany, VIII, 
Climate, Food and Associations in Their Kelation, to 


—— Structure. Truman, James. 74-75. 
and Climate on 





The’ Eitects of Say Titouns Food 
the Teeth. Thomas. 161- 
Brown Bread ol "the Teeth. 271-272. Ed. 


Kansas State Den. Assen. Trans., 
Food and Its Relation to the Teeth. Doud. 27-29. 


Luminary (Dental), II, 1880-81. 
Hygiene and 1 Its Relations to the Development of Per- 
fect Teeth. Holmes, R. 53-54 


| Sam, Ill, 1881-82. 
ra egions. Selected. 


Luminary (Dental), IV, 1882-83. 
res Medication the True Dental Prophylaxis. 
Patrick, J. B. 62-63. Abstract. 


ry (Dental), vi, 
eapenstple "tor th the “Condition of the 
orrison. 
Teeth ~~" Brains. os Diet.) 31. Selected. 
VIII, 1876. 


sourl Dental Jnl. 
Man and His Teeth. (Food.) Foster, 


Diet” Large! 
Teeth, M 


E. W. 272- 


Missouri Dental Jnl., IX, 
A oe Case. (Candy the ‘Toco of Decay.) 402- 


Wheat Phosphates. Polk, C. G. 559-560. Selected. 


Missouri Dental Jnl., X, 1878. 

Cookery and Education. 533-535. Selected. 

= owe Bread. Church, A. H. 608-700. Select- 
ed. 


Dental Jnl., XI, 1879. 
What” Sheil We Eat? 
Effect of Boiling on Milk. 358. Selected. 


ri Dental Jnl., XII 
Life™ — its Ultimatum, or whe Our Gees Should 
Be Organic. Sanborn, J. F. 49-6 


Missouri Dental Jni., XIII, 188 
Climate, Food and Associations, in ‘heir Weietiens 
to Tooth Structure. Truman, James. 131-133 


Selected. 
The Effects of Civilization, Food and Climate on the 
Teeth. Fry, Thomas. 42)-422. Selected. 


Dental Jnl., XV. 


Missouri 1883. 
Practical, Knowledge. (re Foods.) Nov. 274-375. 


w England Jnl. Dentistry, I, 1882. 
Wheat “Phosphates. 52. Ed. 
Assimilation of Inorganic Particles and of Topical 
Action of Mineral Waters. 183-184. 


New England Jnl. Dentistry, II, 1883. 
Cooking and Parasites. 146. 


New England Jnl. Dentistry, 


G ulated Bone as an Article ot Tpental Hygiene. 

mnett, H. EB. 216-217. 

Tans., 1883. 

The curse of a~ ~~ Cfriutzation, (Diet.) Brown, 

. Carleton. 207-209. Disc. 214. 

tate Den. Soc. Trans., 1884. 
The" Sev in Dentistry. Sanger, R. W. 78-81. 
Dise. 81- 
York Odontological Soc. Trans., VI, 1880. 

pudligeden Causes of Caries. Bogue. 34-36. 


News, (Dental, Knightsto Ind.), I, 1878-79. 
Suger and Teeth. a 4. fected. 

News, (Dental, Knightsto Ind.), III, 1880-81. 
What Shall We Do To revent Decay of the Teeth? 

(Diet.) Spencer, M.H. 76. Corres. 


(Dental, 


News, Knightstown, Ind.), 
she - Pemacies. 


(re Sugars and Candies’) 17- Tis, 
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Dental, Knightstown, Ind.), VII, poee-36. 


children's eeth. (Nutrition.) Shelton, M: E 


The B Best Fo od ioe Children. O Oswald. 21-22. Se- 


Odontographic Jnl. mm, 1882-83. 
Phosphates in Food. 52-53 


mpoqvaphte Jni., VI, 1885. 
Diet! in Relation to A and Activity. 
Henry. 174-175. Abstract. 


Odontolog. Soc. Trans., XV, 2nd Ser., 1882-83. 

Therapeutic A Agents for the Promotion of Osseous 
Development. Thorowgood, John C. 134-148. 
Dise. 149-153. Correction, ‘188. 


Odontological Soc. Penn. Trans., 1880. 
Climate. Food and Associations in Their Relations 
to Tooth-Structure. Truman, James. 75-86. 


Thompson, 


Odontological Soc. Penn. Trans. 
Assimilation of Inorganic Particles-Topical sme 


of Mineral Waters. Truman, James. 150-1 
Disc. 
Odontological Soc. Penn. 
Relation of Food to yy Teeth Kirk, i Oc. 193-198. 
ise. 201. 
Ohio State Jnl. Den. Sci., I, 1881. 
Alimentation. 54-57. Ed. Vol. II, 252-254. Ed. 


jo State Jnl. Den. 
Phosphate of Lime and tne” Tocth. Set right, Cc. M. 
218-227. 


Discussion on What Means are Best for Maintainin 
the Teeth and Mouth in a Healthy Condition 


(Diet.) 238-242. 
= of Salts. (Phosphate of Lime.) 333-335. 
The Promotion of Casceue Development. Watt, Geo. 


. Dise. 
Discussion on The Promotion of Osseous Develop- 


398-399. 

Lamb Steak vs. Sound Teeth. Berry, A. 462-463. 

The Nutritive Vepeuens. Douds, A. T. 555-567. 
Correction, Vol. 28. 

Food—Animal and Vegetable. Lilly, E. J. 567-572. 
Ohio State Jnl. Den. Sci., V, 1885. 

Analysis of Food. 97-99. 

The Feeding of Infants. Hayes, F. H. 305-300. 

Earthy Phosphates. Barrett, W.C. 421-423. Ab- 
stract. Dise. 423-425. 

Starch-Fed Infants. 455. 

The Prime Source of Food. Richardson, B. W. 


491. 
Benefit of Fruit Acids, to Build Up a Firm Osseous 
System. 494-498. Ed. 
Thoughts at Randem. (Chemical Food.) 517-523. 
Vegetarians. 547. Ed. 


Practitioner (Dental), I, 1880. 
dependent Practitioner.) 

Water 11 in Its Relation to ° Health and Disease. 
erson, Wooten M. 4-11. 


(See Vol. II, In- 
Wilk- 


Practitioner (Dental), II, 
Granulated Bone as an ‘article x i Dental Hygiene. 
Selected. 


The Promotion of Osseous Development. (Phos- 
phates.) Watt, George. 177-181. Selected. 
Record (Dental), II, 5 

Fru ivorous, Carnivorus, or Omnivorous? (Diet.) 


The Food ‘and Energy of Man. De Chaumont, F. 8. 
B. 497-500. Austra 
The Com 500. 1 table. 


Selec’ 
Infantile Mortality. Some of Its Preventable Causes. 
(re Food. arris, A. E. 526. Abstract. 


sition of Commercial Foods. 


Record (Dental), 
Notes for secnse ‘chootn Developm ment and Correct 
Diet.) 100-1 


Therapeutic pan for the Promotion of Osseous 
Development. Thorogood. 170-172. Disc. 172- 


Overcoming Heredity. (re Diet and the Teeth.) 569- 
570. Abstract. 
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Record (Dental), 

Relations of Food to the Teeth. Kirk, E. C. 92- 93. 
Abstract. 

be Teeth of the Negro has Failed. (Food.) 

i 191. Abstract. 
Phosphate of Lime and the Teeth. Wright, C. M. 
-237. Abstract. 

How to Secure Good Dental Or pee, Prevent Their 
Decay, Prevent Rickets, Hip Diseases, &c (Diet.) 
Dennett, H. 374. stract. 

— on Advice to Parents, &c. (Diet.) 468- 


Record (Dental), V. 
Nutrition in arly’ Lite Vite a ost oAffecting the Teeth. 
Marshall 


The Necessity for Teah ates r Pitty Yes a of Age. 
(re Diet.) Hutchinson, 8. J 


Register (Dental), XXX, 1876. 

On Meat and Milk. 44-45. 

Evils From the Use of Wheaten Flour. Cutter, 
Ephraim. 45-46. Selected. 

Causes of Decay Ps Teeth. (re Effects of Water.) 
Cutler, 8. P. 339-341. 


ister (Dental), XXXI, 
The eee of the Ancients, hy ot Modern Infants. 
Green, William A. 394-400. Selected. 


Register (Dental), XXXIII, 1879. 
Wheat a meeneetee. Lester, Elwood C. att 249. 
wags SS We Eat? Angell, E. C. 252-253. Se- 
ected. 


Register (Dental) xaxy 1881. 
A Cup of Tea. Tweedie, R. 8S. 26. 
Register (Dental), XXXVI 
wae. Leama Daffin, William S. 30-43. Se- 


Osseous ge of the Teeth. (Agutaiten, 4 
= me in oe, Dist Sa, 268- 


se. S. 

Storag e and Utilization of Phosphates in Pregnancy. 
Richardson, Joseph. 517. Corres. 

Frozen Food. 618. lected. 


ister (Dental), XXXVII, 1883. 
Wheat-Meal Bread as a Means of Diminishing Tu- 
bercular Disease. Yates, M. 38-40. Selected. 
Breakfast Beverages. 556-557. Selected 


(Dental), X XXVIII, 1884. 
Phosphate ee Lime and the Teeth. Wright, C. M. 
73. Dise. 191-197. 
Food for Infants. Meigs, A. 248-252. Abstract. 
How to Secure Good Dental Or = Prevent Their 





pray Prevent Rickets, Diseases, Etc. 
—. | Bennett, H. EB. ~~ 4 
Feeding nfants. 395. Selected 
The Promotion of Osseous Development. (Diet.) 
Watt, George. 
Discussion on k= Promotion of Osseous Develop- 


ment. (re D ~, a. 
Food—Animal and egetable. Lilly, BE. J. 598-604. 


Register (Dental), XX XIX. 
How to Prepare Food for Drinking. Wallace, J. 
329-330. lected. 


Southern Dental Jnl., I, 1882-83. 

oe ~ hs ne With Sea-Water. Sena. 126. Se- 
ected. 

what to Eat. 214-215. Selected 

Regge as Food. 260-261. Selected 


Tomato as a Dietary. 290- 291. Selected. 
Lemon Juice onal Longevity. 292-293. Selected. 


Southern Dental Jnl., II, 1883-84. 

Prevention Better Than Cure. (Desirable Food for 
i Seen of Bone.) Woodhouse. 120. Se- 
ected. 

Oveqgemting ie Mesedity. (re Diet.) 404-407, 432. Ed. 

Daa Hygiene. (Food.) Hunt, R. Finley. 441- 

Cow's. Milk for Infants. Lynde, J. P. 473-477. Ab- 

Dental Jnl., I 
Why. the oe. Teeth of oft. — ies ae Failed. (Food.) 
Drinks _ the Sick. 302. Selected. 
nm Dental Jnl., IV, 1885. 

Whole Meal Bread. 35-36. Selected. 

Pathology and Therapeutics. so in Food.) 
Young. 297-299. Disc. 

Texas Dental Jnl., II, 1884. 

The Promotion of Osseous Development. Watt, 

George. 49-50. Selected. 


Dental Jnl., ITI, 
The "Feeding OF Infants. . Fred Hooper. 42- 


For index and key to classification numbers, see pink sheets. 








613.8 Hygiene of Nervous System. Effects of alcohol, opium, etc. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. Items of Interest (Dental), I, 1879. 
ste, Physiological Action of Alcohol. 374-375. Se- Alcohol. 9. 
ected. 
Is Alcohol a Food? 427, 480. Selected. Dental Miscellany , 
The ‘Pathological and Psychological ya~y of Opium, 
American J Srd Ser., 1877-78. and Its Effects Upon the Human Race— reat: 
The Ro of Ricoholle ‘Degeneration. 170-172. ment by Electricity and Caffeine. Mann, Ed. F. 
ected. 353-359. Selecte 
n Jnl. Den. Sci., , 3rd Ser., 1879-80. 
New England Jnl. Dentist II, 1883. 
Chioral” Inebriety, Mattison, . 4 B ” 512-515. Selected. Something About Alcohol. 24_D47. Ed. 


Effects of the Long- -Continued Use of Chloral 
519. Selected. 


‘Scfence (Dental), XXX mm, 1878. 
British Jnl. Dental Sci., XX VI The 5 agee of Y een ichardson, B. W. §81- 
Alcohol, a Food or a Poison? 8-06. Ed. 


614 Public Health. 


Public Sanitation. Preventive Medicine. 


British Jnl. Dental Science, XIX, 1876. Missouri Dental Jnl., year 1876. 
Mesqamery Syphilis and the Contagious Diseases Preventive Medicine. 188-190. Selected. 
Act. Barraclough, George. 14 illus. 
Cosmos (Dental), XXIII, 1881. oe ae Bee Se SS sare 
Woman as a Sanitary Reformer. 52. 


Independent Practitioner (Dental), II, 1881. New Bogheat Jnl. pontteery. 5 
Benefits of Sanitation. 648-649. Syphilis. (Public Health.) 12." “hd. 
The — of Experiment in Preventive Medicine. 
Simon, John. 784-795. Abstract. New En neland Jnl. Dentistry, 1 
Independent Practitioner (Dental), III, 1882. Fifth Annual Report of the Board a ealth of the 
The Relative Importance of Various Subjects in State of Connecticut. 187-188. 
geeetieas Sanitation. White, C. B. 134-139, 
. Register (Dental), XXXII, 1878. 
What the South Carolina State Board of Health wh ’ 
a mento A Accomplish. Porcher, F. Peyte. 1 ee Taught in Medical Colleges? 
-252. lected 


ependent Practitioner (Dental), IV, 1883. Registe 1), 
Baltimore Infectious Diseases Ordinance. 43-44. Ed. Curious a eee’ room Selected. 


Johnstons’ Dental Miscellany, VI, 79. 
Sanitary Science. Brackett, Charles ty oN)-51. Cor- St. Louis Dental Quorterty, I, 1877-78. 
rection. 118. Public Hygiene. Oct. 


614.22 Vivisection Laws. 


Archives of Dentistry, II, 1885. New England Jnl. Dentistry, I, 1882. 
en vee Science. (Vivisection.) 567-500. Se- Formation of Anti-Vivisection Societies in America. 
British Dental Assn. Jni., I, 1881. 
The Anti-Vivisection Agitation. 613-614. Ed. Record (Dental), I, 1881. 
British Jnl. Dental Sclence, XXV ’ Se —— 
Tivisesticn.. S spenter, : e, a, lected. Record 
e Crusade nst siolo 1 Experiment in Dental), IV, 1884. 
England. 194.198. Ed. a oe The Vivisection Law. 286-287. 
vi Record (Dental), V 
vinection, 478. Ed. Vivisection. Brunton, Loedee. 430. 


at Has Y Review of ery, VIII 
What Has Wwisection f hone te for ys Day Fe Fran- Southern Dental Jnl., I, 1882-83. 
cis. 287-302. Ed. Vivisection. 171. Selected. 
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614.3 Food Adulterations. 


Advertiser (Dental) 1884. 
Parasites of Meat and prepared Food. Cobbold, T. 
Spencer. 109-112. ected. 


American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 
Adulterations in a New Sugar. 528. Selected. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
weer . Smart, Charles. 237-238. Se- 


British Jnl. Dental Science, 1877. 
Adulteration Detected. Dennie, * Morley. 669-672. 


Independent Practitioner (Dentai. II, 1881. 
es — ta Coffee—How to Detect I 289-290. 


lected. 
The Passage of the Food Adulteration Law. 508-512. 


nr Dental Jnl., XI, 1 
The Adulteration of Drugs. 415. ST sclected. 


New England Jnl. Dentistry, I, 1882. 
Food Adulterations. 150-151. 


Odonto yo Jni., V, 1 
Oleomargarine and Glucose. Fees, H. F. 6-13. 


Register (Dental), XXXIV, 1 
Hew, © to oe eC. pi N Wittstein, G. 


n Dental Jnl., I, 1882-83. 
Aduiteration of Articles of Food. 86. Ed. 


614.4 Contagion. Vaccination. 


American Jnl. Den. Sci., XIV. 3rd Ser., 1880-1881. 
The Value of Revaccination. 96. Selected. 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
A Discovery Rivaling Dr. Jenner's. (Vaccination.) 
Pasteur. 426-428. Selected. 


rican Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Vestas Virus. 472-474. Ed. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
Efficacy of Vaccination. 139. 


British Dental Assen. Jnl., 
Has Vaccination Anything to ao with the Degenera- 
ton of the Human Teeth? Richardson, F. 570- 


Dental Office & Lab., I, 2nd Ser., 1877-78. 
Vaccination by Machinery. Oct. 4. Selected. 


Independent Practitioner gy 881. 
The Proper Mode of Vaccinating * Fy Barton. 
105-1 113. Ed. 
Vaccinate and Revaccinate. 560-562. Selected. 
Vaccination Experiences. 577. Selected. 


Ind ndent Practitioner (Dental), III, 1882. 
Vaccination With Anima! and aman Virus. Warlo- 
mount, E. R. 17-21. ec 
Some Points ge = Vaccination. Hardaway, W. 
A. 254-255. Selec 
One r§ the Vagaries o the Anti-Vaccinationists. 639- 
Selected. 


ms of Interest (Dental), IV, 1882. 
Vecmuiion. Richardson, J.G. 73-74. 
Vaccination. 154. Selected. 


Items of Interest (Dental), VII, 1885. 
Vaccination. 336. 


Register (Dense) ay 1880. 
On Vaccination. 8-549. lected. 


Register (Dental), XXXVI 
Causes of Complaint ‘Against | SS. Walker, 
Jerome 


Register (Dental), XXXVIII, 1884. 
The Folly of Anti-Vaccinators. 144. Selected. 
The Value of Vaccination. Neve. 569-570. Selected. 
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614.8 Protection of Human Life from Accidents. 


Adverti Dental), XIV. 
Restoration of the Heart’ 's ction 1 When it has Ceased 


to Beat. Reid. 9-10. Select 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
Howard's s Method of Artificial Respiration. 288. 
Selec 
ish Jnl. Dental Science, XXI, 
. 453- 


1878, 
The Prnree Methods of Artificial Respiration. 
456. Selected. 


P— - h Jnl. Dental Science, XXIII, 
A yw = > Asphyxia. Byrd, P hhasvey L. 


British Jnl. Dental Science, XXIV, 
On Restoring the Action of the Heart When It Has 
eae to Beat. Jago, Frederick W. P. 267-269. 


British Jnl. Dental Science, XXV, 
Restoration of the Heart's Action When It has 
Ceased to Beat. Reid. 1066-1067. Selected. 


‘osmos (Dental), XVIII, 1876. 
A au Method in Asphyxia. 47-48. 


Cosmos (Dental), 1878. 
Howard's Method of Artificial Respiration. 684-685. 


Dental & Oral Science Ma: 187! 
The Direct Method of Artificia | ALR for the 


Treatment of Apnoea From Drowning, Anaes- 
thetics, Still-Birth, Etc. Howard, Benj. 294- 
. Selected. 


615 Materia Medica and Therapeutics. 


See 615.778, Antiseptics; 615.781, 


Luminary (Dental), mm ie 
moqess) Method of Artificial , arr 67. Se- 


1884-85. 
Sylvester's. Method al ‘for’ RY Artificial Respira- 
Missouri Dental Jnl., XI, 1879. 
Instrument of Resuscitation. 662. Selected. 


ri Dental Jnl., XV, 1883. 
Artinelal “Respiration. Oct. '$22-323. Selected. 


England Jnl. Dentist 1884. 
Artinelal Respiration. 30-31. 


Ohio State Jnl. Den. Sci 


Apparent Death as a Result 2 Teieate 58-59. Se- 


Practitiorer (Dental), I, 1880, (See Vol. II, Inde- 
pendent Practitioner.) 
A Speedy Method in Asphyxia. Byrd, Harvey L. l1- 


Record (Dental), IV. 
Sudden Emergencies. *. W.J. 6-12. 


moe ster (Dental), XXXV., 
Howard's Method of ‘Artificial Tcatentice. 394. 


tal Jni., Il, 1883-84, 
Artificial Re “Respiration. McDaniel, A. 303-305. Se- 


Prescription Writing. 


Anesthetics; 615.84, Electro-Therapeutics; 615.85, Mind and 


Faith Cures; 615.88, Proprietary remedies ; 615.9, Toxicology ; 615.96, Narcotic poisons. 


(Dental 


Advertiser 
a ee With 149-151. Se- 


ie XI, 1880. 

ew Remedies. 
American Dental Assen. Trans., 1876. 

Report on Therapeutics. Brackett, C. A. 


Report on Dental Therapeutics. Atkinson, 
126-134. Disc. -140. 


123-125. 
W. H. 


American Dental Assen. Trans., 

Report of the Committee on Dental. enccapeutios. 
Brackett, C.A. 143-1 

Bepess on see eee. “Odell, Frank M. 151-155. 


American Dental Assn. Trans., 
Report ¢ Committee on ae “Odell, Frank 
M. 173-181. Dise. 181-184. 
American Dental Assen Trans., 1880. 
Certain Therapeutic Agents. Brackett, C.A. 32-42. 
Report of C mittee ont Pa th oles: The ti d 
port of Comm on Patholo era u an 
Materia Medica. Harlen, A a 1443. 2 


Sel., X, 3rd 1876-77. 
Henkel,’ 8. H. Ser is ti 


American J Sel., 3rd Ser., 1877-78. 
Therapeutic e. of Co Cold. ad Selected. 


American Jnl. Den. 
Dental Se 


American Jnl. Den. Sci., “XIII, 3rd Ser., 1879-80. 
The Therspeutical Action of Cold. Thomson, W. H. 

498-504. Selected. 

American Jnl. Den. Sei , Sed Ser., 1881 
Preliminary Prescribi ing. set ag Selected. - 
Dentists Bate Ssnetitational y Treating Patients. 130-133. 


American Jnl. Den. Sci., XVIII, 3rd Ser., 
New a My Pease, Wm. A. 81 “84. Selected. 
Some of the Drugs Used in Dentistry. Glassington, 
Chas. W. 97-107. Selected. 


m. Sel., XIX, 3rd Ser., 1885. 
Selected. 


American J 
The Most tA Medicines, 238- "39. 


Archives of Dentistry, 

Notes on Remedies. Varian oo6-177. Selected. 

Some Zi Le Drugs Used in Dental Surgery. Glass- 
in Chas. W. 330-331. Selec’ 

Denta Therapeutics. Ingersoll, L. C. ” 385-391. 

ritish Dental Assn. Jnl., III, 1 

The  --- to the Dental Practitioner of a 

Rooms, of Materia Medica and Therapeutics. 


Briti nl. Dental Science, XI 
Dental Materia Medica. Merson, , Sige 53-63. Criti- 
cism, 127-128. 


ital Science, XXIII, 1880. 
Ringers’ Handbook of Therapeutics. 436-437. Ab- 


Jnl. Dental Science, XXIV 1008. 
The x -- &, as to Whether or Not Dental Practi- 
tioners are Entitled to Prescribe for Thee Pa- 
tients. -418. Ed. 


British Jnl. Dental Science, X 
The Common Papaw, Asimina Trio De 
Therapeutic. "Teea. 1046-1047. vba, as ase eo 


nl. Dental Science, XXVI, 1883. 
Materia Medics. Stainer. 1186-1181.” (Cont. in Vol. 
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British Jnl. Dental Science, xXVEL, 1884. 
Materia Medica. (Cont. from Vol. XXVI.) Stainer 
Should Dentists Prescribe? 605-606. Ed. 
Cosmoline in Its Relation to Dental Therapeutics. 
Harrower, A.B. 763-764. Selected. 


California 8. Dental Assn. Trans. 
Report of Committee on_ Dental [ Therapeutics. 
223-226. Disc 


bar, L. 
Therapeutical Requisites Necessary to the - 


Dun- 


of Ever Dents Practitioner. rewer, F. 
269. Disc. 269-270. 
Assn. Tran 


s., 1882-83-84-85. 
New therapeutical Agents. McLain, A. F. 239-242. 


Cosmos (Dental), XIX, 1877. 
Destal Therapeutics. Brackett. 77-79. Disc. 


Dente 5 Fpeeeeeates. Atkinson, Wm. H. 79-82. Disc. 


119- 


a Odell, F.M. 687-638. Disc. 638-640. 
os (Dental), XX, 
neu onetion of Various "Medicinal Substances Upon 
the Teeth. 684. 


os (Dental), XXIII, 
Dental al Therapeusis. (Ghapter —_ Garretson’s Oral 
Surgery. ) 387-389. 


Cosmos (Dental), 
Coamoline. In Its 
Harrower, A. B 


logy. Therapet XXVII, 
Pathology, he cepenees, and Materia Medica. Har- 


XXVI, 1 
elations to + Therapeutics. 
385-388. 


Dental Office & Lab., I, 2nd Ser., 1877-78. 
Prevalent Manias. J uly. "2-3. Selected. 


Illinois State Dental 
Notes on Remedies. i ~ ow w. 


Illinois State Dental Soc. 
Hots, on ete Remedies. iL = Aw. 119-126. 
sc. 


TT 149. 


ioner (Dental), Il, 1881. 
48-46. Cor- 


, 259-261, 323- 


Independent Practiti 
Therapeutic Pearls at Random Strun 
rection, 82. 90-94, 128-132, 190-1 
325, 400-401, 488-489, 541-543, 652-654. 
Metric System—re Prescriptions. 76-77. Ed. 
sae Faseenees Antagonism of Remedies. 117-119. 


Therapeutics of tittre. Strgesten. 149. Selected. 
New Remedies. 330-33 Se 
Preparation and Uses me Benzoate of Calcium. 558. 
Selected. 
Independent Practitioner (Dental), IV, 1883. 
IntroSecter? Lecture to oS lourse of Therapeutics. 
Dujardin-BReaumetz. 15- 
A Convenience. (Drop- mabey 175. Ed. 
Independent Practitioner (Dental), 


Discussion on What Valuable edicinal 7. Have 
Been Introduced Into Dental Practice Within 


the Last Three Years? 
Treatment of Diseases of the “Mouth. (re Materia 
Medica.) Russell, Julien W. 408-414. 


Ind dent Practitioner (Dental), VI, 1885. 

Prescriptions Useful for Nervousness. 112-113. 

New Remedies for the Treatment of Dental and Oral 
Diseases. Harlan. 256-257. Disc. 259-260. 


tems of Interest (Dental), III, 1881. 
pecans 33. 


terest (Dental) , IV, 1882. 
nes. a— , 7. 


Specie ena Med cine? iio 150. Ed. 


Therapeutics. Harlan, H.W. 178. Dise. 178. 


‘tems of In it (Dental), 
Too Much Physic. ne 187° 189. 


Dental) 
Ktedicines.) Lane, Levi 


Crofts. 256. Selected. 


Vv, 1883. 
a. 


Items of Interest 
Physical Force (re Action of 


Why ‘People Take Medicine. 


MATERIA MEDICA AND THERAPEUTICS 
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tems of Interest (Dental), VII, 1885. 
Therapeutics. Marsh, LS. 341-242. Selected. 


Jairus (Dental), 

Therapeutical Requisites ‘Ni Necessar 
of Every Dental Practitioner. 
118. Disc. 118-119. 


ohnstons’ Dental Miscellany, V, 1878. 
Introduction y x ean og ¢ Lectures’ + a fy Elements 
n ateria edica an e 
112-117, 141-148. — 


to the Salvation 
rewer, 112- 


Stocken, James. 


Report on y 4---- Odell: Frank AM M. 81-89. 


Johnstons’ Dental Miscellany, VII. 5 
Supplementary | Report on ae Brackett, 





tons’ Dental Miscellany, 
The “Medical pueeeaaton and AAR, Paccue- 


Kentucky State Den. Assn. Trans., 
Report of Committee Th 
Bee ae on erapeutics. Mehitlan. 40- 


nary (Dental), I, 1879-80. 
airs and Therapeutics. Holmes, J.P. 14. 


(Dei 
Use Or ht Medicine in Dentiotey. 


Luminary tal), VII, 
Some of the physiolog 


1884-85. 
Hunt, J.M. 3. 


cal ana Thera - 
erties of Alcohol. Stevens, J. Pp. SE 00 Selected. 
Michigan State Den. Assn. 
Dental Therapeutics. Douglas, Toe ” 


Missouri Dental Jnl., 1880. 
Properties of Certain tg C. A. 467-468. 


onthly Re of Den. . 
Dental Materia “Meaice nad ‘Thesay Bh eee, 
James. yi 447-462, 510-518, 552-587. (Cont. 


‘onthly Review of Den. 
Dental Materia Medica me ‘The Ba Ry (Cont. 
ee Stocken, James. 4-9, 62-65, 105- 


onthly Review of Den. 8S 
Introduction to a Course of Lectures on. th the Tw 
eria 
Stocken, James. 55-69. > a 


National Dental Assn. 
Chemistry and aka I hae J.P. 32-37. 


New England Jnl. Dentistry, I. 
‘Theqapentios | ane Materia Medical. * Sacil, F.M. 298. 


England Jnl. Dentis 
ditorial in Ne w Work "Medical Record. 


Medica.) 85-86. 
ae > Pegi 


1880. 
149-151. Disc. 151- 


Abstract of 
(Materia 


w Jersey State Den. 
Dental 7 Therapeutics. Welch T.B. 


New Jersey State Den. Soc. 
Dental Remedi > Hayhurst. J. 
153. 
geen Marsh. Ls s. wo-ise. 


ew Jersey State Den. Soc. Trans., 1 
Lobelia Tafate py a Therapeutic Agent. arr 


New York State Soc. Trans., 
Dental ehevapeution a Abbott, Frank. ui 117. 


Den 
Mervous * eae on. =e tetown, Ind.), Ii, 1879-00. 


htsto Ind.), V, 
The yy Pa , as 
eens Sea ee gage” Son 
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Odeontographic Jnl., 
The prec en veg be Fbcomes. 80-82. Selected. 


tographic Il, 188 
Materia” Medica tt I Barrett, W.C. 


Remedial Education. (Materia Medica.) Oswald. 88- 
89. Selected. 


hic Jni., VI, ae 


Odontogra 
71-172. big 


Percolation. 


Ohio State Jnl. Den. 3 
Do mS apow Anything? ree my Medicines.) 539- 


Ohio State Jnl. Den. Sci., 1884. 
Discussion on What Valuable Medicinal Agents Have 
Been Introduced Into Dental Practice in the 


Last Three Years. 245-247. 
Ohio State Jnl. Den. Sci., V, 
New Remedies for the Treatment rx: Oral and Dental 
Diseases. Harlan, A.W. 227-230. Disc. 233-235. 
How Do Medicines Act? 543-544. 
Dental Materia Medica—Old and New Remedies. 
Harlan, A. W. 568-570. 


Pennsylvania Jni. Den. Sci., III, 1876. 
Dental Therapeutics. oe John. 41-47. 


Practitioner (Dental) 1885. 
Non-Secret bee =~ i" Dental Practice. Harlan, 
A.W. 177-178. Selected. 


(Dental) 


Record 1884, 
Some of the Desee s Used in Dentistry. Glassington, 
Chas. W. 241- 


New Remedies. fo. Wm. A. 329-330. Abstract. 


Register (Dental), XXX, 1876. 
Report on Therapeutics. Peabody, F. 333-339. 
Discussion on Dental Therapeutics. 346-350. 


Register (Dense). XXXI, 1877. 

Dental Materia Medica and "Therapeutics. Stocken, 
James. 134-136. Selected. 
Register (Dental), XXXII, 1878. be- 


Report on Therapeutics. Odell, Frank M. 58. 
Discussion on Dental Medication: Local and General. 


162-170. 
Practical Remarks on the Doses of Medicines. Dal- 
ton, R.H. 240-247. Selected. 
oe Alpen Abnormal 


The Power of Aerostatic Grease 
Tissues. Chisholm, E. S. 


615.7 


Cosmos (Dental), XX VI, 1884. 
Morphine pe and ae for Nervous Patients. 
W.H. 391- Dise. 392. 


elle, 


Dwin- 


Illinois State Dental Soc. » 1879. 


8 
Amyl-Nitrite. Gibbs, A. E. 230. "Dise. 39-40. 
Illinois State Dental Soc. Trans., 1882. 
Quinine. Its Uses in Dentistry. Taylor, C.R. 169- 
176. Dise. 181-183. 


mdent Practitioner (Dental), 

The mixer on and Uses of Antipyretic ‘Medicines Ad- 

ministered Internally Upon Septicemia and Allied 
Conditions. 700-701. Selected. 





MATERIA MEDICA AND THERAPEUTICS 


Register (Dental), XXXIV, 1880. 
Materia Medica and Therapeutics. Smith, W. W. 438- 


443. Selected. 
Discussion on Therapeutics. 450-453. 
Register (Dental), XXXV, 1881. 
ee oy of Medicines. Howe, A. J. 


Therapeutical Requisites Necessary to the Salvation 
of 2 Practitioner. Brewster, F. A. 
lected 


14-22. Se- 


45-51 
Register (Dental), axxy VI, 1 

Discussion on Dr. Odell’s ‘BLy- on Diathesis and 
Cachexia. 436-440. 


Register (Dental), XXXVIII, 1884. 
The Value of Definite Therapeutical Combinations. 


ected. 

The Relation “of Physiological Study to o Patheedy 
and Therapeutics. Martin, H. Newel 
Selected. 

Discussion on New Medicaments. 202-207. 

Small Doses Frequently Repeated. Davis, John L. 
393-395. Selected. 

How to Prepare a 1 to 1,000 Solution of Corrosive 
Sublimate. Lister, Joseph. 566. Selected. 


Register (Dental), XX XIX, 1885. 
New Remedies for the Treatment of Oral goe Doses 
sepenses. Harlan, A.W. 184-191. 192- 


Spray Instrument one Applying Remedies in the 
7 Mouth. Abbott. 552. - “ 


uarterly, I 


St. Louis Dental 
us Vivus, 


1877-78. 
How to Make Mercu $d Dee. 


July. 19. 


Southern Dental Jnl., Il, 1883 

Some Facts in Dental Materia Medica 7" Therapeu- 
Ges. a Acid.) Barrett, W.C. 98-101. Se- 
ecte: 


outhern Dental Jnl., III, 1884-85. 

Too Such Medicine. Moore, K.P. 468-471. Selected. 

Non-Secret Preparations in’ Dental Pharmacy. 526- 
827. omment, Vol. IV, 89-91. 


Medicines grouped by effects. 


t Practitioner (Dental), I 
The ehysiological Action of Alcohol. rhe “John 


w York Odontolo wir" See. 
Morphine Combined th pee tor the the Pur- 
se of  geetas Se Nervous Patients. Dwin- 


aw 


joner (Dental), II, 1884. 
What A Ave the R Reasons for the General Use of Stimu- 
lants. Leffman, spol 62-63. Selected. 


Record Bbc 

—— ~— of Morphine ctine Ver y! ~ Atropine 
or the Purpose o: a er - 
tients. Dwinelle, wth 3T . betrac 7, ore - 
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615.778 Antiseptics. 
Advertiser (Dental), XV, 1 
Eucalyptus Oil. 90-91. Trans. fclected. 


American Jnl. Den. Sci., , 3rd Ser., 1876. 
Discussion on Salicylic ren es 425. 


American Jnl. Den. 3rd Ser., 1876-77. 
Borax as an Antiseptic. *S5” 189, 240. Selected. 
Medicated Ice. 47. ected 
Usefulness of Salic +y Acid as an Antiseptic. 207. 
Boracie Acid and Apeeesee. 316-3 
External Use of Salicyt Acid. 410-413. Selected. 
Irritating Effects of Salicylic Acid. 430. Selected. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Possible Dangers From Salicylic Acid. 39. Selected. 
New Observations aa the Therapeutic Action 

of Carbolized Camphor. . Select 
The Local Action of Chiloral Hydrate. “92-93. Se- 


lected. 

Salicylic Acid and Its Compounds Compared With 
Other Antiseptics. 141. Selected. 

Bichromate of Potash as an Antiseptic. 430. Selected. 


America 3rd Ser., 1878-79. 
Dangers ay Watley Ack clas is. Selected. 
Thymol. 1 
Antiseptics } any no helen’ = +» * Blood. 186. Se- 


lected. 

abeomntinn of Tincture of Iodine by the Skin. 187. 
Selected. 

todoform as a Local Application. 188. Selected. 

The Antiseptic an and Therapeutic Properties of Bor- 
acic Acid lected. 

A Rival to Garbolic Acid. 285. Selected. 

Salicylic Acid and Borax. 285. Selected. 

Antiseptic Solution of Benzoic Acid. 286. Selected. 

Borax as an Antiseptic. 479. Selected. 


American Jnl. Den. Sci, XIV, 3rd Ser., 1880-81, 

Carbolic Acid and Creasote—Their Chemistry and 
Therapeutical Application to the Practice of Den- 
A hn. ad Truman W. 348-353. Disc. 353- 
56. Selected. 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
Menthol. McDonald. 96. Selected. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Chloralated Tincture of Iodine. 48. Selected. 
Is Tobacco an Antiseptic? French, Frank. 168-172. 


Selected 
American Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 
aes NS Germicides. Peters, J. C. 143-144. Se- 
ected. 
A Dangerous Adulteration of Iodoform. Biel. 191. 
Selected. 


Antiseptics and Disinfectants. Lilly, BE. J. 269- 
274. Selected. 

Sulpho-Carbol, the New Antiseptic. 384. Selected. 

Dis peocten one Disinfectants. Sternberg, George 


M. 


American Jnl. Den. Sci., XIX, 3rd Ser., 

Some Modifications of the Antiseptic Method 139- 
141. Selected. 

Peroxide of Hydrogen. Allport, W. W. 285-286. 


American Medical Assn. Jnl., IV, 1885. 
Address in Dental and Oral Surgery. Cocaine, Per- 
oxide of Hydrogen.) Allport, Walter W. 705-706. 


Archives of Dentistry, I, 1884. 
Napthalin as an Antiseptic. 44-45. Selected. 
Listerine. 48. 
Antiseptics. 232. Selected. 
Antisepsis. Junkerman, G.S. 367-368. Selected. 


ives of Dentistry, 1885. 
Methods 7 Concealing the Odor of Iodoform. 232. 


lect 
—* > ‘the Antiseptics. Billroth. 232-233. Se- 


peau Acid as a Germicide. 324-325. Selected. 

— < oe Allport, Walter W. 373- 

Helenina—A New Antiseptic. 470-471. Selected. 
British Dental Assn. Jnl., III, 1882. 

A New Antiseptic. Barff. 31. 


Germicides. 
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Disinfectants. 


British Dentel Assn. Jni., IVY, 1883. 

Results of Some Investigations Into the Compacstive 
Value of Disinfectants, or Germicides. Koch. 
310. Abstract. 


British Dental Assn. Jni., VI, 1885. 
Camphor and Chloral Hydrate. 187-188. 


British Jni. Dental Science, XIX, 

Antiseptic Dental Surgery. Barrett, ‘cue. 317-318. 
Abstract. Dise. 318-321. 

Further Experiments on -" at copie. Action of 
Salicylic Acid. Hunter, J Selected. 


British Jnl. Dental Science, XXIII, 
Local Use of Chloroform in Dentistry. as Selected. 


British Jnl. Dental Science, XXIV, 1881. 
Salicylic Acid. 592-593. Selected. 


British Jnl. Dental Science, XXV, 1882. 
Antiseptic Use of Borax. Atkins. 453. Selected. 
—— as an Antiseptic. Mikulicz. 505-506. Se- 


lee 
The ee use of Iodoform in Dentistry. Tan- 
zer, V. L. 1107-1109. Selected. 


British Jnl. Dental Science, XXVI, 1883. 
The Action of Creasote. Atkinson, Wm. H. 461-465. 
Selected. 


British Jnl. Dental Science, XXVII, 
A New Antiseptic. (Listerine.) 216. elected. 
Carbolic Acid. French Frank. 262-264. Selected. 


Naphthalin as an Antiseptic. Fischer. ee 

Carbonate of Soda as an Antiseptic. Kirk. 413. 

lodoform in Dental Surgery. Bodecker, F. C. W 
416-419. Selected. 

Permanganate of Potash. Mayr, Charles. 848-849. 
Selected. 

Sanitas Oil; Its Uses. 965. Ed, 

Menthol. 1148. Selected. 


British Jnl. Dental Science, XXVIII, 1885. 

Antiseptic Powers of Permanganate of Potassium. 
Bartholow. 132. Selected. 

A New Antiseptic and Its Value in Practice. Scheller, 
Alex. 610-614. Selected. 

On the Availability of Certain Antiseptics in the 
Prophylactic Treatment of the Oral Cavity. Mil- 
ler, W. D. 804-807. 2 tables. Selected 


Calif. S. Den. Assen. Trans., 1882-83-84-85, 
Antiseptics. Asay, J.L. 147-151. 


Cosmos (Dental), XVIII, 1876. 
Iodoform. 222. 


smos (Dental), XX, 1878. 
Salicyiie Acid. Chase, Henry 8S. 239-240. 


Cosmos (Dental), XXI, 1879. 
Action of Iodoform. 4. 


Cosmos (Dental), XXIII, 1881. 
Eucalyptus Oil for Dressings. 54. 
Resorcin. 391-392. 


Cosmos (Dental), XXIV, 1882. 
What is Resorcin? 272-273. 
Hytooe. Dioxide. Harlan, A.W. 515-518. Disc. 


Iodoform. Sachs. 639. Disc. 639. 


onmos (Dental), XXV, 1883. 
Bad “Ritects of Iodoform. 49. 
The Action of Creasote. Atkinson, Wm. H. 93-97. 
ise. 97-98. 
Napthalin as an Antiseptic. 222. 


‘osmos (Dental), XXVI, 1884. 
peoheliine lodeform. Van Marter, J. G. &. 
Some Thoughts on Antiseptics. Howe, J. Morgan. 


265-269. 

The Chemistry of Disinfectants and Antiseptics. 
Mayr, Charles. 343-348. Dise. 348-357. 

Fugenol and Sanitas Oil. Harlan, A. W. 519-521. 
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Dental Office & Lab., V, 2nd Ser., 1881-82. 
Resorcin. Audeer, Justus. Oct. 2-3. Trans. Se- 
lected. 


tal Office & Lab., VII, 2nd Ser., 1883-84. 
Listens July. 2. 


Dental & Oral Science — 1878. 
Thymol, the New Antiseptic. 250. Teclected. 
Thymol. 303. Selected. 


Headlight (Dental), II, 1881. 
ees Oil for Dressings. Schulz. Jan. 4. Se- 
1 


Herald of Dentistry, III, 
Listerine. Gorgas, Ferdinand is a April. 18. Se- 
lected. 


t Practitioner (Dental), Il, 1881. 
Quinia n aationptie Treatment. Erichsen, Hugo. 
-240. 


Anti- tics and Disinfectants. 367-368. 
i iorion the New Antiseptic Preparation. 557. 


Selected. 


rater agit at Antiatnie Bains Wo Be 
The Proper Strength o ntisep utions 
"Used in Surgery. Andrews, Edmund. 455. Se- 
lected. 
Sulphurous ‘Acid as a Disinfectant. Wolffhugel. 485- 
486. Selected. 


Independent Practitioner (Dental), IV, 1883. 
Carbolic Acid. 45-47. Ed. 
Per-Oxide of Hydrogen. Harlan, A. W. 138-139. 
Listerine. 503. 
lodoform in Dentistry Truman, James. 553-555. 
Disc. 555-556. 
Ind: dent Practitioner (Dental), V, ~ or 
Naphthaline as an Antiseptic. 108. 
Iodoform in Dental Surgery. Bodecker, C. “Fr. W. 
139-141. 177-186. i table. 
Iodoform. Reinhold, A. J. 464. Corres. 


Independent Practitioner (Dental), VI, 1885. 
Listerine. SS. 
On the ‘Availability of Certain Antiseptics in the 
Proph or Treatment of the Oral Cavity. Mil- 
ler, WD 410-416. 2 tables. 


Items of Interest (Dental), I, 1879. 
Essential Oil. 8. 


Items of Interest (Dental), ITI, 1881. 
Carbolic Acid vs. Creasote. Brophy, T. W. 43. 


Items of Interest (Dental), IV, 1882. 
Eucalyptus Oil. 58. 
A New Antiseptic. 98. 


Items of Interest (Dental), V, 1883. 
The Essential Oils. Penrose, A. P. 297. 
Antiseptics. Penrose, Arthur P. 298-300. 
Brophy, T. W. 


Cages Acid and Creasote. 308- 
A Powerful Antiseptic. (Eugenol.) 313. Selected. 
Truman, James. 411-413. 


Iodoform in Dentistry. 
Dise. 413 


Items of Interest 1RR4. 
Carbolized Iodoform. Shen, 6 & “4 Selected. 
Carbolic Acid. Ellis, 
lodoform is One of AN eet F Non-Irritant Antisep- 
tics. 343. Ed. 
Antisepsis. Junkerman, G. 8. 435-437. “es 
lodoform in Dental Practice. Bodecker, C. F. W. 
439-440. Selected. 
The Bichloride of Mercury. Junkerman, D. 8. 46565. 
A Fine —— of lodoform. Johnston, A. P. 
‘orres. 


Items of Interest Pa » VII, 1885. 
Carbolic Acid. Ta 74-75. 
Antiseptics and * ninfectante. Lilly, EB. J. 333-336. 


Naphtbol. 


Peroxide of aa ‘Allport, W. W. 477-478. 


Jairus (Dental), V, 1884. 
Thymol as a Substitute for Carbolic Acid. Stewart, 
F. E. 38-39. Selected. 
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Bestel). ~ oan 
Colorless loding. : 7. lected 


Luminary (Dental), V, 1883-84. 
A New Antiseptic Process. 3. Selected. 


Missouri Dental Jnl., VIII, 1876. 
A = Words About — Acid. Gunther, R. 
320-321. Trans. Select 


Missouri Dental Jnl., IX, 1877. 
The Use of Salicylic Acid in the Household. 289-291. 
——_ for the Base of Salyilic Acid. 561-562. 
rans. 


Missouri Dental Jnl., X, 1878. 
Thymol. 465- 
The gpttnate Dressing of Prof. Lister. 


ected. 
Listerism in Paris. 5092-593. Selected. 


Missouri Dental Jnl., XI, 1879. 
Thymol. 175, 395. 
A New Antiseptic. 293-294. 
Sanitas, the New Disinfectant. ne. Selected. 


ssouri Dental Jnl., XII, 1880. 
Carbolie Acid and Creasote—Their Chemistry and 
Therapeutical Application to the Practice of 
oa Brophy, Truman W. 354-359. Disc. 


590-592. 


Missouri Dental Jnl., XIII, 1881. 

New Antiseptics. 474-475. 

The Oil of Eucalyptus as a Successor to Phenic Acid. 
Ottofy, Louis. 501-502. Selected. 


Missouri Dental ‘Bar xIV, 


A New Antiseptic. roglyceride.) 4 43. Ed. 
Chloralated Tincture ras Iodi we 


Decoloring Reddened Carbolic Acid. 
True Disinfectants. 328-330. Selected. 
New Disinfectant. 

Boro-Glyceride. 506. Tra 

Therapeutic Use of Senitas. 517-520. Selected. 


Missouri Dental Jnl., XV, 1883. 


A Powerful Antiseptic. ‘Jan. '29. Selected. 
New England Jnl. Dentistry, I, 1882. 
Antise; tien in Dentistry. 88-89. Ed. 
Carbolic Acid ass Creasote. 97-98. Criticism, 228- 
lected. 
Eucalyptol. Parmele, George L. 106. 
lodoform. 164. 


New England Jnl. Dentistry, Il, 1883. 
Eucalyptus. 26. 
Hydrogen Peroxide as an Antiseptic. 95. Selected. 
About Hydrogen Peroxide. 144. 


New England Jnl. Dentistry, ITI, 1884. 

True penaeteate. 65-68. Selected. 

Listerine. 74. 

Another Word About Antiseptics. 108. Ed. 

Antiseptics. 155. Ed. 

Corrosive Sublimate as a Germicide. 191-192. Ed. 

Bichloride of Mercury as an Antiseptic. 194. Ed. 

Listerine. 235. 

Antiseptics. 244-245, 250-251. Ed. 

Semeqaste < ~~ are, Charles. 277-281. 
nfectants an ntisept r, Charles. - 
298. Disc. 206-200. Selected.” ad 


New York Odon —- Soc. Trans., 1884. 
come » wea eues on Antiseptics. Howe, 7. Morgan. 


The + om of Disinfectants and 
Mayr, Charles. 51-59. Disc. 650-66. eae 


New York State Den. Soc. Trans. 
Carbolic Acid. French, Frank. rH 80. "i. 39-41. 


A New Antise ca $0. 
Anti-Septics. Selected. 


Dental, Knightstown, ’ 
New ye BH for Susgical Use. Nov. ~. 


News, 


1882-83. 
Selected. 
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New, (Dental, Knightstown, Ind.), VII, 1884-85. 

Iodoform in Dental Surgery. Bodecker, c F. W. 
73-75. Selected. 

Pugeree of lodoform. Johnston, A. P. 79-80. 


Sodium Carbonate as an Antiseptic. May. 9. Selected. 


Odontographic Jnl., Ill, 1882-83. 
A New Antiseptic. Lo ag Soa 27. Selected. 
Is Tobacco an Antiseptic? rench, Frank. 47-49. 


Odontographic Jnl., IV, 1883-84. 
Carbolic Acid. ‘French, Frank. 73-82. 
To Deodorize Iodoform. 98-99. Selected. 


graphic Jnl., V, 1884-85. 
The — or Peroxide of Hydrogen in Dental Surgery. 
Harlan. 28-29. Selected. 


Ohio State Jnl. Den. Sci., I, 1881. 
Iodoform. 19-20. Ed. 
Salicylic Acid. 32-33. Ed. 


Ohio State Jnl. Den. Sci., III, 1883. 
Oxygenated Water. 66-69. Trans. 


Ohio State Jnl. Den. Sci., IV, 


Antiseptics and Disinfectants. Lilly, E J. 368-372. 
Antiseptics and Disinfectants. 435-436. Ed. 


Ohio State Jnl. Den. Sci., 1885. 
Some Seine F Regarding Disinfectants. Sternberg, 


Disinfection. (re “Antiseptics.) 485-491. Selected. 


Pennsylvania State Den. Soc. 
Antiseptics in Dentistry. Litch, Wilbur a 33-40. 
Dise. 40-43. 


Pennsylvania State Den. Soc. T 


rans., 1883. 
nee in Dentistry. Truman, James. 14-21. Disc. 


Practitioner (Dental), I, 1883. 
Glyceroborate of Calcium and te Glyceroborate of 
Sodium. Le Bon, M. G. Selected. 


Practitioner (Dental), II, 

The Use of Boroglyceride in ‘Dentistry. Pike, Charles 
> 34-37. lIodoform. Peirce, C. N. 97-99. Ab- 
stract. 


Practitioner (Dental), III, 1885. 
Pathology, Therapeutics and Materia Medica. (An- 
tiseptics.) Harlan, A. W. 275-277. Selected. 


Record (Dental), II, 1882. 

Therapeutic Use of Sanitas. 487-492. 

Therapeutic Use of ~~~ Peroxide. Harlan, 
A. W. 492-495. Selecte 

Antiseptic Treatment. _ -Tillstone, H. 6510. 
Selected. 


Record (Dental), III, 1883. 
Antiseptics. Penrose, Arthur P. 3-10. 
Carbolic Acid. 106-107. Selected. 
Caygeneese Water. (Use as an Antiseptic.) Harlan, 
W. 113-115 Trans. 
ax S.. x, Dentistry. Truman, James. 508. Ab- 
t. 


strac 
The Disinfecting Power of Antiseptics. Le Bon, G. 
500-510. Abstract. 


Record (Dental), IV, 1884. 
Iodoform in Dental Surgery. Bodecker, C. F. W. 
189-190. Abstract. 


Record (Dental), 

On the Availability of Certain Antise oe in the 
Prophylactic Treatment of the Oral Cavity. Mil- 
ler, W. B. 289-204. tables. 

sates « and Disinfectants. Lilly, E. J. 379-380. 

st 

Antiseptics in — Surgery. Harrison, F. 510. 
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Register (Dental), XXX, 1876. 
Disinfectants and Disinfection. Waller, EB. 48-49. 


Selected. 
Lister's Treatment of Wounds by the Antiseptic 
Method. Smith, Thomas. 264-268. Selected. 


Register waxy XXXI, 1877. 
Carbolic Acid. 25-26. 


Register (Dental), XXXIV, 1880. 
A New Antiseptic. 140-141. Selected. 


Register (Dental), XXXV, 1881. 
Perfumed Carbolic Acid. 72. 
The Pharmacology of Chloral Hydrate. 200. Se- 


lected. 
Hints for Using Ilodoform. Walker, B. M. 515. Se- 
lected. 


Register (Dental), XXXVI, 1882. 
Salicylic Acid as a Prophylactic. 44. 
General Acceptance of Antigeptic Methods. 85. Se- 


lected. 

The Essential Oils; and way tus Globulus in 
Dentistry. Harlan, Ww. -170. 

oes? and Its Employment in “eepestion. 309. 


Eucalyptus. Parmele, Geo. L. 453-456. Selected. 
Sulphurous Acid as a Disinfectant. 510. Abstract. 
Peroxide of Hydrogen in Surgery. 568. Selected. 


Register (Dental), XXXVII. 1883. 

Come Impurities. Bedford, P. W. 34-36. Se- 
ect 

Antiseptics. 83-85. Selected. 

The Value of Antiseptics. Jessop, T. R. 87-88. Ab- 
stract. 

Lister and the Spray. Lister. 451. Selected. 

The Disinfecting Power of Antiseptics. LeBon, G. 
487-489. Selected. 


Register (Dental), XXXVIII, 1884. 
Carbolic Acid. Meyke, W. 51. ted. 
A Good Antiseptic. (Listerine.) 52-53. Ed. 
Corrosive Sublimate as an Antiseptic. 142. Selected. 
Iodoform Intoxication. Hayes, P. J. 146-147. Se- 


lected. 
Carbolle Acid. French, Frank. 173-184. 
Antiseptics and Disinfectants. Lilly, EB. J. 402-407. 
Carbolic Acid. -413. 
To Disguise the Taste of Iodide of Potash. 448. 


Selected. 

Iodoform in Dental Surgery. Bodecker, C. F. W. 
449-460. Selected. 

——, Macdonald, Archibald D. 567-568. Se- 
ec 


Register (Dental), XX XIX, 1885. 
Listerine. %-55. Ed. 
The Cheapest Antiseptic. Pasteur, M. 92. Selected. 
Aseptol, The New Antiseptic. 141-142. ected. 
Chlorine, Bromine, and Iodine as Disinfectants. 
Rohe, Geo. H. 199-200. ected. 
Peroxide of Hydrogen. Wallian, 8S. S. 202. Se- 


lected. 
Iodol. “Oat. Selected. 


Review (Dental, Gunshot, Mich.), I. 1884. 
Boro-Glyceride. Barff. 15. Selected. 


Southern Dental Jnl., 1882-83. 
True 4-45 376- Selected. 
Sanitas Oil. 523. Selected. 


Southern Dental Jnl., II, 1883-84. 
A New Remedy. (Eugenol.) Redman. 127. Se- 


lected. 
Listerine. Wales, Philip S. 306-307. Selected. 
a, Donte Jnl., Til, 1884-85. 
Listerine. Ed. 


Carbolic acid, Uses of. French, F. 79-83. Selected. 
Listerine. Spalding, C. W. 100. Selec 

Peroxide of Hydrogen. Chace, James. 114. Corres. 
Sodium Carbonate as an Antiseptic Selected. 
Menthol. 419. Selected. 

Aseptol. 524. Selected. 


Southern Dental Jnl., I 
A Substitute for Carbolic ela. id. (Naphthol.) 388- 
389. Selected. 


exas Dental Jnl., II. 1884, 
pr 4 and Disinfectants. 50. Selected. 
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General Articles. 


See 615.7811, Nitrous Oxide; 615.7812, Chloroform; 615.7813, Ether; 615.7815, Other general anes- 


thetics ; 615.7816, Local anesthetics. 


Advertiser (Dental), XI, 1880. 

Anaesthesia: Its Dangers and How to Meet Them. 
Ranney. 153-154. Selected 
American Dental Assn. Sone, 1876. 

Sleep vs. Anaesthesia. Cassidy, J. 8S. 107-110. 
American Dental Assen. Trans., 1880. 
Report on Anaesthesia. Barrett, W. C. 

Dise. 115-124. 


American Dental Convention Trans., 1877. 
Report of the Committee on Anaesthesia. Thompson, 


100-115. 


, & -73. 
The Effect of Anaesthetics on the Human System, 
as Evidenced 2” Spectroscopic Observations. 
Waterman. 75-92. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Selected. 


The Discovery of lanatnalin 46. ec 
Anaesthetics for Dental Operations. Perine, George 
H. 481. Abstract. Dise. 482. 
can Jnl. Den. Sei., XI, 3rd Ser., 1877-78. 


Ameri 

The Discovery of Anaesthesia. Sims, J. Marion. 
55-69, 114-121. 

Action of eee on Muscles and Nerves. 140. 


Selecte 

Spectroscopic Analysis. Waterman, S. 249-252. Disc. 

Scientific Theories vs. Observed Facts. (Use of the 
Spectrum in Demonstrating the Action of Ana- 
a ony Agents on the Blood.) Hodgkin, J. B. 
257-261. 

The Effect of Anaesthetics Upon the Human System, 
as Evidenced b Spectroscopic Observations. 
Waterman, 8. 1- 518-519. Ed. 


American Jnl. Den. Sci.. XII, 3rd Ser., 1878-79. 
Inquiries Concerning Anaesthetics. 39-42. Selected. 
Anaesthesia and Anaesthetics. Thompson, H. C. 


323-326. Selected. 


The Action of Anaesthetics. 
429. Selected. 


Deaths From Anaesthetics. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 

Anaesthesia and Anaesthetics. Caldwell, "John J. 
102-106. 

The Prevention of Fatal Accidents From Using 
Anaesthetics. 142. Selected. 

New Experiments in Anaesthetics. 190-191. Se- 
lected. 

Another Discoverer of Anaesthesia. 526. Selected. 


American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 
Precautions in Anaesthesia. Chisholm. 46. Selected. 
Anaesthesia in Dentistry. 188. Selected. 
Anaesthetics in 1651. Guichet. 335. Selected. 

American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
Relative Action of Anaesthetics. 18-23. Selected. 

American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
Should Anaesthesia be Resorted to for Extracting 

Teeth? Coyle, J. H. 6-71. Selected. 

General Anaesthesia is Scarcely Justifiable in Ex- 
traction of Teeth. Hardeman, J. 207-213. Se- 
lected. 

Archives of Dentistry, I, 1 
Physiology of Anaesthesia oo a the Best Methods of 

Resuscitation. Coyle. ‘ 


Brief (Dental), I, 1881-82. 
The Use of Anaesthetics. Cronin, P.S. April. 


British Dental Assn. Jni., I, 1880. 
Administration of Anesthetics. Braine, Woodhouse. 
574-575. Selected. 


British Dental Assen. Jal., III, 1882. 
Paul Bert on Anaesthetics. 84-85. Selected 
Danger of Giv an Anaesthetic and 

Single- Handed. Coleman, Alfred. a 
Deaths From Anaesthetics. 134-135. d. 

British Dental Asen. Jnl., TRS4 
Anaesthetics, and Their adminiotration. 

W oodbouse. -746. 


British Jnl. Dental Stone, = 
Anaesthetics, Underwood, A. 


29-30. 


7 Operating 


Braine, 


1876. 
108. tit 


Dental Anaesthetics and Dental Seageene. 339-341. 


Criticism, 341-342. Corres. Selected 


British Jnl. Dental Science, XX, 1877. 
Death From Anaesthetics. 465- 498. 
Dental Operations in Relation te ian. Cole- 
man, Alfred. 559-564, 555- — 703 - 


British Jnl. Dental Science, 1878. 
The Action of Anaesthetics. ee 230° Selected. 


British Jnl. Dental Science, XXII, 1879. 

The Recent a of the Committee of An- 
aesthetics. Morison, J. Crooks. 54- 

The on of Anaesthesia. Sowea, Edward J. 


British Jnl. Dental Science, XXIII, 1880. 
Response ct Sas Dentay Practitioners re Anaesthet- 


Abstract of a Repo y on the Effect of Certain An- 


aesthetics on the wee we 4 A ee tion. New- 
— David. 738-744. 1 ie. 838-843. - 
ect 
— ey Their Position and Prospects. 820- 
076-1078. 


916-925, 970-978, 1025-1030, 

On Seneititite During Insensibility Under the Influ- 
om Anaesthetics. Ward, Paul. 853-854. Se- 
lecte 

Anaesthesia: Its Dangers, and How to Meet Them. 
096-1097. Selected. 


British Jnl. Dental Science, XXIV, 1881. 
Anaesthetics. 17-20. Ed. 


The Administration of Anaesthetics. Saundby, 
Robert. 25-29. Selected. 

The Report of the Committee on the Action of 
Anaesthetics. 29-31. Selected. 

er of Anaesthetics. Braine, Woodhouse. 


69-70. Selected. 
Ansesthetics. Turner, R. B. 383-390 
The Physiology of Anaesthetics. Bartholow. 
41. Selected. 


British Jnl. Dental Science, XXV, 1882. 

Recent Researches on Anaesthetics. Bert, M. Paul. 
251. Selected. 

The Danger of Giving an Anaesthetic and Operating 
Single Handed. Coleman. 296. 

Collective Apparatus for Administering Anaesthetics. 
Freeman, 692, 1 illus; 1203-1204, I illus. 

Annotations on Anaesthetics. Osborn, Samuel. 1182- 
1187. I illus. Selected. (Cont. in Vol. XXVI.) 


British Jnl. Dental Science, XXVI, 1 

Aunotations on Anaesthetics. (Cont. from Vol. XXV.) 
Osborn, Samuel. 25-28. 75-77, 172-175, 219-222. 
Selected. 

An Abstract of Statistics on Anaesthetics in Relation 
to After-Sickness and Death-Rate. Gunn, 
Marcus. 693-695. 

Easy Production of Anaesthesia in Cases of Oper- 
ation About the Front of the Jaws. Duplouy. 
1066-1067. 

The Experimental Stud y of A 7 Action of Anaesthe- 
tices. Buxton, Dudley 1093-1007, 1141-1144. 
(Cont. in Vol. XXVII. 5 


Materia Medica. (Anesthetics.) Stainer. 1104-1109. 

Anaesthesia. war Kenneth. 1170-1771. (Cont. 
in Vol. XXVII.) 
British Jnl. Dental Science, XXV 

Anaesthesia. (Cont from Voi. xxvii) M McAlpin, 
Kenneth. 15-16, 57-60. 

The Experimental Study of Agnesticties. (Cont. 
from Vol. XXVI.) Buxton, Dudley W. 143-147. 


The After Treatment of Narcosis Due to Anaesthetic 
Agents. Buxton, Dudley W. 191-194. 
baa From Anaesthetics During 1883. Jacob. 257- 


Selected. 
Another Danger With Anaesthetics. Blalock. 409. 


Selected 

Fatalities During the Administration of Anaesthe- 
ties. 11 OT. Ed. 

Anaesthetics and Their Adminstration. Roberts, J. 
William. 1131-1135. 

Anaesthesia. Braine. Woodhouse. 1151. 

Hysterical Hallucinations. (re Anaesthetics.) 1152. Ed. 
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British Jnl. Dental Science, XXVIII, 1885. 
Anaesthetics and Their Administration. Roberts, J. 
William. 23-26. 
Apparatus for Preventing Asphyxia Dedng, Com 
— About the Mouth. Duplay 


Some _ = on Anaesthetics From a Chemical 
and re Point of View. Leffmann, 
Henry. 285-290. Selected. 

Emergencies of Anaesthetising,_ and How to Meet 
Them. Buxton, — ee 769-774. 817-825, 
885-893, 925-930. ft .. on, 923. 

The Practice of Artificial Anaesthesia Local and 
General. Buxton, Dudley W. 979-985, 1019-1030. 


osmos (Dental), XVIII, 1876. 
The Wee of Anesthetics in Extraction of Teeth. 


Sureical Anaesthesia in Children. 164. 
The Employment of Anaesthetics in Dentistry. 223. 
The Discoverer of Anaesthesia. -329. 


106- 


The History of Modern Anaesthesia. 330. 

Dental Anaesthetics and Heart Disease. 376-377, 377- 
378, 378-379, 379-380. 

Dental Anaesthetics and Dental Surgeons. 380-381. 

Dental Anaesthetics and Heart-Disease. 495-496, 496- 


Anesthesia. Lawrence, A. 535-536. Disc. 536-539. 

Denta! Anaesthetics and Dental Surgeons. 665-666. 
Cosmos (Dental), XIX, 1877. 

Sleep vs. Anesthesia. Cassidy. "73-75. Dise. 75-77. 


Cosmos (Dental), XX, 1878. 
Nitrite of Amyl in Asphyxia. Gage, F.F. 407-408. 


Cosmos (Dental), XXII, 1880. 
Effects of Local Irritation on Pain. 164-165. 
—a ts of Anesthetics on the Circulation. 214- 


Their Position and Prospects. 451- 


The Safety of —— ae | sq. 452-453. 
Anesthesia. Barrett, W. 25-639. Dise. 660-661. 
662-663. 


sae: $ 


Cosmos (Dental), XXIII, 1881 

Galvanic Battery in Case of Suspended Animation 
During Anesthesia. 9. 

Galvanic Battery in Case of em 4 Animation 
During Anesthesia. Scott, J. 


Cosmos (Dental), XXIV, 1882. 
A New Danger in Anesthesia. 
Piece of Chewing Tobacco.) 
Another Danger With Anesthetics. 
of Carrying Pins in Mouth.) 
672. 


Cosmos (Dental), XX VII, 1885. 
Anesthetics and Their Administration. 62-63. 
Some Observations on Anesthetics From a Chemical 


(Death Caused by 
554-555. 

(Patient in Habit 
Beacock, D. V. 


and Physiological Point of View. Leffmann, 
Henry. 104-108. Disc. 108-116. 
255-256. Ed. 


Proprietary and Mixed Anesthetics. 
Vegetable Anesthetic. 319-320. 


Dental Eclectic, I, 1885. 
Summary of Anaesthetics. 
23. Abstract. 


Richardson, B. W. Sept. 


Dental Office & Lab., II, 2nd Ser., 1878- 
Is It Safe to Take Anaesthetics ? Farrar, J. Z July. 
1-2. Selected. Correction, Oct. 4. 


Dental & Oral Science Magazine, I, 1878. 

The Effect of Anaesthetics Upon the Human System, 
as Evidenced by Spectroscopic Observations. 
Waterman, 8S. 162-169. Selected. 


Dental Student, (Warsaw, Ind.), I, 1884. 
Anaesthetics. July. 9. Ed. 


Facts (Dental), I, 1885. 
— Regulating the Administration of Anaesthetics. 
an. 


Headlight (Dental), III, 1882. 
Anaesthetics. March, Henry. 53-56. Selec 
Anaesthetics in Dentistry. Summers, T. O. 
Anaesthetic Statistics. Andrews, BE. 130. 


ted. 
112-114. 
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it (Dental), VI, 1885. 
Practical Observations. ‘Cansesthetics.) Gambati, 
O. F. 108-111. Corres. 


Herald of Dentistry, II, 1882-83. 
Epilepsy and Dental Surgery. (re Administration of 
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ected. 


Dental Office & Lab., IX, 2nd Ser., 1885. 
The Practice of Extracting With Nitrous Oxide Gas 
oe a apqeaity. Thomas, John D. July. 1-2. 
Dise. 2- 
ae om ye Anesthetic Company's “Vapor.” 


Iron Enameled Retorts for the Preparation of Laugh. 


ing Gas. Kuhns, C. Oct. 6 Trans. Selec 
Facts (Dental), I, 

Natural Nitrous Oxide. or > haenins Gas. Jan. 16-17. 
Selected. 
Headlight (Dental), III, 1882. 

Death From Nitrous Oxide. 30. Selected. 


Headlight (Dental), IV, 1883. 

Discussion on What If Any, Are the Unfavorable 
Results Following the Administration of Nitrous 
Oxide Gas? 28- Selected. 

The Legal and Moral Responsibility of Dentists in 
the Administration of Nitrous Oxide Gas. Os- 


mun, J. Allen. 126-134. Selected 


Headlight (Dental), VI, 1885. 
Nitrous Oxide Gas as an Anaesthetic. 


Noel, L. G. 


Herald of Dentistry, I, 1881-82. 
Nitrous Oxide as an papenpetec in Squint Operations. 
Brailey, W.A. Sept. 5. 


Herald of Dentistry 
An Anaesthetic Car. "(Bor Giving Nitrous Oxide.) 
July. 4-5. Selected 
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Herald of Donte Ill, 1883-84. 

An Anesthetization With Nitrous Oxide and Air, or 
Nitrous Oxide and Oxygen Under Pressure. 
Howland, E.P. Oct. 1-2. 


Independent Practitioner (Dental), II, 1881. 
aang Oxide Gas. Turnbull, L. 387-391, 461-473. 
us. 


Independent Practitioner (Dental), 
The Legal and Moral Responsibility x Vp aatiots in 
Xi administration of Nitrous Oxide Gas. Os- 


J. Allen. 404-412. Disc. 485-487. 
new ‘Liquid Gas 1 aretes and Dental Cabinet. 
Wilkerson, B. M 


1 
The Application of Nitrous Oxide and Air, or_Ni- 
trous Oxide and Oxy ge , Under Pressure, to Pro- 
duce Anaesthesia in Persons for Dental and Sur- 
gical Operations. Howland, E.P. 455-460. 


Independent Practitioner (Dental), 
The tty ggg oo Application of Nitrees ‘onide Gas. 
272- Selected 


Independent Practitioner (Dental), VI, 1885. 
The Administration of Nitrous Oxide. Braine, Wood- 
house. 112. Selected. 


Items of Interest (Dental), III, 1881. 
Nitrous Oxide Kept. 36. 
Keeping Gas. Hazeltine, A.A. 51. Remarks, 51. 


Items of Interest (Dental), IV, 
Nitrous Oxide in Sensitiveness of = Roof of the 
Mouth and of the Teeth. Rich, J.B. 50-51. 
Keeping Gas. Crane, Samuel. 70. orres. 
Advances in the Compression and Liquefaction of 


ases. Poe, Geo. 87-88, 118. 
Nitrous Oxide in Sensitive Teeth. Rich, B. 115. 
Items of Interest (Dental), V, 1883. 
trees Oxide, as a Gas and a Liquid. Parkinson, 


H. 89-91. Selected. 
Anaesthetics in France. Citizens Guide Gas.) 121. 
325-326. Ed. 


Effects of Inhaling Oxygen 
The History of Nitrous Oxide Gas. 
Nitrogen Monoxide. Warin. 462-464. 
Items of Interest (Dental), VI, 1884. 
Preparation of Nitrous Oxide Gas. 395. Selected. 
Laughing Gas and The Ohio Dental Journal. 602-606. 
Items of Interest (Dental), VII, 1885. 


Death From Nitrous Oxide Gas. 308 - 309. 
Action of om oxigen Werner, G. w. 430- 434. 
J. 


rnecrernnlney a lt 
suscep y o trous Nex 179-180. 
Nitrous Oxide Gas. (N2O.) 260-267. Selec =_ 


Jairus (Dental), 


Narcosis by Nitrous Oxide” 18-19. Selected. 


Johnstons’ Dental Miscellany, 

Foe Bieme- = mowere. F. EB. 16- ‘is 
n perations in Relation t - 
ey ge F n o Anaesthetics. Cole 


Johnstons’ Dental Miscellany, VII, 1880. 
Some Physiological Observations on Nitrous Oxide. 
Warner, J.G.W. 222-224. Dise. 302-304. 


Anaesthesia. 413- 416. 


Johnstons’ Dental Miscellany, VII, 

Nitrous Oxide as an Anaesthetic in Banlicies. wil- 
liamson. W.H. 36-37. Selected. 

Nitrous Oxide Gas. 37. Abstract. 

Nitrous-Oxide Gas. Barrett. 417-418. Disc. 455-456. 
Kentucky State Den. Assn. 

Discussion on Anaesthetics. 21- a wae 


nary (Dental), I, 18 


79-80, 
Nitrous « Oxide. Holmes, J.P. (and W.R. Holmes.) 


Luminary (Dental), ITT, 1881-82. 
Death From Nitrous Oxide. 91. Selected. 





NITROUS OXIDE AND OXYGEN 


y (Dental), IV, 1882 
Nitrous —+- 4 Reeve, F.C. 


Dental), V, 
2. Selected. 


1882-83. 
91. Selected. 


Luminary ( 
Nitrous Oxide. 

Missouri Dental Jni., VIII, 1876. 
Johnston's Gasometer. 185-187. 1 illus. Ed. 


Missouri Dental Jnl., IX, 1877. 

Nitrous Oxide. Thompson, H.C. 18-20. Selected. 
Anesthesia—Nitrous Oxide and Ether Combined as 
Anesthetics. Clover, F. T. 150-151. Selected. 

Discussion on Nitrous Oxide. 285-287. Selec’ 
Pay teeees oe and Therapeutics of Nitrous 


398 
Nitrous Oxide and Its Administration. 418. Ab- 
stract. 


ssourl Dental Jnl., X 
Nitrous’ Oxide Gas—Is It Bonaeecst Wilson, I. P. 


Misso Dental Jnl., =e, a 

pom 4 312-314. Selec 

Prof. Bert's New pt ee Nitrous Oxide.) 314- 
315. Selected. 


Nitrous Oxide Gas—How to Test Its Purity. Jones, 
Walter George Gordon. = Selected. 
Nitrous Oxide. . 678. Dise. 679. 


Missouri Dental Jnl., XIII, 1881. 
The Behavior of Patients Durin the Administration 
of Nitrous Oxide Gas. Lyddon, George. 74-75. 


Oxide. 268-270. Selected. 


erner, J.G. W 


Dise. 75-77. 
Anaesthesia—Nitrous 
Missouri Dental Jnl., XIV, 1 


1882. 
Anaesthesia by Protoxide of Nitrogen. 
lected. 


136-137. Se- 


onthly Review of Den. Surgery, V, 1876-77. 
The Mention of Nitrous Oxide. Parker, Adams. . 
“Medical Examiner” On the Death of a Manchester 
Surgeon From Nitrous Oxide Gas. =a Ed. 
Remarks, 532-537, 576-577, 589. Cor 
Death Under the Administration of Nitrous Oxide 
and Ether. 524. Selected. 


Monthly Review of Den Ouegery. VI, 1877. 
History of the Anesthetic 4 (Nitrous Oxide.) Shaw, 
S Tees 183-186. Reply, 226-230. Answer, 
fi) 
On the Discovery of Anaesthesia. Sim, Marion. 283. 
Abstract. 


Monthly Review of Den. Surgery, VII, 1878. 
Miotory of the Anaesthetic Gas. (Cont. ~ Vol. 
VI.) Shaw, 8S. Parsons. 5-11. 


thly Review of Den. Surgery, VIII, 18 
New Form of India Rubber Face Piece for Aaminis- 
tering Nitrous Oxide. Coleman. 
Nitrous Oxide Gas. Jones, Walter George. 453. 


New England Jnl. Deatiews. 
mm of Mind Over Bod (An >» With 
N:O Gas.) Wallis C. J. 150. Selected. 


New England Jnl. Dentistry, III, 1884. 
Nitrous Oxide. 218. Ed. 
The Later Anesthetic. (N20.) 474-475. 


Jersey State Soc. 
The yo and Moral . esibility.. of  pentists in 
the Administration of Nitrous-Oxide Gas. Osmun, 
J. Allen. 174-180. Dise. 180-182. 


News, (Dental, Knightstown, Ind.), III, 1880-81. 
Explosion & Nitrous Oxide Gas Cylinders. 51. Se- 


lected. 
Nitrous Oxide Gas. Osmond. 76. 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
Death From Nitrous Oxide. 137. Selected. 


News, (Dental, Knightstown, Ind.), VI, 1883. 
Nitrous Oxide and Chloroform as an ‘Anesthetic. 
Boggs, Alex. Nov. 3. Selected. 


ontographic Jnl., Il, 1881-82 
Experiments with Nitrous Oxide and Carbonic Acid. 
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Odontolog. Soc. Trans., IX, 2nd Ser., 1876-77. 
Death of a Manchester Surgeon From Nitrous Oxide 
Gas. Coleman. 182-184, 218-220. Disc. 184-190. 


Odontolog. Soc. Trans., XIII, 2nd Ser., 1880-81. 
On the Behavior of Patients Under Nitrous Oxide 
Gas. Lyddon, George. 30-33. Disc. 33-36. 


or). Soc. Trans., XIV, 2nd Ser., 1881-82. 
for Preparing and Adminis- 
Coleman, Alfred. 40- 





tering Nitrous Oxide Gas. 
54. 3 illus. Dise. 55-57. 


Odontolog. Soc. Trans., XV, 2nd Ser., 
Pressure Escape uieter for Nitrous 
Cylinders. Coffin, Walter. 218-220. 


Odontological Soc. Penn. Trans. 
The Practice of Extracting With a Oxide Gas 
ry Speciality. Thomas, John D. 75-81. Disc. 


Fy “Gas 


Ohio State Dental Soc. Trans., 1876. 
Nitrous’ Oxide. Horton. 59-62. 


Ohio State Jnl. Den. Sci., I, 
Anaesthesia—Nitrous Oxide. Wate, Geo. 66-73. 135- 


Vitalized Air. Alias Nitrous Oxide Gas. 216-218. 
orres. 
Vitalized Air. 362-364. Ed. 


Ohio State Jnl. Den. iil, 
On the Physiological Action oF »— 
Ground, Edwin. 470-474. 


Oxide. 


Ohio State Jnl. Den. Sci., 
ee 4 cone of . Ry ‘oxide Gas. Light- 


Death em Nitrous Oxide Gas. 294-295. 388. Vol. 
V, 79-81. 


Ohio State Jnl. Den. Sci., V, 
A —_ = ee (Laughing Gas an the Ohio Dental 


) 
Nitrous Oxide = ‘Pregnancy and Old Age. 438. Se- 
lected. 


Practitioner (Dental), I, 1883. 
Nitrous Oxide a as an Anaesthetic. 112. Selected. 
Paul Bert's Procedure for Producing General An- 
aesthesia Through Inhalation of Nitrous Oxide 
by | a. nder High Pressure. Gottstein, 
W.H. 187-190. Trans. 


Record (Dental), II, 
A Tell-Tale. (For N2O Administration.) Pedley, G. 
Economical Processes of Preparing and xe —4 
tering Nitrous Oxide Gas. Coleman. 36-37. 


Using Nitrous Oxide When Working Upon Sensitive 
ntine. Rich. 214-215 
Automatic Gas Stop Valve. 524. 
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Record 


(Dental), III, 1883. 
Damage to the Heart From the Inhalation of Ni- 
Selected. 


trous Oxide. Ottley, Walter. 63-64. 
Nitrous Oxide and Ether. 237. 
Prolonged Anaesthesia by Means of Nitrous Oxide. 


287. 

Contrivance Designed to Silence the Noise of Liquid 
Nitrous Oxide ‘5 — From the Bottle to 
the Bag. Coffin, 

peg. oe ing the KL aminiotrotion of Nitrous Oxide. 


Record (Dental), IV, 
Death From Nitrous Bg 
Corres. 


Fagge, Leonard. 46. 


Record (Dental), 
Death From Inhaling Nitrous Oxide. Shurtleff, A. J. 
330-331. Abstract. 


Register (Dental), XX XIII, 1879. 

On the Possibility of Producing, by Means of Pro- 
toxide of Nitrogen, Prolonged Insensibility, and 
on the Innocuous Qualities of This Anaesthetic. 
Bert, M. Paul. 241-245. 


Register (Dental), XXXV, 1881. 
Anaesthesia—Nitrous Oxide. Watt, Geo. 458-466. Se- 


lected. 
Nitrous Oxide. 483-484. Ed. 


Register (Dental), XXXVII, 1883. 
Nitrous Oxide and Chloroform as an Anesthetic. 
Boggs, Alex. 505. Selected. 


Register (Dental), XX XVIII, 
The Therapeutic A of Nitrous Oxide Gas. 
Klilowitsch, S. Selected. 


Register (Dental), XXXIX, 1885. 
Serious Effects of Laughing Gas. 100. Selected. 


Southern Dental Jnl., I, 1882-83. 
— Oxide, Used to Overcome Extreme Sensitive- 
ness During Operations. Rich. 21-24. Selected. 
Nitrous Oxide. Reeve, F. 384. Selected. 


Southern Dental Jnl., Il, 1883-84. 
Influence of Mind over Body. (Case of NeO Admin- 
istration.) Wallis, C. J. B. 212-213. Selected. 
Nitrogen Monoxide. Freidrichs, A.G. 314-318. 
—. A+ ge F-E, Administration of Nitrous Oxide. 


Southern Dental Jnl., 

A Case of Asphyxia Durin 
Oxide Gas. Ground, 
Answer, 162. 


Seuthern Dental Jnl., IV, 1885. 
The Administration of Nitrous Oxide. Braine, Wood- 
house. 39-40. Selected. 
Death From Nitrous Oxide Gas. 88. Selected. 
Pre oration of of a Oxide. Cazeneuve, P. 
ecte: 


Texas Dental Jnl., I . 
Nitrous Oxide. Reeve, F 


1884-85. 
ithe inhalation of Nitrous 
Edwin. 84-85. Selected. 


337- 


14. Selected. 
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See also 615.781. 


Advertiser (Dental), XV, 1884 
Death in a Dental Chair. (Chloroform Anaesthesia.) 
49-51. Selected. 


ser (Dental), XVI, 


Adverti 
Anaesthetics. (Chloroform.) as “89. Selected. 


Alabama State Den. Assen. Trans., 1 
Death from Gaiam. Ewbank, A. 5. Dise. 26. 


American Dental Assn. Trans. 
Diceuusee on Anaesthesia. (N30 Rg * Chloroform.) 


American Jnl. Den. Sci., IX, 3rd Ser., 1876. 
a «4 the Jaw for Chioroform Narcosis. 525. 


aay, . Prevent Chloroform Asphyxia. 571. Se- 
t 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
am ~ I, Chloroform. 34-35, ” 983-284, 378-279. | Se- 


Death’ From Chloroform. 335, 431, 518- rn _cepaates. 

Chloroform and Dentistry. 464-467. 

Venous Pulse and Habitual Symptom = “tae °Physio- 
logical Action of Chloroform. 576. Selected. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 

A New Dental Inhaler. (For Use of Chloroform.) 
87. Selected. 

The Dangers of Chloroform. 121-125. Selected. 

Death From Chloroform. 140, 144, 191. Selected. 

Nelaton’s Method of Resuscitation From Chloroform 
Narcosis. 142. Selected. 

Mode of Administering Chloroform. 143. Selected. 

Nussbaum’s Narcosis. 191-192. Selected. 

Chloroform and Ether in Their Medico-Legal Re- 
lations. 229-231. Selected. 

Anaesthesia. Thompson, H. C. 248-249. 

Death From Chloroform Averted by the Inhalation 
of Nitrite of Amyl. 477-478, 1 

What Anaesthetic Shall We Use? 
J. 505-511, 529- 


Unusual Action of Anaesthetics. 


\ ected. 
Chisholm, Julian 
522-523. Selected. 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
Chloroform and the Dentists. 140-143. Ea. 
The ee ag Use of Chloroform and Morphia. 286. 


Abst 

—, a of Chloroform Narcosis. 286. Se- 
ecte: 

Chloroform—Rules for Administration. 335. 

Tur ame Vapor in Accidents From Chloroform 
a 384. Selected. 

Anaest etic For Children. 477. Selected. 

The Use of Chloroform in Dental Operations. 
552. Selected. 


542- 


American Jnl. Den. Sci., XIV, 3rd Ser., 1880-81. 
meow, 4 to Test Chloroform. Regnauld, J. 189. 


The Administration of Chloroform. 
Richard L. 225-233. lected. 
Watching the Pulse During the Administration of 

Chloroform. Munro. 283-284. Selected. 


Macdonnell, 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
Death During Chloroform Inhalation. 409-416. 
On the Cause of Death Under Chloroform. Hachen- 

berg, G. P. 515-517. Selected. 


1882-83 


American Jnl. Den. Sci., XVI, 3rd Ser., 
176-180. Se- 


Ether vs. Chloroform. Teale, Pedgin. 
lected. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
naw in Administering Chloroform. Chisholm. 41- 
Hot Water a Restorative in Chloroform Narcosis. 
Holmes, A. 239. Selected. 
Another Death From Chloroform. 288. Selected. 
Death in the a Chair. (Chloroform and Ether.) 


471-473. 
Best Method of Producing Spee. (Chloroform 
and Ether.) 527-528. ected. 


ar ey of Dentistry, I, 

Narcosis by Chloroform, by Bther, ant Nitrous Ox- 
ide. eudorfer. 45-46. Abstract. 

Proportion of Chloroform in the Blood of an Anaes- 
thetized Animal. 84. Trans. 

New Process of Anaesthesia oy Chloroform. Pey- 
raud, M. 84-85. Trans. 

os ~ A. Terminate Chloroform Narcosis. 189. Se- 
lected. 


Archives of Dentistry, Il, 1885. 
Influence of Ether and Chloroform When Used as 
a me on the Renal Secretions. 139-140. 
ecte 


British Dental Assn. Jnl. I, 
Death From Chloroform. 243- as Selected 
Death et =! Sa of Chloroform. 54T7- 
ected. 


British Dental Assen. Jnl., Il, 1881. 
Induction of Anaesthesia by the Application of 
Chloroform to the Skin. Brown-Sequard. 49-50. 


British Dental Assn. Jnl., IV, 1883. 
Death Under Chloroform. 260-261. 
Deaths From Chloroform. 356-357. 
British Dental Assen. Jnl., V, 1884. 
Chloroform and Other Anaesthetics. Macleod, W. 
Bowman. 218-221. Abstract. Disc. 222-229. 


British Jnl. Dental Science, XIX, 18 


Chloroform and Anaesthesia. Smith, -* 27-29. 
Selected. 

Chloroform in Dental Extraction. Carmichael, 
James. . Selected. 

a | and Ether as Anaesthetics. 92-97. Se- 
ect 


Chloroform Case. Roberts, W. A. 200-205. 
Death From Chloroform. 274. 


British Jnl. Dental Science, XXI, 1878. 

Chloroform Deaths. 283-286, 426. 

Discussicn on The Use of Chloroform in Dental Op- 
erations. 649-656. Comment, -669. 


British Jnl. Dental Science, XXII, 1879. 
Death From Chloroform. 759-760. Selected. 


British Jnl. Dental atone XXIII, 1880. 
Chloroform Death. 105-106, 223-227, 336- 337, 
-656, 746-747, 852-853, 935-938, 1005- 1006, 
1084-1087, 1186-1187. 
= of the Heart in Death From Chloroform. 


lected. 

Watching the Pulse During the Administration of 
Chloroform. 793-795. Selected. 

Chloroform versus Ether. 1004-1005, 1087-1093, 1137- 
1142. Selected. 

Atropin as a Preventive Against the are Inhi- 
bitory Effects of Chloroform. 1093-1 Select- 

Introduction of a Tracheal Tube Through the Mouth 
for the Administration of Chloroform Durin 


Operation for the Removal of Epithelioma From 
the Mouth and Fauces. 1178-1179. Selected. 


British Jnl. Dental Science, a 2 a 

Deaths From Chloroform. 33-34. 

Death From Chloroform. 68-69, 270- oe $22. 323, 370- 
371. Selected. 864-865, Ed 

Recovery we ~ Apparent Death Under Chloroform. 
ne 


39-540. ected. 

Extreme Sensibility to the Influence of Chloroform. 
Stockwell, C. T. 582-583. Selected. 

Resuscitation From Chloroform Syncope by Inver- 
Son the Body. Thorburn, J. 591-592. Se- 
lect 

A Hint to Chloroformists. 643-644. Selected. 

Methee of Administering Chloroform. Clover. 865. 


British Jnl. Dental Science, XXV, 1882. 
Impure Chloroform. 243-247. Selected. 
She Dead? 


My ant, & With Chloroform: Was 
503-505. Selected. 
Threatened Death From Chloroform. Barling, Gil- 
bert. 589-590. Selected. 
Deaths Under Chloroform. 142, 247-249, 449-451, 505, 
799-800, 955-956, 1012-1013. Selected. 
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nl. Dental Science, XXVI, 1883. 
Deaths + a + Chioroform. 139-140, 508, 612-613. Se- 


ected. 1133, Ed. 
The’ Horizontal, Position, (re Chloroform Adminis- 
a the ee of Death Under Chloroform. Hachen- 


~y ot, 390-391. Selec’ 

What Shall we Do With Chloroform? Erich. 1024. 

Anaesthesia by Means of a Mixture of Air and Chlor- 
oform Vapour. Holstein. 1081-1086. Selected. 


British Jnl. Dental Science, XX VII, 1884. 
” 170-171. 


ae ~*~ ag Narcosis. Parreidt, Jul. Se- 
lected. 
Hypodermic Injections of Chloroform. Bouchard, 


Chloroform and oust Anaesthetics. Macleod, W. 
aan 395- 450-452. Disc. 575-579, 628- 


668-671. 
Death ‘Under Chloroform. 4112. Ed. 
More _ya ouaes 5 me Administration of Chlor- 
rm. lecte 
Deaths From Administration of Chloroform. Cover- 
ton, Theodore. 700. Selected. 
Chloroform and Methylene. Buxton, Dudley W. 983- 
988. 3 ill 
Nussbaum. 


us. 
Lecture Upon Narcosis. (Chloroform.) 
Selected. 


1020. 


Death From Chloroform, Accompanied With Un- 
usual ae toms. Maylard, A. Ernest. 1069- 
1072, 1116-1120. lected. 

Fatal Chloroform-Narcosis. 1108-1109. Selected. 

Remarkable Effects of a Chloroform Narcosis. Rit- 
ter, Paul. 156-157. Selected. 

British Jnl. Dental Science, XXVIII, 1885. 

Death Under Chloroform. 365. Ed. 

Cosmos (Dental), XVIII, 1876. 
Extraction of Teeth Under Chloroform. 107-108, 108. 


How to Prevent Chloroform Asphyxia. 163-164. 
Death From Chloroform. 


Chloroform Again. 382. 


Cosmos (Dental), XTX, 1877. 
Deaths From Chloroform. 53. 


Cosmos (Dental), XX, 1878. 
Death During Anesthesia. Chloroform. 287-289. Ed. 
Amyl-Nitrite. To Revive From Chloroform. 292. 


Cosmos (Dental), XXII, 
Local Use of Chloroform in Testtene. 331. 
Chloroform. 332. 
Remarks Upon Chloroform. 451. 


Cosmos (Dental), XXIII, 1881. 
To Terminate the Chloroform Narcosis. 


Cosmos (Dental), XXV, 1883. 
Death From Chloroform. 49. 
Another Death From Chloroform. 223. 


Cosmos (Dental), XXVI, 1884. 
Perils of Chloroform Administration in Dental Op- 
erations. 


Cosmos (Dental), XXVII, 
Sub-Mucous Injections of Chioreform. 127. 
Chloroform and the Fifth Pair of Nerves. 
W. 422-429. Dise. 429-433. 


Dental Office & Lab., II, 2nd Ser., 
Chloroform. April. 5. 


tal Office & Lab., VI, 2nd Ser., 1882-83. 
Choking by Chewing- Tobacco During Anesthesia. 
(Chloroform.) Fischer, George. Jan. 6. Trans. 


Facts (Dental), I, 1885. 
Chloroform Syncope Treated by Reversing. Garland, 
Albert I. Jan. 17. Selected. 


Headlight (Dental), V, 
sae — the Influence re Chloroform. 
ected. 


Weld, G. 


1878-79. 


107. Se- 


Herald of Dentistry (Dental), II, 1882-83. 
eed ~ ay * nee of Chloroform. Atherton, A. B. 
uly -9. 


erald of Dentistry (Dental), III, 
The “Tobalation of Chloroform. Oct. 16- rr Beiected. 


CHLOROFORM 
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Independent Practitioner 

To Terminate Chloroform Narcosig. 
Erotic Effect of Chloroform. 166- 

The Safe ———— of Chloroform and Treat- 

ment of the Anaesthetic Narcosis of Chloroform. 


168-169. 
Chloroform Narcosis. 169-170. 
om = PJ of Sudden Death by Chloroform. 


pray me Practitioner (Dental), III, 1882. 
Impare a form. Championniere, M. Lucas. 249- 


Deaths From , 263. Selec’ 
eer of Chloroform. Vulpian, M. 396. 397. Select- 


Independent Practitioner (Dental), VI, 1885. 
Chloroform and The Fifth Pair of Nerves. 169. 


Items of Interest (Dental), I 

A Patient — the Influence of 7 Sudden- 
,t , . Selected. 

Sad th Prem Chloroform. 91. 

Chloroform. Steere, W. B. 166. 


Items of Interest (Dental), 


Death of ihe = Napoleon Vint an and Chloroform. 
148. 


tems of Interest (Dental), VI, 
Death Fr From Chloroform- Poisoning. 


tems of Interest Caan. ve I, 1885. 
Chlgroform Syncope Treated by Reversing. 36. Se- 


t 
Chloroform: The tg Theory Reduced to 
Practice. Méilliron, 


art Selected. 


Jairus (Dental), 
Chloroform as an AL. SM 


Jairus (Dental), II, 1881. 


509-510. Selected. 


To Terminate Chloroform Narcosis. 179. Selected. 

Chloroforming During Sleep. 180. Selected. 

Ether and Chloroform. Fesler, F. J. 481-485. 
Jairus (Dental), V. 

—— a ee of a a 10-14. Selected. 

Narcosis by Chloroform. 18-19. Selected. 

Chloroform. 43-44 

Chloroform. 44. Selected. 


Johnstons’ Dental Miscellany, III, 1876. 
Remarks on One of the Causes of Death Darin 
Extraction of Teeth Under Chloroform. 

ton, T. Lauder. 67-76. 
The Dangers of Chloroform. 260-261. Selected. 
Fainting From Chloroform—How Restored. Storey, 
John C. 376-377. 
Death From Chloroform. 389-390. Selected. 


the 
run- 


Johnstons’ Dental Miscellany, IV, 1877. 
Chloroform and Dentistry. 36-38. 
Chloroform and Ether in Their Medico-Legal Re- 
lations. 396-398. Selected. 


Johnstons’ Dental Miscellany, V, 1878 
My Beqewence With Chloroform. Hitchcock, T. 8. 


Chloroform and Ether. 314-317. 


Johnstons’ Dental Miscellany, VI, 1879. 
Discussion on The Use of Chloroform in Dental 
Operations. 32-40. Selected. 


er, ay Dental Miscellany, VII,- 1880. 

Four Cases of Death in ree | From the Use of 
Chloroform. 449-450. Selected 
Johnst ’ Dental Miscellany 1881. 

A Case in Practice. (Extreme Nenslbilit to the In- 
fluence of Chloroform.) Stockwell, =. ¢€ 

A Roscoe Excape. (Chloroform Administration.) 





minary (Dental), I, 1879-80. 
Fatal “Asphyaie Occurring at Remote Periods After 
Anaesthesia. 45. Selected. 


Luminary (Dental), IV, 1882-83. 
Death From Chloroform. 90. Selected. 
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Missouri Dental Jnl., vam. 1876. 
Experimentation on Death From Chloroform. 
ardson. 315-316. Selected. 


Rich- 


Missouri Dental Jnl., IX., 1877. 
Use of Chloroform. 38. Selected. 
Experimentation on Death From Chloroform. Rich- 


ardson, Benjamin W. 61-63. Selected. 
Sots yee rom Chloroform. 167, 219-221. Se- 
lected. 


Missouri Dental Jnl., X, 1878. 
Consstoqgness Under Chioroform. Spencer, Herbert. 


ected. 
To Make Chloroform More Safe in Heart Diseases. 
583-584. 


Selected. 

Chloroform as an Anaesthetic. 721-722. Selected. 
Missouri Dental Jnl., 1879. 

The Administration of vt Meacher, Wm. 
454-457. lected. 

Death from Chloroform. 457-460. Selected. 


Missouri Dental Jni., XIII, 1881. 
Restoring the Action of the’ Heart When It mas 
qeneee fei o Beat. (Chloroform Syncope.) Reid, 
Restoring the Action of the Heart Wher It Has 
Ceased to Beat. (Chloroform Syncope.) Mullin, 
John F. L. 171-172. Selected. 

General Anaesthesia From Ge Local Application of 
Chloroform. ected. 

The Cause of Death Under oo Hachenberg, 

P. 567-568. lect 

Resuscitetion in Chloroform Poisoning By Applica- 
tion of Heat to the Praecordial Region. aggi, 
Adolfo. 573. Selected. 

Ringer on Influence of Ammonia in Chloroform 

oisoning. 574. Selected. 


Missouri Dental Jnl., XIV, 
Chloroforming During rm i 135. 136. gimnaten. 
To Terminate Chloroform Narcosis. 136. 
Death From Chloroform. Ed. 


Missouri Dental Jnl.. XV, 1883. 

Rules in Administering Chloroform. Chisholm. June 
21-122. Selected. 

Administration of Anaesthetics. Roe, George H. 
ov. 373-374. Selected. 


onthly Review of Den. Surgery, IV, 1876. 
Death From Chloroform. 480. 


thiy Review of Den. Sur: Vv, 1876-77. 
Death” From Chloroform. 127-128. elected. 
Monthly Review of Den. Surgery, VII, 1878. 
Death 4 = Dentist’s Chair From Chloroform. 
Thru Jas. Godfrey. 234. Selected. 
The Odontological Society on the Justification of Ad- 
9g Chloroform for Dental Operations. 


Administering 


Discussion on The Justification of 
497 -502 


Chloroform for Dental Operation. 


‘onthly Review of Den. Surgery, VIII, 1879. 
Death Under aes 173. 474. Selected. 


New England Jnl. Dentistry, I, 1882. 
Chloroform. 148. Selected. 


Dentis 


New England Jnl., a Itt, 1884. 
Chair. hloroform. 188. 


Death in the Dentist’s 


News (Dental, Knightstown, Ind.), I, 1878-79. 
neGpeseoueness of Chloroform. Marion, Lee. May. 


pan Chisholm, Julian J. Feb. 
Simple Method of or we Ph Purity of Miieesions. 
uecke. April 


News. (Dental, Knightstown, Ind.), II, 1879-80. 
A Few Practical Hints on the Administration of 
Chloroform. Park, Roswell. 49. Selected. 
— ——- During Sleep. Cluness. 100. Se- 
ected. 


News, (Dental, Knightstown, Ind.), III, 1880-81. 
Chloroform. Hughes. 40. Selected. 





CHLOROFORM 


News, (Dental, Knightstown, Ind.), IV, 1881-82. 
A wry ~~ pe. (re Chloroform Administration.) 


-62. ected. 
Death From Chloroform. 101. Selected. 


News, ‘_ ~~ "EB Ind.), VII, 1884-85. 
Chloroform yneope Treated Reversing. Gar- 
land, “Albert i Pei. Selected. 


graphic Jnl., III, 1882-83. 
a and Ether. 19-20. Selected. 


Odontographic Jnl., IV, 1883-84. 
Death Under Chloroform. 51-52. Selected. 


Odontolog. Soc. Trans., XI, 2nd Ser., 1878-79. 
Discussion, is It Ever Right to Use Chioroform for 
Dental Purposes? 


Ohio State Dental Soc. Trans., 1876. 
Anaesthetics. (Chloroform.) Siddall, J. H. 42-43. 
Chloroform. Watt. 45-52. 


Chloroform. Rehwinkel. 52-55. 


Ohio State Jnl. Den. Sci., 
My yt ia With th, Chloroform ; Wael She Dead? Sid- 


Chloroform—Fatal Case. 143- 147, 176-177. 


Ohio State Jnl. Den. Sci., 1884, 
Do — Administer Chloroform TY dentifeally. 


Har- 
rington, Walter W. 276-279, 318-322. 
Ohio State Jnl. Den. Sci., V, 1885. 
eer ee and Ether. Tait, Lawson. 453. Select- 


Pennsylvania Jnl. Den. Sci., III, 1876. 

Remarks on One of the Causes of Death During the 
Extraction of Teeth Under Chloroform. run- 
ton, IT. Lauder. 144-154. Selected. 157-159. Ed. 


Record (Dental), IiI, 
Death Under Chloroform. 733-234, Selected. 315. 


Register (Dental), XXXI, 1877. 
Death Frcem Chloroform. Cutler, 


Register (Dental), XXXIV, 1880. 
a | it, Chloroform. Regnauld. 


S.P. 270. 


193-194. Se- 


Register (Dental), XXXV, 1881. 
Ether and Chloroform. 66. 
Hot Water for -, Heart. (Inhalation of Chloro- 
form.) Paggi, A. 475. Selected. 


Register (Dental), XXXVI, 

On the Cause of Death Under’ | a Hachen- 
berg, G. P. 86-87. Selected. 

Actioa of Chloroform. Vulpian, M. 355-356. Select- 


The Administration of Chloroform. 463-465. Select- 


* 
Pr (Dental), XXXVII, 1883. 
Death From Chloroform. 
njustifieble Use of Chloroform. 501. Selected. 


Ly (Dental), XXX 1884. 
Chloroform Syncope 4 Garland, 
bert I. 550-560. Selected. 


Albert 
Oil of Cloves to Remove the Antipathy Against 
Chloroform. 611. Selected. 


Southern Den Jnil., I, 1882-83. 
My reas we with'c Chloroform: Was She Dead? 121- 


Lama ~ of , a Regnauld. 122-123. Se- 
Death From Chloroform. 259-260. ‘Selected. 


Southern tal Jni., It,  . 
Chloroform in Children, 9-13. Selec 
Rules in | —~ ‘eee Chloroform. “Chisholm. 97- 
Chloroform Water. 165-166. Selected. 
Southern Dental Jnl., ITI, 1884-85. 
Can’t Use Chloroform. 108. 
The Dosimetric Method of Administering Chloroform. 
Peyraud, M. 307. Selected. 
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dvertiser (Dental), XII, 1881. 
Revelations Under Ether. Bird, Tom. 172. Select- 
Advertiser (Dental), XV, 1884. 
(Ether.) 89-90. Se- 


Anaesthesia by the Rectum. 
lected. 


Advertiser (Dental), XVI, 


Anaesthesia and Anaesthetics. ther.) Squibb. 12- 
16. Selected. 


American Jnl. Den. Sci., IX, 3rd Ser., 
The Ether Spray as an Anaesthetic. “Ta. Se- 


lected. 
Mode of Administering Ether. 478-479. Selected. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Ether and Chloroform. 34-35, "283 - 284, 378-379. Se- 


lected. 
Death From Ether. 383, 426. Selected. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Deaths From wow Oxide Gas and Ether. 89-91, 
178-179, 190, 236, 4 
a of Resulting From Anaesthesia by Ether in 
oung Subjects. 91. Ed. 
Chloroform and Ether in Their Medico- Legal Re- 
lations. 229-231. Selected. 
The Dangers of Ether. 383. Selected. 
The Dangers of Ether. 429, 571. Selected. 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
Death Under Ether. 239-240. Selected. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
on? - Sieee Ether Controversy. Hodg- 
n. -400. 


American Jnl. Den. 
A Death From Ether. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Ether vs. Chloroform. Teale, Pedgin. 176-180. Se- 


lected. 
Ether. Bendelack, H. 285-286. Selected. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
os > Chair. * (Chloroform and Ether.) 


Best Method of Producing Anaesthesia. 


Sci., XV, 3rd Ser., 1881-82. 
238. Selected. 


(Chloroform 


and Ether.) 527-528. Selected. 
American Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 
Ether. Bendelack, H. 47-48. Selected. 
Anaesthesia per Rectum. (Ether.) Moliere, Daniel. 
Selected. 


Archives of Dentistry, I, 1884 
Narcosis by Chloroform, by Ether, and Nitrous Ox- 
ide. Neudorfer. 45-46. Abstract. 


Archives of Dentistry, Ii, 1885. 
Influence of Ether and Chloroform When Used as 
one on the Renal Secretions. 139-140. 
ected. 


British Dental Assn. Jnl., 
Deaths During the , 3-8 By of Ether. 
560. Selected. 


British Dental Assn. Jni., V, 1884. 
Administration of Ether for Anaesthetic Sespenss by 
Way of the Rectum. Yversen. 444-445. 


British Jnl. Dental Science, XIX, 1876. 
Death From Ether. 29-30. Selected. 
The Ethers for Inhalation. Moore, W. V. 74-76. 
Cees and Ether as Anaesthetics. 92-97. Se- 

t 
A New a for the Administration of Ether. Bird, 
Tom. 436-438. I illus. Selected. 


British Jnl. Dental Science, XX, 
Description of a Handy Ether Inhaler. 
T. 16-17. 2 illus. Selected 


1877. 
Angove, W. 
405. 


Death Under Ether at the London Hospital. 
Selected. 
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ritish Jnl. Dental Science, XXI, 1878. 
Combined Administration of Nitrous Oxide and 
— Pedley, Thomas H. 1 illus. 
orre: 
Williams, E. 


a com, and Ether Apparatus. 


British Jnl. Dental Science, XXII, wit 


Biker oe an Anaesthetic. Jacob, E. H. Se- 


lec 
British Jnl. Dental Science, XXIII, 1880, 
Death From Ether. 298. Selected. 747-748. 


A Case of Sudden Death During Ether Administra- 
tion. Hartley, Robert N. lected. 
Chloroform versus Ether. 1004-1005, 1087-1093, 1137- 

1142. Selected 


British Jnl. Dental Science, XXIV, 
oa Under ge ee by Ether. Dandridge, N. 


-33, ec q 
Revelations Under Ether. Bird, Tom. 671-672. Se- 
lected. 


British Jal. Dental Science, XXV, 1882. 
New Ether and Gas Apparatus. 493-494. 


British Jnl. Dental Science, XXVII, 1884. 

Death From Ether. 386. 

The Administration of Aether as an Anaesthetic per 
Rectum. Buxton, Dudley W. 733-736. 


British Jnl. Dental Science, Ne — 
A Compound Anaesthetic Ether. 274. 


Cosmos (Dental), aoe. 1876. 
Death From Ether. 46-4 
The Advantages of wther’ Over Chloroform. 


mos (Dental), XIX, 1877. 
Death 7 From the Administration of Nitrous Oxide and 
Ether 322-323. 
To Revive an Etherized Patient. Roberts, E. J. 504. 


Cosmos (Dental), XXVII, 1885. 
Avoidance of Ether Sickness. 189. 


Dental Office & Lab., I, 2nd Ser., 1877-78. 
The Dangers of Ether. Oct. 3. Selected. 


Facts (Dental), I, 1885. 
Ether the Anaesthetic in Minor Operations. 


108. 


Gam- 
bati. July. 20-21. Selected. 
Headlight (Dental), 1884. 
Ether as an Anaesthetic. * Freeman, R. R. 37-41. 
Clinic. 
Headlight (Dental), VI, 1885. 
(Ether.) Moliere, Daniel. 


Anaesthesia per Rectum. 
28. Selected. 
Independent Practitioner (Dental), II, 1881. 
Ether.. Turnbull, Lawrence. 225-232. 
Independent Practitioner (Dental), III, 1882. 
The Subcutaneous Injection of Ether. 569. Selected. 


Jairus (Dental), 1880. 
The Danger of Tides Ether. 


Jairus (Dental), II, 1881. 
Ether and Chloroform. Fesler, F. J. 481-485. 


Jairus (Dental), 
Narcosis by Ether. 


Johnstons’ Dental Miscellany, 
Chloroform and Ether in Their Medico. - Re- 
lations. 396-398. Selected. 


ohnstons’ Dental scellany, V, 1878. 
Chloroform and Ether. MSI 


Missouri Dental Jni., IX, 1877. 

Death From Ether. 40. 

Anesthesia—Nitrous Oxide and Ether Combined as 
Anesthetics. Clover, F. T. 150-151. Selected. 


511. Selected. 


is. i laa 
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Missouri Dental Jnl., 1878 

Hints for the Administration of Ether- -Vapor. 58- 
585. Selected. 

Ether Drinking. Richardson, R. W. 607-616. Se- 
lected. 
Missouri Dental Jnl, XV, 1883. 


Administration of Anaesthetics. Roe, George H. 


Nov. 373-374. Selected. 


enthly Review of Den. Surgery, V, 1876-77. 
Death” From Ether Given for xbraction’ of a Tooth. 
486. Selected. 


New England Jnl. Dentioery: I, 1882. 
Primary Action of Ether. 271-272. 


New England Jnl. Dentis 
An Improved Inhaler. Mitchell, 
Selected. 


News, (Dental, Knightstown, Ind.), I, 1878-79. 
Hints for the Administration of Ether-Vapor. Jan. 


Rw i. 


Selected. 
Hints for the Administration of Ether- Vapor. 
Cheever. Feb. 4. Selected. 
News, (Dental, Knightstown, Ind.), an 1880-81. 


Vomiting’ After Etherization. Miner. Selected. 


1 illus. 





ETHER 


News, (Dental, K 
Action and Safety of 
Deaths From Ether. 

News, (Dental, Knightstown, ind}. VII, 1884-85. 
Administration rT Ether. &. Selec 
Odontographic Jnl., III, 1882-83. 

Chloroform and Ether. 19-20. Selected. 
The Primary Action of Ether. 90-91. Selected. 


pightctows, Ind.), IV, 1881-82. 
125. 


Ohio State Den. Sci., V, 1885. 
The Vapors Chintly Teed for Anesthetic Inhalations, 
and Their e Employment. (Ether.) LHastes, 


George. - 
Chloroform and Ether. Tait, Lawson. 453. Selected. 
Practitioner (Dental), II, 
The Essentials for 4 Safe ye. ~ of Ether. 
Cheever, David W. 189. Selected. 
Register (Besta, XXXI, 1877. 
The Dangers of Ether. 524. Selected. 
Register (Dental), XXXV, 1881. 
Deaths From Ether. 514. Selec put 


Register (Dental), XXXVII, 
Vee the Anaesthetic } of Ether. 
Nitrous Oxide and Chloroform as an Anesthetic. 
Boggs, Alex. 505. Selected. 
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dvertiser (Dental), XI, 1880 
ee Ether. Turnbull, Lawrence. 101-102. 


Advertiser (Dental), XVI, 
Mixed Anaesthetics. Turnbull, | 69-72. 


American Jnl. Den. Sci., rd Ser., 1876-77. 
The —, Rf Anaesthetic. Bonwill, W. G. A. 23-28. 


Chloral as an Anaesthetic. 42. Selected. 
cam meeapee of Inducing Anacothesta. 


ect 
Anaesthesia of Drankenness Recommended. 
334. Selected. 


87-88, 
190, 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Atmospheric Anaesthesia. 38-39. lected. 
Hypobromic Ether as an Anesthetic. 286. Selected. 
Mixed Narcosis. 576. Abstract. 


America: Den. Sci., XII, 3rd Ser., 1878-79. 
Anaesthesia Rapid Respiration. 128-130. Selected. 
Nitrite of Amyl and Chloroform as an Anaesthetic. 

Balliet, L. B. 336. Selected. 

Chloramyl, a New Anaesthetic and an Improved In- 
haler. Sanford, George E. 371-374. Selected. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
ies - an Anaesthetic for Children. 574. Se- 
ected. 


American Jnl. . Sei., XIV, 3rd Ser., 1880-81. 
Bromide of Ethyl. te. 79, 133-134. 
A New Anaesthetic. Warren, Edward. 189- “190. Com- 
ment, 287. Selected. 
Safety of Hydrobromic Ether. 191. Selected. 
Death From Bromide of Ethyl. Levis, R. J. 


Selected. 

———— by Ethyl Bromide. Wilson, H. Augus- 
tus. 193-206. Selected. 

Bromide of Ethyl. 266-269. Selected. 

Rapid eo | as a Pain Obtunder. Bonwill, W. 
G. 275-277. Select 

aneuthena by Rapid Respiration. Lee, Benjamin. 
431. Selected. 

Hydrobromic Ether or Bromide of Bthyl as an 
Anaesthetic. Turnbull, Lawrence. 531-537. Disc 


American Jnl. Den. Sci., 3rd Ser., 1881-82. 
Rapid pe Rey ‘as a Pain’ Obtunder in Minor Sur- 
gery, Obstetrics, the General penaeee of Medi- 


cine, and of Dentistry. Bonwill, W. G. A. 111- 
123, 163-175. Selected. 
Dangers of Bonwill Method of Anaesthesia. Gib- 


ns, Henr 192. Selected. 
Bre << of “Ethyl as an Anaesthetic. Lewis, R. J. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 

Bromide of Ethyl, the Most Perfect Anaesthetic for 
Short, Painful Surgical Operations. Chisholm, 
Julian J. 433-445. Selected. 


American Jnl. Den. Sci., XVII, 3rd Ser., 
The oe tion and Effects of Chloral usdrate rs 


Bromide of Ethyl, the Most Perfect pacestbete for 
Short Operations. Chisholm, J. J. 224-227. Se- 


Ozone as an Anaesthetic and Hypnotic. 328-329. Se- 
pric 


ives of Dentistry, 
The Weretable Anesthetic. "Thorndike, Wm. H. 227- 
228. Corres. 


British Dental Assn. Jnl., I, 1880. 
Death From Ethidine- Dichloride. 


320, 367. 
Analgesia by Rapid and Forcible Inspiration. 544- 
British Dental Assn. Jnl., II, 1881 
Ethidene-Dichloride as an Anesthetic. 4. Ed. 
ee FF, Anaesthetics. Tauber, Edward. 156-158. 
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Ether. 


British Jnl. Dental 


The Air an Anaesthetic. Se conwill LW G. G. A. 40-41. 
Selected. 


British Jnl. Dental Scie 
Case of Hysteria With Unusual Symptoms. (re Ad- 
—— of Methylene.) urner, J. R. 164- 
165. Disc. 165-166. 
Jnl. Dental Science, XXII, 1879. 
Bichioride. of Ethidene as an Anaesthetic. Palmer, 


J. Henry. 661-662. Selected. 
Chloral as an Anaesthetic. 757-759. Selected. 


British Jni. Dental Science, XXIII, 1880 
New Combination Anaesthetic. Macleod, W. B. 397. 

Comment, 492-493. Reply, 545-546. 
Clover, J. T. 


Bromide of Ethyl as an Anesthetic. 
447-448, 538-544, 846-847. Selected. 

Lecture on Ethidene Dichloride. Clover, J. T. 532- 

Ethy! Bromide. Wolff, Lawrence. 681-685, 730-734. 

ecte 

The Bromide of Ethyl. 694-695. Selected. 

—— - an Anaesthetic in Children. 695-696. Se- 
lecte 

Death of a Surgeon From Chloral. 940. Selected. 

Rapid ae Relief of Pain. (re Extraction 


of Teeth.) Selected. 
Two New Anaesthetics. 1184-1185. “yg 


British Jnl. Dental Science, XXIV. 

Hydrobromic Ether, or Bromide of Einyt as an An- 
aesthetic. Turnbull, Lawrence. 

Anaesthesia by Protoxide of Nitrogen. Blanchard. 


324-325. Selec’ 

Anaesthesia by Ghicral. Bouchut, M. 376. Selected. 
British Jnl. Dental Science, XXV, 1882. 

Mixture of Anaesthetics. 175. Ed. ’ 

An Experience With the New Anaesthetic—Chloro- 


form, Aether = Absolute Alcohol. Weiss, F. 
Henri. 1143-11 


British Jnl. Dental Science, XXVI, 1883. 

Death pases the “Admintetration of’ Dichloride of 
Ethidene. 387-388. Selected. 

Bromide of Ethy!, the Most Perfect Anaesthetic for 
Short, Painful Surgical Operations. Chisholm, 
Julian J. 616-622, -667. Selec es. 

An Abstract of Remarks on Death From Methylene 
and on the Use of Other Anaesthetics. Junker, 


690-693. 
Galvanic Anaesthesia. Moore, W. V. hong 


British Jnl. Dental Science, XX VII, 
Cues as 4 Anaesthetic and Hypnotic. = 167- 
ec 
Death During the me of Bichloride of 
Methylene. 801-802. 
Chloroform and Methylene. Dudley W. 
— 3 illus. 
‘osmos (Dental), XIX, 1877. 
Death "From From Ten oie of oy 443. 
Cosmos (Dental), XXII, 1 
beer ; - ooo Under Bromide of Ethyl. 


Bromide of Ethyl. 255-257. Ed. 
Bromide of Ethyl. Bryant, E. C. 
—— of Ethyl. 453. 

os (Dental), XXXIII, 1881. 
See re ve Shipping Rhigolene, Ete. ng 

Dental Office & Lab., VII, 2nd Ser., 
Analgesia by the ya New Method. ._ 
aard, Me BE. Jan. 7. Corres. 


Buxton, 


Noel, L. 


Headlight (Dental), I, 1880. 
Hyarobromie Ether. Turnbull, Lawrence. Oct. 2. 


Headlight ee 


Deadening Pain. (Rapid “breathing. Jan. 1. 


Anassthouin by Protegide of Nit Blanchard. 
rotox ee To; 
91-92. Selected. oe ee 
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Herald of Dentistry, 1881-82. 
Inhalation of Bromide of Ethyl. Sept. 9. 


Herald of Dentistry, Il, 1882-83 
Death  Y a Mixture of Chloroform and Ether. 


Chisholm, J. J. April. 6. 
1¢. Selected. 


Jan 

The Bromide of Ethyl. 
Selected. 

Anaesthetic Mixtures. Oct. 


ols State Dental Soc. Trans., 1879. 
aatentanion of Bromide of Ethyl as an Anesthetic 
for Dental Purposes, or Any Very Short Opera- 

tion. Black, G. V. 67-68. ise. 68-70. 


Independent Practitioner (Dental), II, 1881. 
Dangers of Bonwill’s Method of Anaesthesia. 
The wXnaesthetic Action of Chlorine. 424. Selected. 


Independent Practitioner (Dental), IV, 1883. 
An Experience With the New Anaesthetic—Chloro- 


form, Ether and Absolute Alcohol. Weiss, Henri. 
97-98. Selected. oo. 98-100. Ed. 
A New Anaesthetic. 
Ozone as Anaesthetic = Hypnotic. Binz. 508-510. 
Selected. 
Independent Practitioner (Dental), 1884 
Curtie G. L. 


soe x Ethyl as an Anaesthetic. 


The es in Dentistry. (Anaesthetics.) Sang- 
er, R. M. 617-621. 
Items of Interest (Dental), 

Compound Anaesthetic. Foulds” ee. 52. Select- 


Partial Anaesthesia by Carbonic Acid. 354. 


Items of Interest (Dental), 
— for Anesthesia. (Rapid Mbreathing.) Bon- 
w 


Jairus (Dental), V, 
A New Compound estatatte. 14-17. Selected. 


Miscellany, VIII, 1881. 





Mechanical a. 2 of Anaesthesia. (Rapid 
Breathing.) 113-114. Abstract. 
Luminary (Dental), II, 

The New Anaesthetic. (Bromide. ‘of Ether.) Riggs, 
W. EB. 34-35. Selected. 
Missouri Dental Jnl., 78. 

ChloramyL A New pe Sanford, George E. 
581- Corres. 


Missouri Dental Jni., XII, 1880. 


Bromide of Ethyl. 138-139. Selected. 
— Breathing in Relief of Pain. 527-528. Select- 


XIII, 1881. 


Missouri Dental Jnl., 
Macleod, W. Bowman. 


Commiaeten Anaesthetic. 


~~. Ether, or Bromide of Eth 
esthetic. Turnbull, Lawrence. 371- 


1, as an An- 
72. Selected. 


XIV, 1882 
” 431-432. Selected. 
Selected. 


Missouri Dental Jnl., 
Compound Anaesthetic. 
Another Anaesthetic Compound. 432. 


Missouri Dental Jnl., XV, 1883. 

Bromide of ar the Most Perfect Anaesthetic for 
Short, Painful Surgical Operations. Chisholm, 
Julian J. March. 104-117. Selected. 


onthly Review of Den. Surgery, VIII, 1879. 
a Wells, Spencer. 45. Selected. 


New England Jnl. Dentistry, Il, 1883. 
Bromide of Ethyl the Most Perfect Anaesthetic for 
Short, Painful Sur =a L. caeese Chisholm, 
Juliar J. 177-186. lec 


New England Jnl. Dentistry, III, 1884. 
Ethyl Bromide as an, Anaesthetic. Holstein, Wolde- 
mar. 72- Trans. 


-New Jersey State Den. Soc. Trans., 1883. 
Method of Air-Breathing in the Extraction of Teeth. 
Bonwill. 218-221. 
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News, (Dental, Knightstown, Ind:), I 1880-81. 
A New and Curious Anaesthetic. (Rapid Breathing) 
Bonwill. 64. Selected. 


News (Dental, Knightstown, Ind.), IV, 
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Discussion on Effects of Cocaine. 56-60. Selec 
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Address in Dental and Oral Surgery. Cocaine, Per- 
oxide of Hydrogen. Allport, Walter W. 705-706. 
American Medical Assn. Jnl., 

Coogee in Dental Surgery. Mavehall, Je John S. 291- 


Archives of Dentistry, 
Hydrochlorate of Cocaine. 
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Toes 


571. 
Dental Assn. Jnl., 


A Blaze a Ether. (re Local “Ancethetie:) 106-107. 
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ish Jnl. Dental Science, XX, 
Calorie Fluid for Annulling Pain _~™ the Ex- 
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ichardson, B. Ward. 
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Cosmos (Dental), XXVII, 1 
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Experiments With the New Anesthetic, Hydrochlor- 
ate of Cocaine. Thompson, Alton Howard. 321- 


329. 
Cocaine in Dental Surgery. Marshall, John S. 363- 
. Dise. 364-367. 
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Jairus (Dental), Il, 1881. 
Local Anaesthesia. 271-272. Selected. 
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Cocaine—On the Leaves of the Cuca of Peru. Wal- 
lis, C. J. Boyd. 86-88. Selected. 
The New Anaesthetic—Hydrochlorate of Cocaine. 90. 
What Prof. John H. Coyle Thinks of Cocaine. Coyle, 
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Local Anaesthesia. Perine, Geo. H. Selected. 
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Cocaine. Morgan, W. H. 241-242. Corres. 
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Hydrochlorate of Cocaine. 538-541. Ed. 
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. Abstract. 
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145. Selected. 
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and Epithelial Degeneration of the Tongue and 
Tissues at Its Base. Prince, David. 337-343. 
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American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
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Ames, W. B. 427-428. 
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ites 612-613. Abstract. 
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Can _a Tooth be Extracted With Less Pain to the 
Patient by the Use of the Galvanic Current. 
Scott, J.O. 280. 


Cosmos (Dental), XXIV, 1882. 
Blectrical Ullumination and Cautery of the Mouth. 


Elsberg, Louis. 98-109. 6 illus. Dise. 109-111. 
Dental Office & Lab., 881-82. 
Electricity in Connection With Odoatalgia, Kings- 


bur 
An Bleciricl echo. Trouve, M. July. 3. 


Headlight (Dental), IV, 1883. 
The Electric Motor. Prothro, 8.M. 25-28. Selected. 


Headlight (Dental), VI, 1885. 
The True Theory of the Application of Electricity 
asa tah py ooper, .C. 5-15. 


of Dentistry, 


1881-82. 
Use ae fBlectricit in Surgical Operations. 
> eta bo 12. Selected. 


Buchanan, 


a; III, 1883-84. 
Biectricity for P ‘Neural Headaches. Mattison, J. B. 


Illinois State Dental Soc. Trans 
oa es mehng Biectrolysis, . Dentistry. 


Independent Practitioner (Dental), I 
Forms and Functions “ot the Bileeirte. "pasckerge. 
Spottiswoode. 210-212. Selected 


Independent Practitioner (Dental), IV, 1883. 
A 1 Opinion of the Electric Light. 127. Se- 


Independent Practitioner (Dental), V, 1884. 
Electricity in Dental Practice. 154-157. Ed. 
Some Applications of Electrolysis in Dentistry. 
Ames, B. 575. Abstract. 


of Interest (Dental), I 1882. 
The Actual Cautery for Sensitive. Teeth. Rich, J. B. 


Items of Interest (Dental), V, 1883. 
Electricity and Nerve-Force. Sanborn, J. F. 214-215. 


Missouri Dental Jnl., VIII, 
The Newly- r'piscovered 4 se. (ileetrilty.) Beard, 
George M. 263-267. 
Missouri Dental Jnl., XI, 1879. 
Battery Hint. Tilley, R. 348. Selected. 


Missouri Dental Jnl., XV, 
A New Departure in the Use of f Electricity. Feb. 96. 


New England Jnl. Dentistry, I, 1882. 
Electricity. 90. Ed. 


New Jersey State Den. Soc. Trans., 1885. 
Electricity and Its Application to Dentistry. Brown, 
George C. 143-147. Disc. 148-150. 


New York Odontological Soc. Trans., 1881. 
Electrical Illumination and Cautery of the Mouth. 
Elsberg, Louis. 106-117. 6 illus. Dise. 117-119. 


(Dental, Knightstown, Ind.), V, 1882-83. 


News, ( 
Oct. 5. Selected. 


Cautery. 


Odontographic Jnl., 1880-81. 
The Value of Wlectricity” in oe Practice of Dental 
Surgery. Perine, George H. 69-71. 


rans., XVII, 2nd Ser., 1884-85. 
Bight. telled S Leclanche’ Battery. Walker. 223-224. 


Soc. Trans., XVIII, 2nd Ser., 1885. 
Blectrical’ 1 in icator. Elliott, St. Geor pt 33. 


ontological Soc. Penn. Trans. 
Electricity in Connection With Odoatals 
Extraction of Teeth. He oy 


Ohio State Jnl. Den. Sci., V, 1885. 
Magnetized Watches. (re Bicctricity in Relation to 
Dentistry.) 33-36. Ed. 


Pennsylvania Jnl. Den. Sci., Ill, 1876. 
Advance in Dental Surgery. (Galvanio Cautery Bat- 
tery.) 381-382. Ed. 


yheew may | (Dental), I, 1880. (See Vol. II, In- 
ependent Practitioner 
Clinical N Notes Upon the Use of the Galvano-Cautery. 
Byrd, William A. * 14-22. 
es eee _ Edward C. 232-240, 


ia and the 


Record (Dental), II, 1 
Electric Motor for Dental ene 524. 


Record (Dental), III, 1883. 

Electricity: and the Electric Li Be: In Reference to 
gy A and Lege Ww. , C.J. Boyd. 193- 
201, 1 illus; 246 433-443, 3 illus; 481- 
489, 525. Corres. 531-541, 3 illus., ‘1 table.’ 571- 
572, Corres. (Cont. in Vol. IV.) 

Galvanic Anaesthesia. Ragen W.V. 422. Dise. 423. 


Record (Dental), 

Electricity: and the Blectrie u ht: In Reference to 
Dentistr gos Surgery. ont. from Vol. III.) 
Wallis, Boyd. 12-25, PY illus. ; 99-110, 4 fllus.; ; 
148-153, 2 ‘ius: B02- 210. '8 illus. ; 249-256. 8 illus. : 
296-301. 4 illus. ; 413-418. 19 illus. ; 488-503, 1 illus., 
7 tables. (Cont. in Vol. V.) 


Record (Dental), V, 1885. 

Electricity: and the Electric Li eal In Reference to 
Dentistry and Surgery. ( from ‘ex IV.) 
—. C.J. Boyd. 14-21, 4 illus: 97-109, 2 illus., 

table; 4 illus; 204-303, 9 illus; 419-426, 


i table; 531- 342, Py illus 
meer 2 sireated by Electrolysis. Wallis, C.J. Boyd. 


“BL-chn (Dental), XXXVII, 1883. 

The = ‘wee Battery. Trouve, M. 456. Se- 

Sean of Tumors by Electrolysis. Neftel. 502. 
Selected. 


( ~~ XXXIX, 1885. 


Register 
Electrical Surgery 


For index and key to classification numbers, see pink sheets. 
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Influence of Mind on Body. 


Johnstons’ Den 


615.85 Mind Cures. Faith Cures. 
Hypnotism. Mesmerism. Suggestive Therapeutics. 
American Jnl Sci., XI, 3rd Ser., 1877-78. 

Metallotherapy. 131 176. Selected. 


American . Den. Sci., XIX, 3rd Ser., 1885. 
oo. = ‘Christian Science.) Harris, Edward N. 


Nervous Energy. (Magnetism.) Parsons, B. 241-252. 
Selected. 
British Dental Assn. Jnl., VI, 1885. 
Mesmerism and Dentistry. Blandy, 
Mesmeriem and Dentistry. 124-125. 


British Jnl. Dental Science, XXVIII, 1885. 
sommes Anaesthesia. Murray, Harold. 197-201, 261- 


Henry. 18-22. 


Corres. 


Cosmos (Dental), XVIII, 1876. 
Mesmeric Anesthesia. Henry, J.C. 224. 
Mesmeric Anesthesia. Palmiter, M. 280. 


Cosmos (Dental), XXI, 1879. 
Emotional tages. Taylor, C. Fayette. 359-371. 
Disc. 


Illinois State Dental Soc. Trans., 
Dental Spiritualism. Ottofy, L. 74- 83. — 83-88. 


Independent Practitioner (Dental), Il, 1881. 
Hypact. Catalepsy and the Faculty of Speech. 


Hypnotism, Mesmerism or Syggnosticism. 175-176. 
Independent Practitioner (Dental), IV, 1883. 


Faith as an Element of Success in Medicine. 37-38. 
Selected. 


Emmy & IKI, 1876. 
nie of the Mind Upon the Body. Webber, N. W. 


Johnstons’ Dental Miscellany, VIII, 1881. 
Magnetism in Dentistry. 328-330. 355, Bd. 


ew Jersey State Den. Soc. Trans., 187 
Brum Fores, or Magnetic Influence of “the Sexes 
peine Dental Operations. Meeker, Charles A. 


News, (Dental, Knightstown, Ind), II, 1879-80. 
Treatment vr Mental Impression. Kingsley, J. P. 65. 


(Dental, Knightstown, Ind.), IV, 1881-82. 
a. Ay (Power of the Min d.) 17. 
Psychological. (Magnetism in Dentistry.) 64. 


News, (Dental, ya: ce Ind.), V, 1882-83. 
Mesmeric Surgery. Dec. 


Odontographic Jnl., V, 1884-85. 
Miracles of Mind. Dann. 205, 


Record (Dental), III, 1883 
Influence of Mind Over Body. 


Record (Dental), V, 1885. 
ry and Tooin fixtraction. Taylor, James W. 


52, 93- a 
The Physiological Action of Mesmerism. Langley, J. 
N. 365-372, 484-499. 


‘Wallis, C.J. B. 145. 


er (Dental), XXXVI, 1882. 
Mysti = ~ Rebineca, J. A. 611-614. 


615.88 Proprietary Remedies. 


3rd Ser., 1877-78. 


American Jnl. Den. Sci., XI, 
(Patent Medicines.) 


Composition of Sozodont, Etc. 
378. Ed. 
British Jnl.. Dental Science, XXVIII, 1885. 
Patent Medicines. 697. Ed. 


Independent Practitioner (Dental), II, 1881. 
Nostrums and the Clergy. 33-34. Correction, 82. 


Independent Practitioner (Dental), III, 1882. 
Proprietary Medicines. 580. Selected. 


Independent Practitioner (Dental), V, 1884. 
Toothache Remedy. (Quackery.) 266. Ed. 


Johnst * Dental Miscellany, VIII, 1881. 
Proprietary, Copyrighted Medicines—Nostrums. 
206. Selected. 





Missouri Dental Jni., X, 1878. 
Conga, in Destructive Diseases. 
G. 154-157. Selected. 


Comegys, C. 


Odontographic Jnl., V, 
The Preacher and the pm 
30-31. Selected. 


(Patent Medicines.) 


Practitioner Cum. I, 1880. (See Vol. II, In- 


dependent Practitioner.) 
Specific Medication. Culver, Dudley M. 382-384. 


Register (Dental), XXXIX, 1885. 
Notes on a Case of oisoning From Mrs. Winslow's 
Soothing Syrup. Hirsh, A.B. 81-83. Selected. 
ae —- Syrups and Popular Remedies. 257. Se 


Southern Dental Jnl., 882-83. 
Some Facts About Patent’ Medicines. 298-300. Select- 


Southern Dental Jnl., 
Patent Medicines and Medical a 338. Se- 
lected. -349. Ed. 


For index and key to classification numbers, see pink sheets. 








615.9 Toxicology. Poisons 


American Jnl. Den. Sci., IX, 3rd Ser., 1876. 
Antidote to Carbolic Acid. 474. Selec ted. 
Where to Look for Arsenic in Cases of Poisoning. 
527. Selected 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 


Avoidance of Phosphorous Poisoning. 45. Selected. 
Carbolic Acid Poisoning. 238. Selected. 

Poisonous Properties of Glycerine. 384, 479. Selected. 
The Poisonous Action of Salicylic Acid. 527. Se- 


lected 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Death From Ten Grains of Chloral. 142. Selected 
An Antidote to Chloroform. 144. 

Strychnia as a Substitute for Quinia. 335. Selected. 
Can Twenty Grains of Chloral Kill? 526. Selected. 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
aed PURENS From a Curious Source. 48. Select- 
ed. 
Opium vs. Coffee. 


187. Abstra 
Lead-Poisoning by Flour. 191. “Gelected. 
Antidote to Carbolic Acid. 191. Selected. 
Chloroform Narcosis Cured by Nitrate ot Amyl. 192. 


Selected. 
a by Chlorate of Potash. 430. Selected. 


American Scei., XIII, 3rd Ser., 1879-80. 
Poisons and Their yn 564-568. 


Archives of Dentistry, I, 
ey by Boracic "Acid. Molodenkow. 91-92. Se- 


Antidote to Arsenic. 125. 
Arsenical Wall-Paper Poisoning. 138-139. Selected. 


British Jnl. Dental Science, XXIV, 
The Dangers Attending the indisertininate Use of 
Chlorate of Potash. 838. 


British Jnl. Dental Science, XXV, 
Polesstag Sy Belladonna and Aconite. 
8. . Selected. 
ee as to Metallic Poisoning. 811-816. Se- 
lecte 


McCaw, James B. 


1882. 
Simpson, W. 


British Jnl. Dental Science, XXVI, 1883. 
Aconitine. 288-289. Selected. 
On the Behaviour of Arsenic in Contact With Putre- 
Oy gg = 2s Substances. Stevenson, Thomas. 
- Selected. 


Cosmos (Dental), XXIV, 1882. 
A New Cause for Mercurial Poisoning. 610-611. 


Cosmos (Dental), XXV, 1883. 
Mercurial Salivation. 277. 


Dental Office & Lab., IV, 2nd Ser., 1880-81. 
Poisons and Their Antidotes. Schlosser, Th. April. 
3-4. July. 3. Selected. 





Headlight Com. VI, 1885. 
Two F ble Regnard, M. P. 
Selected 


119-126. 


Independent Practitioner (Dental), II, ' 
For Arsenic Poisoning. Shivers, C. H. i141 
Anaesthetics and Narcotics. Turnbull, 


161-166. 
How We are Poisoned. 364-367. Selected. 


Items of Interest Gore, 5. 1879. 
Antidote for Carbolie Acid. 


Items of Interest (Dental), VI, 1884. 
Mercury. (Poison.) Way, H. H. 140. Corres. 


Lawrence. 


Johnstons’ Dental ee Vv, 1878. 
The Poisons of the Intellect. Richet, Charles. 87- 
96. Trans. 125-132, 165-174, 217-227, 245-255. 

Johnstons’ Dental Miscellany, VI, 1879. 
Nicotine and Its Action Upon the Teeth. Hepburn, 
David. 279-282. Disc. 282-284. 
—~ ~ge 4 I, 1879-80. 


Luminary ( 
Antidote of A Arsenic. 
Antidote for Poison. 3. Selected. 


Missouri Dental Jni., X, 1878. 
A Case of Chloroform-Poisoning. Larrabee, J. A. 
535-536. Selected. 
Dental Jnl., XI, 1879. 


Missouri 
a ae Effects of Arsenic. 353. Selected. 
he Action of Arsenic. 412-414. Selected. 


Missouri Dental Jnl., XII, 1880. 


Experiments With Arsenic. "Anderson, J.C. 16-20. 
3 illus. Selected. 
Missouri Dental Jni., XIII, 1881. 

Is Mercury Absorbed From the Skin? 186-187. Se- 


lected. 
The Chemical Cause of the Poisonousness of Arsen- 
ic. 425-427. Selected. 


Missouri Dental Jnl., XIV, 1882. 

Influence of Anaesthetics on the Heart, =< on the 
Antagonism of Poisons. -135. 

Case < oes, rue Da Acid ‘Used. Sur- 


The Pocutiar Be a a, - Arsenical Poisoning Pro- 
duced by oe Wardropes, Francis. 379- 
ected. 


380. 
Monthly Review of Den. Surg . IV, 1876. 
The, Physiological Action of Arsen nic. Kossel. 374. 


Monthly 
Venomous Animals. 
stract. 


Monthly Review of Den. Surgery, VIII, 1879. 
Poisoning by Chlorate of Potash. 519-520. 


News, (Dental, Knightstown, Ind.) I, 1878-79. 
The Morphia Grave. March. 2. 


Review of Den. Surgery, VI, 
Fayrer, , 186-191, 399-310. Ab- 


Ohio State J 2. 
Incredulity as to Metallic E Ricalee. 305-310. 


Ohio State Jnl. Den. Sci., III, 1883. 
Alcohol a Narcotic. M’Clellan, H. R. 305-312, 337. 
Ed. Criticisms, 474-476. Corres. 


Ohio State Jnl. Den. Sci., IV, 1884. 
Atropine vs. Carbolic Acid. 328. Selected. 
More on Arsenic. 587-589. Ed. 


Ohio State Jnl. Den. Sci., V. 1885. 
wae. Re Do in Cases of Poisoning. Murrell, Wm. 


Practitioner (Dental), I, 1880. (See Vol. II, Inde- 


pendent Practitioner. 
Iodide of Starch in Poisoning. 165. Selected. 
hams ~ Gy Veride, a Sure Antidote to Opium Poison- 


ing. 388. 
Poisoned by Vegetables From Poisoned Soils. 
roe, W. R. 575. Selected. 


Mun- 


Practitioner (Dental), I, 
Carbolic Acid Poisoning. is: eeRelect ted. 
A Case of te 4 by Belladonna—Recovery. 

Nicholls, B. 


Practitioner (Dental), II, 1884. 
es — ~~ of Toxic Effects of Iodoform. 21. Se- 


Poisonous Sleep Producers. 108-109. Selected. 


Record (Dental), IV, 1884. 
Mercurial Poisoning. Johnson, W.F. 142. Abstract. 


Register (Dental), XXX, 1876. 
—- of on RE Poisoning. Crocq, M. 224- 


Register (Dental), XXXI, 1877. 
— and Nervines. (Narcotics.) 218-219. 
Hypodermic Bndegon of Ammonia in a — of Opium 

oisoni C. 487-488. Selected. 


P D 
views &' in Geaae eiaies Faweett, J. D. 488. 


For index and key to classification numbers, see pink sheots. 














— <q! (Dental), XXXII, 1878. 
Poisoning by Burning Gas. 42. Selected. 


Dental), XXXV, 188 


55. 
BPffects of an = Overdose of Belladonna. 74. Selected. 
Carbolic Acid i me 426. Selected. 
Fatal Poisoning by Inhalation of Carbolic Acid. 
Blake. F. P. 515. Selected. 


Advertiser (Dental), XV, 1884. 
Germs in the Air. 40-44. Selected. 


American Dental Assn. Trans., 1878. 
Report of Committee on Pathology. 
H. 131-140. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
The Parasite Theory of Disease. 90. Selected. 
Diseased Germs. -186. Selected. 
Bacteria and Fermentation. 555-558. Selected. 


American Jnl. Den, Sci., XIII, 3rd Ser., 1879-80. 
Virchow on the Germ Theory. 240. Selected. 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
Dangers of Dentistry. (Septic Disease) 191. Se- 

lected. 

American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84 
How Do Parasites Produce "Disease ? Sutton, George. 

335-336. Selected. 

American Jal. Den. 


Sci., XVIII, 3rd Ser., 1884-85. 
Micro Organisms. 280-282. ed. 


Archives of Dentistry, 
Leouwenhock and Bacteria. 


Trans. 
Vaccine Virus. 379. 


Archives of Dentistry, Il, 1 
Lecture on Bacteriology. Loomis, “Alfred L. 555-566. 
4 illus. Selected. 575. Ed 


Brief (Dental), I, 
Dangers of Beathcey. 
lected. 


Select 


” Oetety, Louis. 228-229. 


yo April. 28 Se- 


British Dental Assn. Jnl., VI, 
ae Two Hundred Years me T- 248. Selected. 


tish Jnl. Dental Science, 
The Diffusion of Bacteria. Ret.’ mt. 1112. Se- 


British Jnl. Dental Science, XXVI, 1883. 


Bacteria. 291. Selected. 
British Jnl. Dental Science, XXVII, 1884. 
The Bacteria. Boynton, Charles 8. 325. Selected. 


Cosmos (Dental), XXV 
Gone Se of Pathological Anatomy. 509. 


Dental Office and Lab., V, 2nd Ser., 
a of Dentistry (Pyaemia). a 2 ‘Selected. 


tal & Oral Magazine, I, 1878. 
The i Theory. = 9 172. selected. 


Science 
Tyndall. 
On Contagion. 72-176. Selected 


Independent Practitioner (Dental), 
The Quality of Infection. 431. Selected. 
To Avoid Infection. 433. Selected. 


II, 1881. 





615.9 TOXICOLOGY. POISONS 


Register ( 
Chronic yo meen Poisoning. Woodbury, Frank. 51- 


616 Pathology. Diseases. 


See D6, Dental Pathology; See D601, Systemic Conditions and the Teeth; Oral Sepsis. 


Atkinson, w. 


For index and key to classification numbers, see pink sheets. 
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Southern Dental Jnl., I, 1882-83. 
Poisoning With Chlorate of Potassium. 4. Se- 


lected. 
Antidote for Strychnine. Barnes. 216. Selected. 


Southern Dental Jnl., IV, 1885. 
Tehes Poisoning. Hardman, L. G. 33-35. Select- 


Bacteriology. 


Independent Practitioner (Dental), III, 1882. 
The Latest About Bacteria. Formad. 6388. Selected. 


Independent Practitioner (Dental), IV, 1883. 

Bacteria. Beale, L. 8. 33.35 35. ec 

Lecture—The Influence > Constitutional Diathesis on 
the Devel Di Germs. Verneuil. 
92-97. Selected. 

Pasteur's — Concerning Contageous Dis- 
eases. 173-174. 

Disease. Atkinson, W. ‘H. 311-317. 

Propagation of Bacteria. 340-341. gt 
Diseases of Pre-Historic Man. 559-561. 
Dr. Gregg versus Bacteria. 683-684. 


Independent Practitioner (Dental), V, 1884. 
Reflections on the Practical Bearing of the Germ 
Theories of Disease. Leffman, Henry. 683-685. 
Dise. 685-688. 


Items of Interest (Dental), III, 1881. 
Blood Poisoning. 34. Selected. 


Items of Interest (Dental), IV, 1882. 

What is Disease? Richardson, J.C. 

Race, Temperament and Age as Modifiers of Disease. 
Richardson, J. C. 43 





tems of Interest (Dental), 
The "Ager peer. of pPoqeds in Material en 
ley, C. S. - 
The Minute Size of Germs. 135-136. Selected. 
Farewell to the Bacteria Scare. 519. Selected. 


Items of Interest (Dental), VI, 1884. 
Fermentation. Boynton, G. 8S. 150-153. 
Disease Germs. 169-170. Selected. 170, Bd. 
Of Bacteria. Boynton, C. 8. 198. 

Disease Germs. 268. ted. 
Oe Are They? Boynton, C.S8. 
stra 
Bacteria. Burrill, T. J. 284. 
Reflections on the Practical Bearin 
Theories of Diseases. Leffman, 
Dise. 598-601. 


Items of Interest 
Fermentation. Elliott, W. S. 54-57, 295. Selected. 
Bacteria Two Centuries Ago. 166. Selected. 

The Names of Germs. Engel, Hugh. 264. 
Our Unseen Enemies. (Bacteria.) Sizer, H. B. 37T- 


Selected. 
Fermentation and Putrefaction. Mayr, Charles. 579- 
581. Selected. 


278-279. 


of the Germ 
enry. 597-508. 


(Dental), VII, 1885. 


Johnstons’ Dental , VII, 1880. 
Inflammation and the Science of Molecular Changes. 

Atkinson, W. H. 382-387. 

anny p (Dental), III, 1881-82. 
Dangers of Dentistry (Pyaemia). 64. Selected. 
(Dental) 


Lumi vz, 
The Germ Theory of ee Griggs, Rollen R. 59. 
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Missourl Dental Jnl., IX, 1 
Experiments With a Sterile Putrescible Fluid. Dal- 
linger, W. H. 47-53. 


ri Dental Jni., X, 1878. 
Thymoliaed Vaccine Lymph. 467-468. Selected. 


Missouri Dental Jnl., XI, 1879. 
Yellow Fever and y A] Theory of Disease. Ful- 


er, 
Case of Rapidly Fatal Yo Due to a Whitlow. 
McDowall, T. W. 697-701. 


Missouri Dental Jnl., XIII, 1881. 
——x < Pyaemia a and Septicaemia. Wat- 


on, G. Selec 
The “Persietence of Bacteria, 576. 


sourl Dental Jni., XIV, 1882. 
The a Size = Germs. 333-334. Selected. 
Bacteria. 335. 
The Diffusion of a 472-473. Selected. 
Germ Theory. 530-531. Corres. Abstract. 


Missouri Dental Jni., XV, 1 
Tenacity of Life of Bacteria. Feb, 84-85. Selected. 


New England Jnl. Dentistry, I, 1882. 
A Glossary of Microbes. 116. Selected. 
Germ Theory of Disease. 317-319. 


New England Jnl. Dentisiry, II, 1883. 
Bacteria. Boynton, C. 8. 154-159. Abstract. 
Bacillus. Adams, J. M. 205. Selected. 
The Germ Theory of Disease. Gradle, H. 290-300. 
ecte 
Role of Bacteria in Fermentation and Putrefaction. 
peyaten, C. 8. 305-319. 322-323. Ed. Disc. 327- 


New England Jnl. Dentistry, II, 

The Bacteria. Boynton, Charles S. 85-91 125-134, 196. 

Microbes. Fol, H. 117. Trans. 

Micro- Organisms. 221. Ed. 

Spectal Results of the Berlin Hygienic Exhibition, 
Concerning the Method of Examining Fungi, and 
the Means Employed for Preventing Their For- 
mation. Buchner, H. 177-179, 295-297. Trans. 


New York State Den. Soc. Trans., 
Disease. Atkinson, W. H. 34-40. 


News, (Dental, Knightstown, Ind.), II, erate 


1883. 


Inoculation by a Tooth Brush. Baxter, E. 
Selected. 
News, (Dental, Knightstown, Ind.), V, 1882-83. 
The Latest About Bacteria. Formad. Feb. 3. Se- 
lected. 
News, (Dental, Knightstown, Ind.), VI, 1883-84. 
Bacteria in Mountain Air. 30-31. Selected. 


Odontographic Jnl., I, 1880-81. 
The Amoeba. Searing, Anna H. 39-42. 


Odontographic Jnli., Il, 1881-82. 
The Re > OH of Ignorance. (re Disease.) Clarke. 


Odontographic Jni., III, 1882-83. 
Bacteria as Beneficial and Wealous Agents. Dolley, 
Chas. 8. 33-46. 


Odontographic Jnl., IV, 1883-84. 
The Etiology of Pernicious “Anaemia. 52-53. Selected. 
Culivaties of Bacteria—Koch's Ingenuity. 154. Se- 


lected. 
“— . « of the Bacteria. 158-159. Selected. 


Odontographic Jni.. VI, 1885. 
Bacteria—Their Interrelativity and putea. Dal- 
linger W. H. 172-174. Selected 


Ohio State Jnl. Den. Sci., ITI, 1883. 
Sho Sates About Bacteria. Formad. 97-98. Select- 


Germs and Acids. Cassidy, J. 8. 377-380. 
The Germ Theory Going to Seed. 496-497. ” Ba. 





616 PATHOLOGY. DISEASES. BACTERIOLOGY 


Ohio State Jnl. Den. Sci., 1885. 
Disease Germs. (The D caetne Invention of a 

Philadelphia Doctor.) 26-27. Selected. 
Thoughts on Fermentation. Watt, Geo. 401-407. 


Pennsylvania State Den. Soc. Trans., 1884 

Reflection on the Practical Bearing of the Germ 
Theories of Disease. Leffman, Henry. 22-25. 
Dise. 25-27 


Practitioner Beneath. I, 1880. 
dependent Practitioner.) 

Influence of Electricity 0 on Bacteria. 
lected. 


(See Vol. Il, In- 
544-45. Se- 


Pp oie TT. 





tal), I, 1883. 
Nomenclature for the Low Forms of Life. 
Cc. N. 44. Abstract. 


Practitioner (Dental), II, 1884. 
Micrococci in Relation to Wounds, Abscesses, and 


Peirce, 


tie Processes. Cheyne, W. Watson. 255-256. 
Selected. 
Practitioner (Dental), III, 1885. 
The Modern Germ-Theory. 64-69. Ed. 
Bacilli Caught Alive. 237-239. Selected. 
Record (Dental), 
se, See of seesensiat Life. Tyndall. 171- 


Record (Dental), II, 
= os of Bacteria. 


On Staining Bacilli. Gibbes, Heneage. 
lected. 


1882. 
447-448. Selected. 475. 
514-517. Se- 


Record (Dental), III, 1883. 
Disease Germs. Notes on the Schizomycetes. Grove, 
4-79, 2 ss; 115-119, 2 illus; 150-157, 14 
8 i ; 355-361, 7 illus; 490-495, 3 


Attenuation of Disease Germs. 225-227. 


Regieter (Dental), XXX, 1876. 
Local — Constitutional Treatment of Diseases. 


Hydroadipsia, and ‘the Water 
Bodies, Clinically Illustrated. Mec 
lins. 252-262. lected. 


Supply of Living 
Bizoy’ z Z. Col- 


Register (Dental), XXXI, 1877. 
The Fay Doctrine and Septicaemia. Wilkinson, M. 
A. E. 480-481. Abstract. 


Register (Dental), XXXIII, 1879. 
A Cause of Anaemia. 259. Selected. 
Hydrophobia. Caldwell, John J. 469-478. 


r (Dental), XXXIV 


Registe' 
Poesy ond Semiology. a. - D. Cc. 310- 


Register (Dental), XXXV, 1881. 
Bacteria in “the Air. 203. Selected. 


Register (Dental), XXXVII, 
The Bacillus Tuberculosis and the sinefutation of Its 


ae x Relation With Tuberculosis. Formad, 
H. 29-31. Selected. 

The ibecittue. 31-33. Selected. 

Pasteur’s Response to Koch. 249-251. Abstract. 


Half Breed Micro-Organisms. Wright, C. M. 493- 
497. Selected. 


Register (Dental), XXXVIII, 1884. 
Errors in Diagnosis. 256. Selected. 
Tubercle-Bacillus Question. Sattler, Eric. 258. 
Bacillus Culture. lein. 556-557. Selected. 


Southern Dental Jnl., IIT, 1884-85. 
Success of Science. (Germ Theory.) Engel. 419-420. 
Southern Dental Jnl., IV, 
Ripening and Ripeness. (re &..) Atkinson, W. 
H. 372. Abstract. 
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616.2 Diseases of Respiratory System. 


Nose. Throat. Pharynx. Tonsils. Adenoids. 


See D423, Nasal conditions in orthodontia. 


T xing Cold, ld, and. i} . ia. Odell 5 
aking Cold, an raem F k - 
40. Dine. rt ee a ell, Frank M. 42 


British Dental Assn. Jnl., 
Mouth-Breathing and Its Ationdant i Evils. Whiting, 
Guy F. 390-396, 553-558, 603-605. 


British Jnl. Dental Science, XXVIII. 
Buccal Breathing—Its Causes, Serious Gemssemenenn, 
| ae ge and Cure. Major, George W. 173-178. 
lected. 


Independent Practitioner (Dental), III, 1882. 
A Winter Cold. Bosworth, F. H.. 661- 566, 593-600. 
Johnstons’ Dental es, 
The Tonsils. Moore, W. V. J. 
Luminary (Dental), a: 1880-81. 
Salt sas Sore Throat. 
‘onthly Review of Den. Surg , IV, 1876. 
an. Bark for Sore Throat. “olde en. 373. 
onthly Review of Den. ee A as, 1878. 
The Tousiie. Moore, W. V. J. 288-290. 


VI, 1879. 
-326. 


616.31 Diseases of Salivary Glands. 


Calculi in salivary ducts. 


Advertiser (Dental), XII, 1881. 
a + aimee of Wharton's Duct. Richet. 16. 
lected 


American Jnl. Den. Sci., 3rd Ser., 1876. 
Radical Cure of Salivary Fistula. 568-570. Selected. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Chlorate of Potash and Mereurials. (In Cases of 
Salivation.) Moore, C. V. 143. ected. 
Suppression of the Salivary Secretion. 191. Selected. 
Removing Salivary Calculus From Sub-Lingual 


Gland. 380. 
Calculus in the Sublingual Duct. 573. Selected. 


American Jnl. Den. Sci., 3rd Ser., 1880-81. 
Treatment of Salivary Fistula. ee Henry. 46. 


ected. 
Cure of a Traumatic Salivary Fistula. Morris, Henry. 
94-95. Selected. 


American Jnl. Den. Sci., 
Is Mercury Absorbed By the Skin? (Mercurial i Sali- 
vation.) Furbinger. 37-38. Selected. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Chaqgetesese of Saliva in ” Syphilitics. Harlan, A 
W. 8-14. Dise. 14-17. gg 
——. ~ Fresh Meat. Neale, W. H. 284-285. Se- 
ected. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
A Singular Case. (Destruction of the Parotid Gland.) 
Watlinti. 333-334. Corres. Selected. 


American Jnl. Den. Sci., XVIII, 3rd Ser., 1884-85. 
4 Very Large Salivary Calculus Removed From a Pa- 
tient. hisholm, Julian J. 187-188. Selected. 


Archives of Dentistry, I, 1884. 
A Very Large Salivary Caiculus Removed From a Pa- 
tient. hisholm, Julian J. 257-258. Selected. 


Archives of Dentistry, Il, 1 
Treatment of Parotid Fistula byt the ppten of Fat 
or Vil. Molliere. 138-139. 


British Dental Assen. Jnl., I, 1880. 
Traumatic Salivary Fistula. 217. 
Death From Salivation. 217-218. 


British Dental Assn. Jnl., VI, 1885. 
A Cee # os Salivary Secretion. Tomes, Charles 


British Jnl. Dental Science, XXII, 1879. 
Medicinal Agents in the Saliva. 673. ‘Selected 


British Jnl. Dental Science, XXIII, 1880. 
— > Obstruction of Wharton’s Duct. 854. Se- 
ected. 


British Jnl. Dental Science, XXIV, 1881. 
——- in Salivary Fistula. Allan, James. 45. 
lected. 


Calculus Imbedded in the Wall of the Pharynx. 
Stocken. 232-233. 

Parotid Abscess Caused by a 
Meers, Edward E. 375. Selec 

A Case of Salivary Calculus. Parreidt. 788. Se- 


Fragment of Hay. 
ted. 


lected. 
aa —~ tof Calculus. Ingersoll, L. C. 986-987. Se- 
ected. . 


British Jnl. Dental Science, XXV, 

Broom-Corn in Steno’s Duct Goethe "eeseusbe. 
1067-1068. Selected. 

On the Presence of Bile in the Saliva. Fenwick, 
Samuel. 1151-1153. Selected. 


British Jnl. Dental Science, XXVI, 
Abscess ved } as Parotid Gland. Clarke, pa 478. 


Selec 
Sublingual Tumour and Immense Salivary Calculus 
Removed by Incision. Mackern, George. 


Jnl. Dental Science, XXVII, 1884. 
Clinical Le Lecture on Salivary Calculus and Hypertro- 
phy of Bichat's Boule Graisseuse. Berger, Paul. 


Wasting Away of the Parotid Gland. Watlinti. 161. 


ected. 
Salivary Calculus Removed From a Patient. Chis- 
holm, J. J. 1059. Selected. 


British Jnl. Dental Science, XXVIII, 1885. 
Salivary Calculi. Robere. 82. Selected. 
An Unusual Cause of Salivation. 697. d. 
A Case of Altered Salivary Secretion. Tomes, Charles 
S. 910-911. Selected. 


Calif. S. Den. Assn. Trans., -83-84-85. 
Calculus in Wharton's. Duct. Bose Cc. EB. 105-108. 


Canada Jnl. Dental Science, IV, 1877-78-79. 
Salivation From Pregnancy. 36. 


Cosmos (Dental), XVIII, 1876. 
Salivary Calculus. (Of Submaxillary Gland.) 42. 
Radical Cure of Salivary Fistula. 499-500. 


Cosmos (Dental), XIX, 1877. 
Cases of Salivary Concretions. 371-372. 
The Fluids of the Mouth in Sickness. 374-375. 
Notes on Salivary Calculus. 433-443. 


Cosmos (Dental), XX, 1878. 
Very Large Salivary Calculus. 685. 


Cosmos (Dental), XXI, 1879. 
Operations on Tonsil Glands. Garretson, James B. 
28-33. Clinic. 
Absence of Saliva. 533. 
Lar "S Salivary Calculus. (From Wharton's Duct. 
eight 115 3-4 grs. 12-5x .9in.) 583. 
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Cosmos (Dental), XXII, 1880. 
Treatment of Fistulae and Scars of the Cheek. 107. 
Salivary Calculus Simulating Malignant Disease. 111. 
Cure of Traumatic Salivary Fistula. 327. 
Consequences of Enlarged Tonsils. 330. 
Retention of Saliva. 6. 


Cosmos (Dental), XXIII, 1881. 

Singular Sesteeetes of Wharton’s Duct. 

Il Piece of Straw From Bread.) 1 

Case of a Salivary Gree Taken From the Duct of 
Steno. = -308. 

Parte Abscess Caused by a Fragment of Hay. 498- 


(By a 


Cosmos (Dental), XXIV, 1882. 
Hurried Dinners. 53-54. 
Salivary © Colic—Expulsion of Two Salivary Calculi. 


Case of Obstruction of Steno’s Duct. 276. 

New Method for the Cure of Salivary Fistula of Sten- 
son’s Duct. -608. 

Atropin for Dribbling From the Mouth. 609. 


Cosmos (Dental), XXV, 1883. 
Salivary Fistula—A New Operation. 43-44. 
Atropin for as From the Mouth. 163. 
Inflamed Glands—Jaborandi Poultice. 163. 
ay a for Salivary Fistula. 275. 

Agency of Acids in the Production of Caries of 


the Human Teeth, With Comparative Analysis 

of Carious Dentine and Dentine Softened by 

Acids. Miller, W. D. 337-344. 
Concretion Beneath the Tongue. 605-606. 


mos, (Dental), XX VI, 1884. 
Large > Calculus i From Sublingual Gland. 
arvie, Wm. 34-35. Dise. 35. 

Suppression of Saliva After Mumps. 380. 

Large Salivary Calculus. 445- 

New Method of Treating Salivary Fistulae. 446. 

Salivary Calculus. 446. 

A Study of the Salivary Glands With Reference to the 
Cause of Odontclithus. Niles, EB. 8. 466-477. 12 
illus. Dise. 477-484. Correction, 576. 

Treatment of Fistulae of Steno’s Duct. 700. 


Cosmos (Dental), XXVII, 1885. 
Salivary Calculus in a Medical —.. ne 
Salivary Calculus of Steno’s Duct. 

Fatty Injections in Salivary Fistale "01. 702. 
Easy Cure for Salivary Fistula. 702. 


Dental Office & Lab., I, 2nd Ser., 1877 
eer od Calculus in Steno’s Duct. April. ee * Select- 
Dental Office & Lab., 2nd Ser., 1882-83. 
Poneaay of the eee of the Stenonian Duct. 
ber, L. Jan. 6. Trans. Selected. 


Dental & Oral Science 
A Lecture on the Presence of 
wick, Samuel. 78-81. 


Herald of Dentistry, IT, 
New te of Treating Salivary” Fistulae. Riche- 


ne, I, 1878. 
ile in the Saliva. Fen- 
lected. 


. Jan. 10. Selec 
Toxic ‘Action of Saliva. “Griffint, M. July. 12. Se- 
A Salivary Stone. Mully, E. V. ae 12. Selected. 


Items of Interest (Dental), IV, 
Tartar in the Duct of a Salivary Gland. Tullis, J. 
B. 71. Selected. 


Items of Interest (Dental), VI, 
Salivary Calculus Removed From - Patient. 
holm, J. J. 460. Selec 


Items of Interest (Dental), VII, 1885. 
When Doctors Disagree Who Shall Decide? (re 
Sublingual Gland.) 93. Ed. 


Jairus (Dental), Vv, 1884, 
A Case of C uppr 
40-41. Selected. 


* Dental Miscellany, V, 1878. 
The? Salter Glands—Some of ‘Their Diseases and 
Models, With the Apps Lead ae by Wax 
odels e ratus Used in Treatment. 
Goodwillie, 401-406. 3 illus. 


Johnstons’ Dental Miscellany, VII 
Fistula of the Parotid Gland. @nattack < G. S. 98- 
104. 2 illus. Disc. 104-105. 


Chis- 





of Saliva in Mumps. 





616.31 DISEASES OF SALIVARY GLANDS 


Johnstons’ tal Miscellany, VIII, 1881. 
Parotid pm as aa? a Fragment of Hay. 
Meers, Edward E. 


Luminary (Dental), Iv, 1 
Bristle From a Toothbrush por in One of ~ 
Salivary Ducts. Jennings, D. 81. * gpg 
Michigan State Den. Assn. Trans., 
Fistula of th the Parotid Gland. Shattuck, eG. 8. 35- 
41. 2 illus. Disc. 42-43. 


Missouri Dental Jnl., IX, 18 
Diagnosis and Pathology of PE ansatien of the 
ub-Maxillary Gland. an toms of Salivary 


Lithiasis. Marot, BE. 410-417. Trans 
—— — | Salivary Calculus From Sub- Lingual 
Glan 634-635. Selected. 


Missouri tal Jni., XII, 1880 
ro =! Its Simple Treatment. 


- ject 

Saliva—Its "Ciennctestatien in Health and Disease. 
Harlan, A. W. 416-422. Dise. 4 

Fistula of Steno’s Duct Following Gunshot Wound. 
Mason, Erskine. 503-510. Selected. 


uri Dental Jnil., XIII, 1881. 
Swallowing of the Tongue. 238-239. 


Selec 
Singular Obstruction of Wharton's Duct. 
Selected. 


Viehe, C. H. 


ted. 
475-476. 


Missouri Dental Jnl., XIV, 1882. 

Characteristics of Saliva in Syphilitics. Harlan, A 
W. 97-102. Disc. 109-112. 

The Abnormal Presence of Uric Acid in the Salivary. 
Nasal, Pharyngeal, Gastric and Dermal Secre- 
tions, as Also in the Menstrual Blood and the 
Uterine Secretions, With Diagnostic and Thera- 
— Indications. Boucheron. Jan. 31-32. Se- 


Monthly Review of Den. Surgery, V, 1876-77. 
Case of ‘Acute Distension of Wharton's Duct Giving 
Rise = Inflammatory Swelling, Threatening Suf- 
focation. 287-288. 
Salivary Calculus in Steno’s Duct. 365. 


Monthly Review of Dental Surgery, VI, 1877. 
aay - 5% on oe Having Teeth as the Nucleus. 286. 
lected 


Senthiy Review of Den. Surgery, VII, 1878. 
Case of Parotid Fistula. Lyon, James A. 196-199. 


New York Odontological Soc. Trans. 
Salivary Calculus Taken From the Duct a Steno. 
Quimby, H. C. 35. Corres. 


New York Odontological Soc. Trans., 1883. 
ayes hy of the Alveolus. {Calculus in Steno's 
ne tae Jarvie. 112-113. 


Ohio State Jnl. Den. Sci., III, 
An Interesting Specimen. (Toth Brush Bristle 
Causing Salivary bagel 55. Ed. 


Practitioner (Dental). I, 1 

Total Loss, “tr y, Sloughing, of of Both Parotid Glands. 
Ramsdell, C. lected. 

Conditions Influencing ay Amylolytic Action of 
Saliva. 96. Selected. 
Record (Dental), III, 1883. 

Complete -— Xa of Saliva After Mumps. 
ton, A. St. C. 312-214. Selected. 


Register (Dental), XXXI, 
A = of Salivary Calculus. 
Reid. 309-310. Selected. 


Bux- 


1877. 
(Submaxillary Gland.) 


A Case of ‘ee of gamed Secretion. Baynes, 
Donald. 441-442. Trans. 


Register (Dental), XX XIII, 1879. 
Very Large Salivary Calculus. (Sublingual Gland.) 
Freudenberg. lected. 
Appearance of the ‘Tongue in Disease. Henning, 
John A. 478-480. ected. 


Register (Dental), XXXIV, 1880. 
Observations on the Secretion of i in a Case of 
b ge wt toe 2 Schofield, R. Harold A. '03- 
bstrac 
Salivey-Ite aepetaetatios in ene and Disease. 
Harlan, A. W. 526-532. Selected 
Dental), XXXVI, 1 


Register ( 
A Case in Practice. Calculus in Salivary Duct. Tul- 
lis, J. B. 142-144. Selected. 
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a Dental), XXXVEII, 1883. 

Both Pa Parotid Glands. ‘136-137. Selected. 

A Singular Case. (Wasting of the Parotid Gland.) 
Watling. 406. Ed. 


Southern Dental Jnl., I, 1882-23 
Salivary Fistula—A New Operation. Krouse, J. L. 
512. Dise. 512-513. Selected. 


Southern Dental Jnl., Il, 1883-84. 
xcessive Cleanliness. (Comming Dryness of the 
Mouth.) Maass, Otto. 196-197. Trans. 


Southern Dental Jnl., I 
A Case of Altered Salivary ME. Tomes, Charles 
Charles 8. 429-430. Selected. 


616.39 Dietetic diseases. Scurvy. 


British Jnl. Dental Science, XXVIII, 1885. 
Mal-Nutrition A Dental Disease. 215-217. Ed. 
Cosmos (Dental), XIX, 1877. 
Pathology of Scurvy. 555-556. 


Cosmos (Dental), XXI, 1879. 
The Pathological Anatomy of Scurvy. 47-48. 
Diagnosis and Treatment of Seurvy. 528-532. 


osmos (Dental), XXII, 1880. 
A aw; of Land Scurvy. 218. 


Cosmos ean. XXIV, 1882. 
Seurvy. 546-54 


Cosmos (Dental), XXV, 1883. 
Treatment of Scurvy. 49. 
Seurvy. 160-161. 


Items of Interest (Dental), VI, 1884. 
Scurvy: Its Prevention, Symptoms and Treatment. 


387-390. 
Scorbutic Disease and the Teeth. Watt, Geo. 506-507. 


Missouri Dental Jnl., XIII, 
——- of Blood- -Poisoning: | —- (?). 183. Se- 


Register (Dental), XXXVII, 1883. 

Treatment of Scurvy. 92. Selected. 

Addenda to the Re, of et pane of Scurvy. Bich- 
berg, Joseph ected. 


616.5 Dermatology. Skin Diseases. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
ee ge “Cloth in Diseases of the Skin. 237. 


American Jnl. Den. Sci., , 3rd Ser., 1879-80. 
Skin—A Microscopical Study “al Its Inflammation. 
525. Selected. 


Cosmos (Dental), XXIII, 1881. 
For Sweating of the Hands. 55, ay, 448. 
For Sweating of the Hands. Edgerl y, D.W. 111. 
— (Sweating of Hands.) Barrett, W. C. 


Southern Dental Jnl,. I, 1882-83. 
Remarkable Case « Periodical Peeling of the Cu- 
ticle. Preston, A. Chevallier. 98-100. Selected. 


616.8 Diseases of Nervous System. 


Advertiser (Dental), XIII, 
oe at — ~ in Frontal I Fieadache. Haley. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Nervous Bxhaustion. 323-326. Selected. 

American Jnl. Den. Sci., XI, 3rd Ser., 78. 
Clinical Lecture on Nervousness in the ‘Male. Mit- 

chell, 8S. Weir. 398-411, 524. Selected. 

American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
American Nervousness: Its Philosophy and Treat- 

mest. Beard, George M. 167-1 188. Ed. 204- 
Remedies in Headache. 236-238. Selected. 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
Paralysis of the Facial Nerve. * Caldwell, J.J. @- 
70. Selected. 


American Jnl. Den. Sci., XVI, 3rd Ser., 1882-83. 
Com Neuralgia Among Dentists. Sutton, J. B. 287- 


British Jnl. Dental Science, XXIII, 1880. 
ss of Stammering in France. 443-444. Se- 


nl. Dental Science, XXV, 1882. 
Partial Paral sis of the Left Facial Nerve. Amoore, 


Cruval Neuralgia Among Dentists. Sutton, J. B. 
1155-1156. Selected. 


‘osmos (Dental), XVIII, 1876. 
ee of the Lesions in Facial Paralysis. 43-44. 


Cosmos (Dental), XX, 1878. 
Stammering. 630-631. 


Cosmos (Dental), XXIV, 
passe Neuralgia Affecting ‘Dentiats. 548. 


‘osmos (Dental), XXV, 
Effest of Paralysis of the Pata on Articulation. 442. 


Cosmos (Dental), XXVI, 
Intercostal Neuralgia Among Dentists. 510, 573. 


Dental Office & Lab., IV, 2 ., 1880-81. 
— From Thought. "Grancille J. Mortimer. 
t. 3-4. Selected. 


Independent Practitioner (Dental), II, 1881. 

Sleeplessness From Thought. 280-282. Selected. 

My ag in Stammering, and Its Cure. Gal- 
Thomas J. 726-728. 

Nitro- -ycerine ey Migraine. Epilepsy ‘and Anaemic 


Items of Interest (Dental), I, 1879. 
Nervous and Over-Sensitive. 2. 


f Interest (Dental VI, 1884. 
Refler Ac ‘Action. Patrick, J. J. R. 487-438. Selected. 


tems of Interest (Dental), VII, 1885. 
oulnul. 315. d. 
A Valuable Remedy for Headache. 559. Selected. 
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Johnst * Dent S ioeoey VI, 1879. 

American Nervousness: Its P flosophy and Treat- 
ment. Beard, George M. 335-344, 393-403. 
Missouri Dental Jnl., IX, 1877 


Diseases of the Nervous System. Brown- -Sequard, C. 
E. 612-625. Selected. 





Missouri Dental Jni., XI, 1879 
Case of General Anaesthesia. (Disease of the Ner- 


vous System.) 316-317. Selected. 


Monthly Review of Den. Surgery, VII, 1878. 
A Case of Hysteria With Uncommon Features. Gurn- 
er, John R. 104-107. Dise. 125-126. 


New England Jnl. Dentistry, I, 1882. 
A Cure for Insomnia. 117-118. 


New York Odontological Soc. Trans., V, 1879. 
Emotional Prodigality. Taylor, C. Fayette. 81-92. 
Dise. 92-95 


Knightstown, Ind.), I, 1878-79. 


News, (Dental, 
ammond, Wm. A. March. 6. 


Cerebro Hyperaemia. 
Abstract. 


Odontolog. Soc. Trans., X, 2nd Ser., 1877-78. 
i With Unusual Symptoms. Gaddes. 79-83. 
se. 


Odontological Soc. Penn. Trans., 1883. 
Spasm of the Glottis. Truman, James. 206. 


Ohio State Jni. Den. Scl., 1885. 
Nervousness, Hereditary and pt Parsons, E. 


575-580. 





616.8 DISEASES OF NERVOUS SYSTEM 


Practitioner (Dental), Il, 1884. 
Neurasthenia. Faught, L. Ashley. 


Register (Dental), XXXI, 1877. 
Tincture Gelseminum. Fentress, T. J. 444. Selected. 


Register (Dental), XXXII, 1878. 

Cases of Infantile Paral sis—-Paraplegia by Rheu- 
matic Metastasis Ending in Hemiplegia and Re- 
covery and Cerebral Paralysis. Caldwell, J. J. 


The Student's Hysteria. Horrocks, P. 82. 


Register (Dental), XX XIII, 1879. 

Tetanus. Yandell, D. W. 131 "135. Abstract. 
Pathology of Tetanus. 251-252. Abstract. 
Trophic Neuralgias. Caldwell, John J. 521-522. 


Register (Dental), XXXV, 1881. 

The Treatment of Insomnia. More, James. 63-64. 
Selected. 

Concernirg the Newer Development of the Pathology 
of Nerves, and Its Importance in Medical In- 
struction. Erb, William. 93-113. Trans. 


Register (Dental), XXXVIII, 1884. 

Reflex Nervous Influence. 95- Selecte 

What is Meant by Nervous Prostration. 
Roberts. 126-136. Selecte 

Stammering—Its Relation to _— and Its Treat- 
ment. Barkhan. 287-289. Selected. 


Register (Dental), XXXIX, 1885. 
Sleeplessness. 195-196. Selected. 


Southern Dental Jnl., I, 1882-83 
Crural Neuralgia Among Dentists. 
Selected. 


Southern Dental Jnl., IV, 
A Valuable Remedy for ke Ew 


169-171. 


d. 
Bartholow, 


Sutton, J.B. 381- 


"839-340. Selected. 


616.9 General Diseases. 


Rheumatism. Arthritis. 


See D601, Systemic conditions and the Teeth, Oral Sepsis. 


Cosmos (Dentat).. rs 1881, 
Lithaisis. Odell, F. M. 477-478. 


Items of Interest (Dental), VII, 1885. 
Acute Rheumatism. Futrell, J. W. 415. Selected. 


Monthly Review of Den Surgery, VII, 1878. 
Rheumatism. Semple, C. E. Armand. 199-304. 


Odontographic Jnl., V, 1884-85. 
Rheumatism. 29-30. Selected. 


616.95 Venereal diseases. 


American Jnl. Den. Sci., XIII, 3rd Ser., 1879-80. 
ag of the Teeth, Hair, Nails and Skin. Scott, 
Martir B. 248-270. Dise. 271-274. 
Lecture cn the Morphology of the Blood in Syphilis. 
Cutter. Ephraim. 317-328. 


British Dental Assn. Jnl., 
Antiseptic Precautions. (By phititie si efection.) 126- 
Corres. Comment, 190-191. 


British Jal. Dental Science, XXIV, 1881. 
——— Infection in Dentistry. Dulles. 376. Se- 
ecte 


Cosmos (Dental), XVIII, 1876. 
Observations in English Hospitals—On Syphilis. 109. 


Cosmos (Dental), XIX, 1877. 
Transmission of Syphilitie Virus. 


Cosmos (Dental), XXIII, 1881. 
Parotitis Syphilitica. 53-54. 
Treatment of Syphilitic Neuralgia. %. 


277, 330-331. 


Practitioner (Dental), 1, 1880. (See Vol. II, In- 
a dent Practiti 


P r). 

The Therapeutics of Acute Rheumatism. Bartholow, 
Roberts. 37-44. 

a pee in a Child. Dozier, Barton, 194- 





Some Suggestions as to the Treatment of } cen 
Rheumatism. Byrd, William A. 422-4 


Hydrophobia. 


Cosmos (Dental), XXIV, 1882. 
Syphilis. 152-153. Ed. 


osmos (Dental), XXV, 
Syphilis and Rachitism. Bis 269; 


Independent Practitioner (Dental), III, 

Eight Cases of Syphilis of the Finger in Medical Men. 
Otis, Fessenden N. 158-168. 

Effects of Excision of Syphilitic Chancre. Mauriac, 
M. 192. Selected. 


ependent Practitioner (Dental), IV, 1883. 
Syphilie ts in the Ninth Century. 389-390. Selected. 


Jairus (Dental), I 


Dental Instruments for" Transmitting Syphilis. 325, 
343-345. 
Missouri Dental Jnl., VIII, 1876. 

Effect of Mercury on the Blood in Syphilis. 177-180. 
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Missouri Dental Jni., XI, 
The Histology of Syphilitic ronsils. 32-33. Selected. 


Missouri Dental Jnl., XIII, 
—— of Syphilis From the ‘Father. 43. Se- 
ecte 


Odontographic Jnl., II, 1881-82. 
How Syphilis is Communicated. 81-84. Selected. 


Odontographic Jnl., Itl, 
The Gonococcus. Belfield. 2.85. “Selected. 


616.9688 


American Jnl. Den. Sci., IX, 3rd Ser., 1876. 
Preservation of Leeches. 480. Selected. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
as | ae Leeches Take Immediately 336. Se- 
ecte 


British Jnl. Dental Science, XXVI, 1883. 
Leeches Unsafe. 675. Selected. 


Herald of Dentistry, I, 1881-82 
et <1 Resulting From a Leech Bite. Jan. 11. 
ected 


Missouri! Dental Jnl., XIV, 1882. 
Leeches Unsafe. 139-140. Selected. 


Ohio State Jnl. Den. Sci., V, 1885. 
The Mechanism of a Leech- Bite. 600. Selected. 


Ohio Den. Sci 
Is This a Te" Subject. tH drophobia.) 335-336. 


Ed. 
The Hy podermic Injection of Gastric Juice as a 
pease’ jk 4 rophobia. Forgery, Alfred V. 
. Corres 


Register (Dental), XXXII, 1878. 
Remarks Following Prof. A. B. Arnold's pAgeces on 
Hydrophobia. Caldwell, John J. 65-69 


Leeches. 


Record (Dental), II, 
Leeches Unsafe. 261-262. MBclected. 


Register (Dental), XXX, 1876. 
To Make Leaches Bite. 498-499. Ed. 


Register (Dental), XXXI, 1877. 
The American Leech Trade. ‘87-88. Selected. 


Register (Dental), XXXV, 1881. 
Leeches. 246-248. Selected. 


Boglotes (Dental), XXXVII, 1883. 
Leeches. 291. Selected. 


Register (Dental), XXXVIII, 1884. 
On the Action of a Secretion Obtained From the 
Medicinal Leech. Haycraft, John B. -559. 


616.994 Malignant Tumors. 


Cosmos (Dental), XIX, 1877. 
Diieasee between Sarcoma and Cancer. 387, 387- 


Independent Practitioner (Dental), III, 1882. 
The Pre-Cancerous Stage of Cancer. Hutchinson, 
Jonathan. 464-465. lected. 


New Jersey State Den. Soc. Trans., 1877. 
Tumors end Abscesses. Atkinson, Wm. H. 74-78. 


616.996 Scrofula. Rickets. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
Skull Changes in Rickets. 90. Selected. 


American Jnl. Den. Sci., XVII, 3rd Ser., 1883-84. 
Syphilis and Rachitis. 239-240. Selected. 


‘osmos (Dental), XXII, 1880. 
Sessanenite and Etiology of Rachitis. 219-220. 


Cesmos (Dental), XXIII, 1881. 
Causation of Rachitis. 166. 
my yf Syphilis as the Constant Cause of Rickets. 


Notes on the Pathology of Rickets. 661-662. 


Cosmos (Dental), XXV, 1883. 
The Rachitic Diathesis. 267-268. 
Syphilis and Rachitism. 268-269. 


Cosmos (Dental), XXVII, 1885. 
Pathogenesis of Rachitis. 573. 


a ent Practitioner (Dental), IV, 
Some of the More Common Rachitic etormities. 
Gibney, V.P. 4-8. 


Register (Dental), XXXVIII, 1884. 
Iodoform Collodion. 570. 


Southern Dental Jnl., III, 1884-85. 
Rachitis. Plant Wm. T. 343-349. Selected. 
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617 Surgery. 


Independent Practitioner Vows y tal), II, 1881. 
Report of the Case of President Garfield, Accom- 
Biee* ag x 4 Dees — of the Autopsy. 


of the Gunshot Wound of 


ae A Stud 
eisse, Faneuil D. 627-632 


— Garfield. 


Johnstons’ Dental Miscellany, IV, 1877. 

The Conservation of Vital Force an Essential Ble- 
ment of Conservative Surgery. McGraw, Theo- 
dore A. -303. 


Practical Dentist, (Elgin, Tll.), I, 1883-84, 
Prehistoric Surgery. Jan. 2. 


617.11 


American Jnl. Den. Sci., IX, 3rd Ser., 1876 
New Remedy for Burns. 477, 478. 


American Jnl. Den. Sci., XI, 3rd - 1877-78. 
A gre Therapeutist. 432. ae ed 


hives of Dentistry, II, 
Carbolie Acid for Burned —— Scalded Surfaces. 
Brodnax, Ben. H. 233-234. Selec 


Independent Practitioner (Dental, II, 1881. 
The Treatment of Burns. 195. Selected 
The Treatment of Burns. 341. Selected. 


Independent Practitioner, (Dental) III, 1882. 
How to Apply the Soda Remedy in Burns and Scalds. 
Peppercorne, F. 282. Selected. 


Practitioner (Dental), I, 1880. (See Vol. II, Inde- 
pendent Practitioner. 
Compression and Immobilization knew 4 


Factors 
in Surgery. Boyland, George Halst 1-4. 
Southern Dental Jnl., I, 1882-83. 
Pompeian Surgery. 207-208. Selected. 
Race in Its Relation to ——— Operations. Brin- 


ton, J. H. 384-385. Selected 


Southern Dental Jnl., IV, 1885. 
Practical Remarks on Surgery. 
and Diagnosis of Surgical Lesions. 
328. Selected. 


The Examination 
Dulles. 324- 


Burns. 


Items of Interest (Dental), VI, 1884. 
Treatment of Burns and Scalds. Naismith, C.F. 
17-418. Selected. 


Missouri Dental Jnl., X, 1878. 
Burns and Scalds. The Alkaline Treatment. 
G. F. 526-532. 717-718. Ed. 


Waters, 


New England Jnl. Dentistry, I, 
Soda, A Remedy for Burns and Sealds.” 
F. 113-115. Selected. 


Peppercorne, 


Register (Dental), XXXVIII, 1884. 
Removal of the Outer Plate of the Skull Following 
a Severe Burn. Woodall, W.B. 284-287. 


617.14 Wounds. 


American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
Treatment of Wounds. 284. Selected 


Independent Practitioner (Dental), III, 1882. 
The Modern Treatment of Wounds. 15-16. Selected. 


Register (Dental) 
Sugar as a Dressing for Wounds. 
Selected. 


XXXVIII, 1884. 
Fischer, F. 42-43. 


617.146 Foreign Bodies in Air Passages. 


Advertiser (Dental), XV, 1884 
A Ramrod in the Brain, Recovery. 
88-89. Selected 


Jnl. Deon. Sci., XI, 3rd Ser., 1877-78. 
ane Mode of Relief for Foreign Bodies in the 
hroat. 571. Selected. 


American Jnl. Den. Sci., XV, 3rd Ser., 1881-82. 
A Tooth in a Bronchus for Five Days Causes Pneu- 
monia. Chambers, T 523-525. 


American Sci., XVII, 3rd Ser., 
vorese.. Bodice ‘2 ihe Air. Passages. Weist, 


Fischer, Geo. 


1883-84. 
L. R. 


British Dental Assen. Jnl., V, 1884. 
Tooth in the Left Bronchus. Weir, Robert F. 187. 
Selected. 


British Jnl. Dental Science, XIX, 

Acute Laryngitis From pocgment of sold. Nitrate of 
Silver in Pharynx; Tra ‘end Death. Ander- 
son, J. 421-4 Selected 


ritish Jnl. Dental Science, XXVI, 
A Fish Hook in the Crocpter us; ten: Re- 
covery. Goldsmith. Selec 
Penetrating Wound of the Orbit; Bullet “Ledged 1 in 
the Brain. Emrys-Jones, A. "192-198. Selected 
Case of Foreign Body in the Bar Nearly Twenty 
Years. Holland, Lucius, 287-288. Selected. 


British Jnl. Dental Science, XX VII, 1 
Tracheotomy for the Extraction of a Tooth From 
the Left Bronchus. Weir, Robert F. 258-259. 


Selected. 
Tooth Root in the Antrum. 463. Ed. 


British Jnl. Dental Science, XXVIII, 1885. 
A Gold Filling Removed From the Neck. 604. Ed. 


Denta! & Oral Science ne, I, 1878. 
Lodgement of Foreign Bodies HBiliott, St.G. 145-146. 
Foreign Bodies in the Seconaees. Von Langenbeck, 

B. 176-179. Selected 
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Headlight (Dental) 1880. 
A nd (Brass Pin” in the Root of a Tooth.) 
ilson, O.G. April. 5-6. 


bree dck t Practitioner (Dental), V, 
Tracheotomy for the Extraction of a ‘Tooth _ the 
Left Bronchus. 55. Selected. 


Items of Interest (Dental), III, 1881. 
Wandering Needles. 35. Selected. 


Items of Interest (Dental), VI, 1884. 
A Tooth in the Trachea, or — and Its Suc- 
cessful Removal. 410. 


Missouri Dental Jnil., XIV, 1882. 
— by a Tooth. Miller, N. 368-369. Se- 


Missouri Dental Jnl., XV, 1883. 
Foreign Bodies in the Air Passages. Weist, L. R. 
Aug. 234. 
Monthly Review of Den. Surgery, V, 1876-77. 
Stanford on Removal of a Plate of Pewter From the 


Oesophagus. 397. Selected. 
Monthly Review of Den. Sur; VIII, 1879. 
Impaction of Portion of Knife in P ry go- -Maxillary 


Region, With Harmless Result; Removal Seven- 
teen Days Afterwards. 468- 469. Selected. 

Impaction of Large Wood Splinter in the Pterygo- 
Maxillary Region, With Harmless Result. 469- 

470. Selected. 

Foreign Bodies in the Oesophagus. Fatal Result 
From Swallowing a Halfpenny to a Boy A 


Ten, Six Months After the Accident. Macdonald, 
K. Norman. 489-491. Selected. 
617.21 Shock. 


American Assn. Trans., 
Reflex Action = Shock in the ‘Dental Specialty. 
Niles, E.S. 88-93. Dise. 101-105. 


British Dental Assn. Jni., III, 1882. 


Deaths From Syncope After Tooth Extraction. 273- 
275. Abstract. 
British Jnl. Denial Science, XX 882. 
Death ae = C ene bisisacioon. (Shock.) 


140-141. Selec 
Death Following ‘Shock. 1201-1202. 


British Jnl. Dental Science, XXVII, 1884. 
Syncope. Witzjel. 1020-1021. Selected. 


ndependent Practitioner (Dental), III, 1882. 
Saline Arterial Injections in Collapse. Bischoff, J.J. 
331. Selected. 
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Fright. 
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Extraction of a wr 7 From the Ocsophagus. 
David B. 

of a Haitpenny Fatal Two Years 

492-493. 


The Swallowin 
fter the 


News, (Dental, Balghesown. Ind.), I 
To a Rid of Foreign dies in the Knroat. a. 


vent. Armstrong, Leonard. 


Register (Dental), XX XI, 1877. 
Removing Foreign dies From the Oesophagus. 
Reeves. 484. Selected. 


Kegister (Dental), XXXV, 1881. 
Removal of of a Double-Pointed Needle From the Sub- 
illary Connective Tissue by the Aid of Mani- 


panatien. Kohn, Samuel. 388-389. lected. 
Southern tal J 2 5 
Surgical Clinic. te cag? 2 ody, in the Oesophagus. 
riggs, W. T. ected. 


Loose Tooth in pw , A... of Highmore. Porter. 
215. Selected. 


Southern Dental Jnl., II, 1883-84. 
A Five, Franc Piece Swallowed and Vomited Up After 
Lying in the Stomach Bighteen Days. 116-117. 


Selected. 
A Fish-Hook in the Somemages; Extraction; Recov- 
ery. 164-165. Selected. 


Southern Dental Jnl., III, 1884-85. 
Rules Governing Foreign Bodies in the Oesophagus. 
520. Selected. 


Syncope. 


Items of Interest (Dental), IV, 1882. 


Death From Over-Tension. 82. Selected. Remarks, 
82-83. Ed. 


Johnstons’ Dental Miscellany, 
Reflex Action and Shock. Niles. at wire Dise. 419. 
‘ews, (Dental, Ralghtetoes. Ind.), I, 1878-79. 
Quinine po Prevent Surgical Shock. March. 6. Se- 


(Dental, Knightstown, Ind.), IV, 1881-82. 
Fatality , * a Dentist’s Office. (Shock.) Kelsey, Ww. F. 


News, (Dental, Knightstown, Ind.), VII, 1884-85. 
Treatment of Fainting. 102. 


617.22 Inflammation. 


ican Jnl. Den. Sci., X, 3rd Ser., 1876-77. 


Ameri 
Inflammatory Process—Its Nature. 381-382 Se- 
lected. 
American Jnl. Den. Sci., XII, 3rd Ser., 1878-79. 
Inflammation, Abscess and Necrosis: Their Cause 
and Treatment. Porter, J.M. 433-446. Selected. 


Jnl. Den. Sci., at, Srd_Ser., 1879-80. 
H. 193-202. 


American 
Inflammation. Atkinson, Wm. 


Archives of Dentist 1885. 
Intimete Nature . In Ad Bames, Geo. F. 


Spalding, C.W. 391-395. 


Inflammation. 
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Record (Dental), II, 
Fatality in a Dentists. “Office. (Shock.) Kelsey, 
W.F. 60-61. Selected. 
British Jnl. Dental Science, XXV, 1882. 
Inflammation. 651-656. Selected. 
1154-1155. 


The Effect of Bleeding on Inflammation. 
Selected. 


Cosmos (Dental), XX, 1878. 
Discussion on Pus Corpuscles. 550-551. 


Beek 6 Sk Snes aes, 5. ees. 
The Composition of Pus. 303-304. Selected. 


Illinois State Dental Soc. Trans., 1884. 
Inflammation. Judd, H. 79-89. Disc. 89-90. 
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Illinols State Dental Sec. Trans., 1885. 
— wa Spalding, C. W. 108-115. Disc. 115- 


oz, Porm, II, 1881. 


Independent Practiti 
Correction, 


Pus i Barrett, mw.c 23-26. 
75-76. 81 


Independent Practitioner (Dental), I1I, 1882. 
Seppereter Without Micro-Organisms. Uskoff. 260. 


Items of Interest (Dental), V, 1883. 
Inflammation. Atkinson, Wm. H. 370-373. 


Items of Interest (Dental), VII, 1885. 
Infammoetion. 93. Ed. 


Johnstons’ Dental Miscellany, VII, 1880. 
Inflammation and oe Science of Molecular Changes. 
Atkinson, W. 382-387. 


Michigan State Den. Asen. Trans., 1880. 
Inflammation. Farnsworth, F.H.H. 54-57. 


Missouri Dental Jnl., X, 1878. 
Inflammation. Atkinson, Wm. H. 553-560. Selected. 
The Composition of Pus. 719. Selected. 


Missouri Dental Jnl., XIV. 
Suppesesee Without Micro- a 138-139. 


A Modern Theory of Inflammation. Stricker, S. 256- 
265. Selected. 

The Effect of Bleeding on Inflammation. 327-328. 
Selected. 
Monthly Review of Den. Surgery, V, 1876-77. 

Abstract of Two Lectures on Inflammation. Gaddes, 
Thomas. 308-317. 


Monthly Review of ros he 4 VI, 1877. 
Inflammation. Semple, C 


New York State Den. Soc. Trans., 1876. 
Inflammation. Harvey, L. F. 84-87. Dise. 87. 
Pus. Atkinson, W.H. 88-97. Disc. 97. 


New York State Den. Soc. Trans., 
Inflammation. Atkinson, Wm. H. 65 


News, (Dental, Knightstown, Ind), I, 1878-79. 
Treatment of Furuncles—Note on a New Property 
of Arnica. Planat, N. April. 3. Selected. 


Ohio State Jnl. Den. Sci., Il, 1882. 
intemeety Galen. 257-262, 505- 508. 
ol. . 


1878. 
-71. 


(Cont. in 


Ohio State Jnl. Den. Sci., 
Inflammation. (Cont. from tor nim 
(Cont. in Vol. IV.) 


Ohio State Jnl. Den. Sci., IV 
Is Inflammation ae el to 


Wounds? 4 . 
Inflammation. (Cont. from Vol. III.) Galen. 516-520. 
Sel., V, 1 


Ohio State Jnl. Den. 
Chronic Inflammation. Allen, J. ws 282-283. Se- 


lected. 


Record (Dental), I, 1881. 
Relation of Micro-Organisms to Inflammation. 
ter, Joseph. 210-215. Abstract. 


Record (Dental), Il, 1882. 

Inflammation. -288. 

Use of Sulphide of Calcium for the Purpose of Pre- 
venting or Diminishing Suppuration. Smith, An- 
drew H. 383. Abstract. 


Galen. 557-561. 


1884. 
the Healing of 


Lis- 


617.4 Surgical operations. 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 
The Results of Nerve Injury. 566-567. Selected. 
Missouri Dental Jnl., X, 1878 


Reunion and Restoration of Divided Nerves. 
house, C. G. 655-657. Selected. 


617.41 


American Jnl. Den. Sci., X, 3rd Ser., 1876-77. 


To Check Epistaxis. 46. Selected. 
The Arrest of Hemorrhage by Torsion. 
Selected. 


American Jnl. Den. Sci., XI, 3rd Ser., 1877-78. 
Simple Remedy to Stop Bleeding. 285. Selected. 


Cosmos (Dental), XXIII, 1881. 
Haemostatic Pils. 667. 


Wheel- 


88-89, 93-94. 


Register (Dental), XXXI, 1877. 
es ~~ | Treated by Nerve Stretching. 136-137. Se- 


Hemorrhage. 


Cosmos (Dental), XXIV, 1 
The Mechanism of the Arrest “a Hemorrhage. 540- 


Improved Styptic Colloid. 611. 


Cosmos (Dental), XXVII, 1885. 
A New Hemostatic. 576. 


I, 1878. 
Barton, Bolling 


& Oral Science Magazine, 
(Arrest of Hemorrhage.) 
-86. Selected. 


Missouri Dental Jnl., X, 1878. 
Epistaxis and Alveolar Hemorrhage. 524-526. 


Dental 
Epistaxis. 
WwW. 8 


617.8 Diseases of Ear. 


Den. Sci., XIV, 3rd Ser., 


American Jnl. 1880-81, 
Researches on Hearing Through the Medium of the 
Thomas, Charles Her- 


Teeth and Cranial Bones. 
mon. 9-17. Selected. 


For index and key to classification numbers, see pink sheets. 
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AARONSON, A. Tincture of Cannabis Indica as a 
Local Anaesthetic for Use in Dental Surgery. 
Brit. Jnl. Den. Sci., XXVII, 1884, 1030. Corres. 
Southern Den. Jnl., IV, 1885, 77-78. Selected. 


ABBOTT, A. D. Destal ae istration and the “Den- 
tists’ Act.” Brit. m. Sci, XXVII, 1885, 
1147-1148. Corres. 


ABBOTT, FRANK. Report of Committee on Opera 
tive Dentistry. Amer. Den. Assn. Trans., 1876, 63 
70. Dise. 79-100. Den. Cosmos, XVill, 1876, 
595-598. 

Progress of Dentistry During t*: Past Century. 
Johnstons’ Den. Misc., III, Seg 

D61, Den. Cosmos, xvi. 5 es ae 

D221, Johnstons’ 4 III, ise, ‘50-51. 

Case of Necrosis Seilowing Abscess, on Account 

of won Conk ist, of Formation of Roots. Den. 


Cosmos, XI 579-580. 
Johnstons’ Den. Misc., IV, 1877, 417-420. 


Address. 
Y. Odontolog. Soc. Trans., III, 1877, 81- 
1878, 59. 


Abstract. 
Abscess. N. 
82. Den. Cosmos, xX, 


Whoopin Conga Due to an Abscess. N. Y. Odon- 
tolog. Trans., III, = 147-148. 

D243, n. Cosmos, XIX, -540, 540, 542. 

D242, N. Y. Odontolog. Boe. Trans., 111, 1877, 77-78, 


94, 95. 
D331, N. ¥. Odontolog. Soc. Trans., III, 1877, 136- 


137. 
Case of Necrosis of Both the Upper and Lower 
ont Den. & Oral Sci. Magazine, I, 1878, 145. 

Den. Cosmos, XX, 1878, 48-49. 
Dad, ‘Dea. & Oral Sci. Magazine, I, 1878, 276, 277- 


Ph of Human Teeth. PS Cosmos, XXI, 1879, 


57-64, 1 illus; 113-119, illus; 177-184, 1 illus; 
Dise. 215-218 263- os. N. ¥. Odontolog. Soc. 
aren 34-50; 57-61, 6 illus. Disc. 50- 

Attaching Artificial Crowns. N. Y. Odontolog. Soc. 
Trans., V, 1 56-57 


Do, N. J. 8, Den. Soc. Trans. 1879, 

p43, Y. Odontolog. Soc. Trans., V. oer, aungns. 

The Minute Anatomy of Enamel and Dentine. Den. 
Cosmos, XXII, 1880, 393-395, 1 illus 

The Formation and Development of Dentine. Den. 
Cosmos, XXII, 1880, 479. 

Disease of the Jaw. N. Y. Odontolog. Soc. Trans., 
VI, 1880, 81-83 

1424, Den. Cosmos, XXII, 1880, 26. 

D222, oem Cosmos, XXII, 1880, 478-479. 

23 Odontolog. Soc. Trans., VI, 1880, 25-26. 


D331, 
D222. . Odontolog. Soc. Trans., VI, 1880, 49-50, 
5O- a 


Fracture Case. Necrosis Cosmos. 


Case. Den. 
XXIII, 1881, 71-75. 
Report of, Study of Caries. Den. Cosmos, XXIII, 
1881, . Dise. 582-583. 625-631. 
Dé61, ty Cosmos, XXIII, 1881, 314. 
D13, Den. Cosmos, XXIII, 1881, = ge 
D14, Johnstons’ Den. Misc., Vill, 307 -308. 
D1. Johnstons’ Den. Mise., VIII, test, 414-417. 
hs Johnstons’ Den. Misc., VIII, 1881, 461. 
N. / Odontolog. Soc. Trans., 1881, 46, 46-47, 
Os. 49, 50, 52. 
D43, N. r *Odontolog. Soc. Trans., 1881, 104. 
Diagram of an Incisor Tooth. Amer. Jnl. Den. Sci., 
XVI, 3rd Ser., 1882-83, 476-477. Herald of Den- 
tistry, II. 1882-83. April, 8 Selected. Den. Lum- 
inary, IV, 1882-83, 89. eouseer ,) Ry ‘ak 
1882-83, 


British Jnl. Den. Sci., 

mos, XXV, 1883, 107- io ‘Den. Headli ht, IV, 

1883, 80. Independent a IV, 1 117: 

118. Practitioner (Dental), 1883, 16. Den. Rec- 
ord, III, 1883, 50-51. ethers Den. Jnl, II, 
1883-84, 130. 

Tooth Organization. (re Secondary Dentine.) Den. 
Items of Interest, IV, 1882, 42. 

Minute anatomy of the Human Tooth. N. Y. 8. Den. 

. Trans., 1882, 54-60. Dise. 60-72. ine 

Pract. (Dental), A 1883, 535-541. Brit. Jnl. 
Den. Sci., XXVITI, - 1000. 

D611, Den. Cosmos, XXIV. 1882. 38. 

D242, Den. Cosmos, he 1882, 657-658. 

D14, hy Eng. Jnl. Den.. I, 1882, 399. 

D331, Y. S. Den. Soc. Trans., 1882, 85. 

Causes > Dental Caries. Brit. Den. Assn. Jnl., IV, 
1883, 352-354. Criticism, 404-406. 
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ABBOTT, FRAN K—Continued. 

Pericementitis, (Periostitis), Its Causes and Treat- 
ment. Den. Cosmos, XXV, 1883, 418-423. Disc. 
485-500. Mo. Den. Jnl., XV, 1883, Oct., 313-319. 
Selected. N. Y. Odontolog. - Soc. Trans, 1883, 48- 
1884, Peo1-808 964-908” Ind Pract. {Den tai. Vv. 

D , , 
1884, 475-482. Disc. 524-527. : nese 

—, aan. Indep. Pract. (Dental), IV, 1883, 

Caries of Human Teeth. Ind P 
uy. 1888, _— ndep. Pract. (Dental), 

ress istory of Dentistry. New Eng. Jnl. 
Den., II, 1883, 126. Abstract. ‘ctieata 

Diseases of the Antrum. N. Y. 8. Den. Soc. Trans., 

1883, 89-94. Amer. Jnl. Den. Sci., _—s 3rd 


Ser., 1884-85, In Pract. 
(Dental), V, 1884, 79-84. Southers = “ee inl 
III, 1884-85, ' 123-128, Selected. Texas Den. Jal. 


pak 1884, 7 Sere 883 
Den. Cosmos, XXV, 1 473. 
D242. Den. Cosmos, Xxv, 
Oe ae Items of ferent, Vv, 1883, 125, 125-126, 
D61, New Bag. Jnl. Den., II, 1883, 92-93. 

N. Y. 8. Den. Soc. ‘Trans., 1883, 74-75. 
| 8, ‘of Abscess of the An 


mos, XXVI, 
Microscopical ” Studies 0; n the Absorption of the 
eeth. Brit. Jnl. Den. Sci. 


Roots of Temporary 
XXVII, 1884, 1034-1088 Indep. Pract. (eats). 
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329. 
D43, Southern Den. Den. (Kani ts 
Selected. 


II, 1882, 394-395. 
479. 


The First Permanent Moles, 
town, pp AL, VI, = Oct., 
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615.781, Amer. = Den. Sci., XII, 3rd Ser., 1878- 
340-341, 


Anaesthesia aa Anaesthetics. Amer. Jnl. Den. 
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scesses by Hyper-Distention With Carbolized 
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Re-Implantation. 
78. Dise. 78-79. 

HALL, L. BREWER. An Eye Protector for Use 
With the Monocular Microscope. Indep. Pract. 
Reg III, 1882, 454-455. Selected. 
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Criticism, 74. 

Celluloid. Practitioner (Dental), I, 1883, 70-71. 


Absorption of Mercury From Rubber Plates, Prac- 
titioner (Dental), I, 1883, 98-99. Criticism, 126- 
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Solders and Soldering. Practitioner (Dental). IT, 
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Cerebro Hyperaemia. " (Knightstown, 
Ind.). I, 1878-79. March, 6. Abstract. 
HAMMOND. Hammond's Wire Splint. Den. Rec- 
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71-77. ee” 77-80. 
tome. Ulterior Uses of Amalgam. Den. Jairus, I, 


213-215. Den. Luminary, II, 1880, 3. Den. 
News, (Knightstown, Ind.), III, 1880-81, 1. Corres. 
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orrhage. Brit. Jnl. Sci., XXV, 1882, 
374. Comment, s8510 

HARDING, GEORGE HILDITCH. Removal of the 

ba Fillings. Brit. Jnl. Den. Sci., XX, 
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8&4, 71-76. Selected. 

Therapeutics. Den. Items of Interest, IV, 1882, 178. 


Dise. 1 

Iodide of Zinc. (For Pyorrhea.) Mo. Den. Jnl, 
XIV, 1882, 24-25. Odontographic Jnl., III, 1882- 
83, 16-17. Selected. 

Treatment of Alveolar Abscess. New Eng. Jnl. 
Den., I, 1882, 292-294. Disc. 294-297. Southern 
Den. Jnl., I, 1882-83, 331. Disc. 331-333. Y 
Office & Lab., VIII, 2nd Ser., 1884-85, Jan., 

Themoeete Use of Hydrogen Peroxide. Den. Ree- 
ord, 492- Selected. 

The Reseutial Olls, and Eucalyptus Gloculus in 
Dentistry. Den. Register, XXXVI, 1882, 165-170. 

Iodide of Zinc as a Pain Obtunder in Excavating 

_— Dentine. Southern Den. Jnl., I, 1882- 


Treatment of Few I Alveolaris. Amer. Den. 
Assn. Trans., 1883, 44. Disc. 50-54. Den. Cos- 
mos, XXV, 1883, SIT oot, Disc. 524-527. Indep. 
Pract. (Dental), IV, 1883, 491. Abstract, Disc., 
491-492. Mo. Den. Jnl, XV, 1883, Dec., 397-401. 
Selected. Den. Record, ‘ITI, 1883, 508-509. Ab- 
stract. Amer, Jnl. Den. Sei., XVIII, — Ser., 
1884-85, 64-68. Selected. Archives of Den., , 1884, 
415-417. Dise. 417-422, 521-525. Brit. Tal. Den. 
. XXVII, 1884, 533-535, 596-598, 926-929. Se- 

lected. Den. Cosmos, XXVI, 1884, 515-519. Disc. 
Bo -526. 527-531. Den. News, (Knightstown, Ind.), 
VII, 1884-85, 30-31. Clinic. Selected. Indep. 
Pract. (Dental), V, 1884, 521-524. Disc. 560-564. 
621 . Den. Items of Interest, VI, 1884, 465- 
466. 466-469. Mich. S. Den. Assn. Trans., 
1884, 94-118. Clinic. New Eng. Jnl. Den., 

884, 342-343. Disc. 311 am, 425-429. Ohio. m1 
Jnl. Den. Sci., TV, 1884, 280. Clinic. Den. Regis- 
ter, XXXVIII, 1884, 490-493. Disc. 493-505. South- 
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Southern Den. Jnl. Tv, 1885, 100-107. Disc. 107- 
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Notes on Remedies. a* 8S. Den. Soc. Trans., 1883, 


147-149. Archives of Den., I, 1884, 176-177. Se- 


lected. 
Per-Oxide = Hydrogen. (H2Og). Indep. Pract. 
“De ntal), » 1883, e. 138-139. O ontograp tic Jnl., 


jected. 

Oxygenated Water. (As an Antiseptic.) Den. Rec- 
ord, III, 1883, 113-115. Trans. 

a Day in the Office of a Busy Dentist. (Fillin 
oa mcmam Southern Den. Jnl., II, 1883 
144 

Supplemental Report on Treatment of Pyorrhoea 

veolaris, With Notes on Eugenol and Sanitas 


Oil. Amer. Den. Assn. Trans., 55-61. — 
61-87. Brit. Jnl. Den. Sci., XXVIII, 1885, 352 
Dise. 446-449 


356, 396-399. : 

On the Disposition of Time and Its Relation to 
Fees. fone Jnl. Den. Sci., XVIII, 3rd Ser., ae 
85, 68-73. Selected. Indep. Pract. (Dental), V, 
_ 186-191. Practitioner (Dental), II, 1884, 99- 


lec 
The Removal of Stains From the Teeth Caused 
by Administration of Medicinal Agents and the 
Bleaching of Pulpless Teeth. Amer. Jnl. Den. Sci., 
XVIII, 3rd Ser., 1884-85, 521-524. Indep. Pract. 
(Dental), V, 1884, 452-454. Disc. 


‘ i, . TV, 1885, E q 
Brit. Jnl. Den. Sci., XXVIII, 1885, 616-619. Se- 
lected. Den. Register, XXXIXx, 1885, 249-251. Se- 
lected. 

Remarks re Article on Treatment of Putrid Pulp. 
Den. Cosmos, XXVI, 1884, 60-61. 

Bleaching Pulpless Teeth. Den. Cosmos, XXVI, 
1884, 97-98. Disc. 98. Southern Den. Jnl., II, 
1884-85, 87-88. Selected. 

— and Sanitas Oil. Den. Cosmos, XXVI, 

, 519-521. New Eng. Jnl. Den., III, 1884, 343- 


Treatment of Blind Abscess. Den. News, (Knights- 
town, Ind.), VII, 1884-85, 21-22. Den. Items of 
Interest, VI, 1884, 398. Den. Luminary, VI, 1884- 


85, 3. 

Gold and Tin in Combination as a Filling Mate- 
rial. Den. News, (Knightstown, Ind.), VII, 1884- 
85, 83-84. Selected. Indep. Pract. (Dental), V, 
1884, 516-517. Dise. 517-520. Ohio 8S. Jnl. Den. 
Sei, Vv, , 441-442. Abstract. Disc. 442- 
443. Southern “S, Jnl., III, 1884-85, 329-331. 
Dise. 331-332. Abstract. Brit. Jnl. Den. Sci., 
XXVIII, 1885, 1090-1 _. Selected. Indep. Pract. 
(Dental), VI, 1885, 

Dental Fees. Ohio 8. Ae Den. Sci., IV, 1884, 120- 
126. Trans. 

D241, Archives of Den., , 211. 

D26, Den. Cosmos, XXVI. 97-98. 

D24, Indep. Pract. ipentaly. ¥ V, 1884, 312. 

Report of Committee on Pathology, Therapeutics, 
and Materia Medica. Amer. Den. Assn. Trans., 
1885, 141-143. Den. Cosmos, XXVII, 1885, 673-676. 
Practitioner (Dental), III, 1885, 275-277. Selected. 

The Antrum Highmorianum: Its Diseases and 
Treatment. Archives of Den., II, 1885, 204-207. 
Dise. 207-212. 

Pyorrhoea Alveolaris—(Infections Alveolitis), (Pha- 
degenic Sy ccm Cinn. Med. & Den. Jni., 
I, 1885, 88-90. 

The Effects of Pulpless Teeth Remaining .* the 
Jaws. Den. Cosmos, XXVII, 1885, 257-265. Y. 
Odontolog. Soc. Trans., 1885, 25-33. Disc. 33-40. 

Notes * New Remedies. Ill. S. Den. Soc. Trans., 
1885, 119-126. —— Ohio 8S. Jnl. Den. 


be 568 
New Remedies for the Treatment of Dental and 
Oral Diseases. Indep. Pract. (Dental), VI, 1885, 
256-257. Disc. 259-260. Ohio S. Jnl. Den. Sci., 
V, 1885, 227-230. Dise. 233-235. Den. Register, 
XXXIXx, 1885, 184-191. Disc. 192-193. 
Replantation « Teeth as a cus for er Ab- 
scess. ry . Jnl. Den. Sci., V, 1885, 457 
Non-Secret Preparations in Dental Practice. F Prac- 
titioner (Dental), III, 1885, 177-178. Selected. 
a Anon Jnl. Den. Sci., XIX, 3rd Ser., 1885, 


D243, Archives of Den., II, 1885, 308-309. 
D078, Archives of Den., II, 1885, 427. 
DO7, Archives of Den., II, 1885, 445. 
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D22, Archives of Den., I1, 1885, 463. 

D64, Archives of Den., Il, 1885, 500-501. 

D243, Den. Cosmos, XXVII, 1885, 355-356. 

613.2, Indep. Pract. (Dental), vi, "1885, 254-255. 
612.3, D61, Ohio 8S. Jnl. Den. Sci., we" 1885, 224. 
Dé, D25, Ohio S. Jnl. Den. x & 1885, 269-270. 
D242, Ohio S. Jnl. Den. Sei., + Ns 377-378. 
D241, D242, Den. Register, ixkix, 1885, 79. 
D61, Den. Register, XXXIX, 1885, 181-182. 

D242, Den. Register, XXXIX, 1885, 286-288. 
D073, Den. Register, XX XIX, 1885, 323. 

615.7816, Den. Register, XXXIX, 1885, 553. 

D22, Den. Register, XXXIX 1885, 610. 

615, Southern Den. Jnl., IV, 1885, 89-91. 

D242, D243, Southern Den. Jnl., IV, 1885, 208-210. 
D073, Southern Den. Jnl., IV, 1885, 260. 

HARLAN. D6, Amer. Den. Assn. Trans., 1876, 60. 
D601, Ill. S. Den. Soc. Trans., 1876, 38. 

D07, Ill. 8S. Den. Soc. Trans., 1876, 48-49. 

612.3, Ill. S. Den. Soc. Trans., 1877, - 

D07, Ill. S. Den. Soc. Trans., "1879, 

615.778, Amer. Jnl. Den. Sci., XIV, ori Ser., 1880-81, 


354, 355. 

D24, Ill. S. Den. Soc. Trans., 1886, 50. 

D22; Amer. Jnl. Den. Sci., Xv, 3rd Ser., 1881-82, 
490-491. 

D5, Ill. 8S. Den. Soc. Trans., 1881, 60. 

D6, ll. 8S. Den. Soc. Trans., 1882, 182 

615.75, Ill. S. Den. Soc. Trans., 1882, 182. 

D602, Mich. S. Den. Assn. Trans., 1882, 64-66. 

D5, Mo. Den. Jnl., XIV, 1882, 158-159. 

D2, Amer. Den. Assn. Trans., 1883, 114-115. 

D07, Ill. S. Den. Soc. Trans., 1 

D602, Indep. Pract. (Dental), IV, 1883, 147-148. 

D602, Southern Den. Jnl., LI, 1883-84, 102-103. 

D61, Amer. Jnl. Den. Sel. XVIII, 3rd Ser., 1884- 
85, 450. 

D243, Archives of Den., I, 1884, 224. 

D601, Archives of Den.. I, 1884, 565-566. 

615.778, Den. Cosmos, XXVI, 1884, 521-522. 

D24, Til. S. Den. Soc. Trans., 1884, 48. 

D43, Indep. Pract. (Dental), V, 1884, 321. 

D61, Indep. Pract. (Dental), V, 1884, 389. 

D22c, Indep. Pract. (Dental), V, 1884, 519-520. 

D602, Mich. S. Den. Assn. Trans., 1884, 60-65. 

D601, New Eng. Jnl. Den., III, 1884, 469-470. 

D243, Ohio 8S. Jnl. Den. Sci., IV, 1884, 134. 

D67, Ohio 8. Jnl. Den. Sci., IV, 1884, "202. 

D67, Southern Den. Jnl., Ill, 1884-85, 96-97. 

D&, Southern Den. Jnl, II, 1884-85, 426. 

Dt, Amer. Jnl. Den. Sci., XIX, 3rd Ser., 1885, 86- 


D24, Amer. Med. Assn. Jnl., IV, 1885, 34. 

D61, Amer. Med. Assn. Jnl., ITV, 1885, 90. 

D61, Archives of Den., II, 1885, 113. 

Dt, Archives of Den., II, 1885, 358-359. 

Dt. Den. Cosmos, XXVII, 1885, 397-398. 

D073, Den. Cosmos. XXVII, 1885, 499-500. 

615.7816, Indep. Pract. (Dental). VI, 1885, 258. 

D242, Indep. Pract. (Dental), VI, 1885, 308-309. 

D4, Indep. Pract. (Dental), VI. 1885. 360. 

= Register, XXXIX, 1885, 226-227, 300-302, 

Dé, Southern Den. Jnl., IV, 1885, 242-243, 418-419. 

HARPER, J. G. Steam Celluloid Apparatus. Mo. 
Den. Jnl.. VIII, 1876, 245. 

— for Fillings. Mo. Den. Jnl., VIII, 

Finishing Fillings. Den. Cosmos, XIX, 1877, 558. 

The Little Helper. (re Fillings.) Den. News, 
(Knightstown, Ind.), II, 1879-80, 16. Selected. 
Mo. Den. Jnl., XI, 1879, 190. Den. Register, 
XXXIII, 1879, 255-256. Den. Items of Interest, 
IV, 1882, 115. Den. Record, II, 1882, 415-416. 


Rubber- Corundum Disks, Wheels and Points. Mo. 
Den. Jnl., XII, 1880, 77-80. Disc. 80. New Eng- 
land Jnl. Den., I, 1882, 215-217. Southern Den. 
Jnl.. I, 1882-83, 273-275. lected. 

The Preservation of the Vitality of the Dental 
Pulp vs. Devitalization. Mo. Den. Jnl., XIII, 1881, 

a... Dise. 89-91. 
resident's Address. Mo. 8S. Den. Assn. Trans., 
1881, 76-82. Mo. Den. Jnl., XV, 1883, April, 22-24. 
Selected. Ohio 8. Jnl. Den. Sel, 111, 1 179-181. 

Secondary Dentine. Amer. Jnl. Den. Scl., Xvi, 
3rd Ser., 1882-83, e Selected. Ohio 8. 
Jnl. Den. Sci., II, 1882, 220-225, 245-246. 
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Teeth Injured by Tobacco. Amer. Jnl. Den. Sci. 
XVI, 3rd Ser., Boe 573-574. Selected. Brit. 
Jnl. Den. Sci., vi, ‘1883, 976. Southern Den. 
Jn, 1, 1882-83, jon ass. 

Children’s Teeth. Mo. S. Den. _“. Trans., 1882, 
102-108. Archives of Den., I, 1884, 9-11. Brit. 
Jnl. Den. Sci., XXVII, 1884, 324-325. Selected. 

Gold Fillings in Artificial Teeth. Den. Items of 
Interest, V, 1883, .7. 

Advice to Young Dentists. (re Success.) Den. 
Items of Interest, V, 1883, 205-207. 
Separating Teeth. Den. Items of Interest, V, 


1883, 226. 
Combination Fillings. Mo. Den. Jnl., XV, 1883, Dec., 
385-387 


Eruption of a Canine Tooth at Fifty Years of 
Age. Archives of Den., I, 1884, 11-12. 

Frail Gold Filling. Archives of Den., I, 1884, 13. 

A Surgical Disk for Cutting Away the Overlaying 
Gum. Archives of Den., I, 1884, 14. 

Root Model. (Crown Work.) Archives of Den., I, 
1884, 14-15. Den. Office & Lab., VIII, 2nd Ser., 
1884-85, April, 7. Selected. 

ae Address. Archives of Den., I, 1884, 


19. 

po a of the Root “. a Molar. Brit. Jnl. 
Den. Sci., XXVII, 1884, 

Gold Filling in Split Tooth “Brit. Jnl. Den. Sci., 
XXVII, 1884, 387, Corres. Archives of Den., Il. 
1885, 434-435. Brit. Den. Assn. Jnl., VI, 1885, 680. 
Selected. Brit. Jnl. Den. Seci., XXVIII, 1885, 
1136. Selected. 

Vulcanizing. Advertiser (Dental), ae —— = 
122. Selected. Archives of Den., II, 1885, 396-397 
Brit. Jnl. Den. Sci., XXVIII, 1885, 1136-1137. Se- 
lected. Den. Eclectic, I, 1885, Nov., 4-5. Selected. 
Den. Items of Interest, Vil, 1 , 525. 

Cheoplastic Metal. Archives of Den., II, 1885, 397- 
398. 


Physick’s Forceps. Archives of Den., II, 1885, 433- 
434. Brit. Jnl. Den. Sci., XXVIII, jens, 1135-1136. 
Selected. 


Pumice Cones and Wheels for Working Down a 
Rubber Plate. Archives of Den., II, 1885, . 
jomment, 576. Southern Den. Jnl, IV, 1885, 474. 


ected. 
= Disks. Den. Items of Interest, VII, 1885, 
491 


HARPER. A Fractured Molar. Mo. Den. Jnl, IX, 
1877, 498-499. 
Engine Brush. Archives of Den., I, 1884, 378. 
Soft Solder and Flux. Archives of Den., I, 1884, 
378. 
Eruption of a Right Upper Canine Into the Right 
Nostril. Archives of Den., I, 1884, 132. Selected. 


HARRIMAN, GEORGE B. Department of Nicrology. 
(Structure of the Dentine.) Amer. Jnl. Den. Sci., 
XIII, 3rd Ser., 1879-80, 25-30, 4 illus. 

HARRINGTON, D. G. Artistic Dentistry vs. Me- 
chanical. Amer. Den. Assn. Trans., 1881, 156-160. 
Mo. Den. Jnl., XV, 1883. Nov. 337-341. 

HARRINGTON, F. B. Congenital Teeth. Amer. Jnl. 
Den. Sci.. XVI, 3rd Ser., 1882-83, 144. Selected. 

HARRINGTON, GEO. H. A Supernumerary Tooth 
Above the Superior Third Molar. Den. Register, 
XXXVIII, 1884, 305-307. 

HARRINGTON, WALTER W. Do We Administer 
Chloroform Scientifically? Ohio 8S. Jnl., Den. Sci., 
IV, 1884, 276-279, 318-3: 

HARRIOTT. D22a, Den. News, (Knightstown, Ind.), 
IV, 1881-82, 134. 

HARRIS, A. E. New Form of Spring. Brit. Jnl. 
Den. Sci.. XXII, 1879, 328-329. 

Infantile Mertality, Some of Its Preventable Caus- 
es. (re Food.) Den. Record, II, 1882, 526. Ab- 
stract. 

HARRIS, CHAPIN A. Dictionary of Dental Sur- 
gery. Fourth Edition. Phila.: Lindsay & 
Blakiston. 1877. 

The Principles and Practice of Dentistry, Includ- 
ing Anatomy, Physiology, Pathology, Therapeu- 
tics, Dental Surgery and Mechanism. Eleventh 
Edition. Phila.: P. Blakiston, Son & Co. 1885. 

How Exposed Pulps Were Treated Forty Years 
Ago. (Capping.) Southern Den. Jnl., IV, 1885, 
383-387. Selected. 391, Ed. 
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Dentistry; Christian Science.) Amer. Jnl. Den. lected. Den. Cosmos, XXVI, 1884, 386-388. Den. 
Sci., XIX, 3rd Ser., 1885, 193-218. News, ee we Ind.), VII, 1884-85, 55-56. 
HARRIS, FRANK L. A New Use for Celluloid. Pulp Practitioner (Dental), II, 1884, 150- — Selected. 
Cap ping. Den. Cosmos, XVIII, 1876, 167. Den. Record, IV, 1 373. Abst 
6132 Some. Jnl. Den. Sci., IX, 3rd Ser., 1876, 436. Perforated Teeth. Practitioner (Dental), III, 1885, 
D325, Amer. Jnl. Den. Sci., IX, 3rd Ser., 1876, 482. 6-7. Criticism, 69. 
D221, Amer. Jnl. Den. Sci., IX, 3rd Ser., 1876, 490- HARTIGAN, J.F. Trismus eouatien or, the 
491. Lockjaw of Infants. Brit. J Den. Sei., XXVII, 
My First Case in Replantation. Den. Cosmos, XIX, 1884, 299-301, ——, ee 475-478, 512-514, 
1877, 224. Johnstons’ Den. Misc., IV, 1877, .147-148. 558-563, 618- — 663 - 666. 
Something New for Filling the Roots of Dead HARTLEVAN, A.V. Gase, of Alveolar Abscess. Den. 
h. (Gold and Tin.) Brit. Jnl. Den. Sci. Cosmos, XXIII, 1881, 112. 


Teet 

XXIV, 1881, 533-534. Selected. Johnstons’ Den. HARTLEY, ROBERT N. A Case of Sudden Death 

Misc., VIII, 1881, 171-172. Mo. Den. Jnl., XIII, During Ether Administration. Brit. Jnl. Den. 
Sci., XXIII, 1880, 938-940. Selected. 


1881, 422. 

Case of Cystic Tumour of the Periodontal Mem- HARTMANN, C. A Case of Extraordinarily Sensi- 
brane Presenting Anomalous 8 mptoms. Brit. tive Dentine. Brit. Jnl. Den. Sci., XXVIII, 1885, 
Jnl. Den. Sci., XXVIII, 1885, 745-746. Selected. 

HARRIS, J. «Snes. Amer. Jnl. Den. Sci. XIV, ne Our Homes. Phila.: Pres- 
r r., 1880-81, 48 M a 
J HARTUNG, AD. Observations on the Articulate of 
eA bide RTF Bes, Sone RRE, SO Artie Beth Aine, dol Den. Be Rl, 36 
HARRIS. 122, Johnstons’ Den. Misc., III, 1876, 223- HARVEY, LEON F- ginfiammation a 
President's Annual Address. N.Y.S. Den. Soc. 
$25, Amer. Jnl. Den. Sci., XII, 3rd Ser., 1878-79, Trans. 1878. 21-27 

D325, Den, News, (Knightstown, Ind.), I, 1878-79, manyys. D325, D321, Ohio S. Jnl. Den. Sci., Il, 1882, 

are ; 

D325, Johnstons’ Den. Misc., VI, 1879, 16, 17. D22, D43, N. Y. Odontolog. Soc. Trans., 1883, 126. 

D222, Johnstons’ Den. Misc., VI, 1879, 19, 20. D43, D22, Den. Cosmos, XXVI, 1884, 43-44. 

615.5. Mo. Den. Jnl., XI, 1879, 655-656. HARWOOD, DANIEL. Obituary. Amer. Jnl. Den. 

HARRISON, F. Antiseptics in Dental puters. Den. Sci., XV, 3rd Ser., 1881- = -381. Johnstons’ 
Record, 'V, 1885, 510. Disc. 510-511 Den. Misc.. VIII, 1881, 469. N. ¥. Odontolog. Soc. 
HARRISON, FRANK. Notes on the Alveolo-Dental Trans., 1881, 119-120. Den. ‘Cosmos, XXIV, 1882, 
Membrane. Brit. Den. Assn. Jnl., V, 1884, 295- = 127-128. 
298. Brit. Jnl. Den. Sci., XXVII, issd, 540-543. HASE, C. Voltaic Electricity. Mo. Den. Jnl., VIII, 
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n. Assn. Jnl. t. 
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Fitting of ‘Metal Plates _ Easy. Ohio 8S. Jnl. 
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Report on Dental Physiology. Monthly Rev. of 
Den. Surg. V, 1876-77, 15-18. Selected. Den. Reg- 
ister, XXX, i876, 214-217. 
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I, 1882, 208. Cue 5. Jnl. Den. Sci., II, 1882, 179 
180, 333-334, 340-34 
Biographical. Den. Register, XXXVI, 1882, 153-154. 
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HAYES, P. odoform Intoxication. Den Regis- 
ter, SEXVIIL 1884, 146-147. Selected. 

HAYES, 8. DANA. Blackened and Discolored Gold 
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lected. Mo. Den. Jnl., XIV, 1882, 520-521. Se- 
lected. Ohio 8. Jnl. Den. Sci., II, 1882, 463-464. 
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Capping Puips. | Den. News, (Knightstown, Ind.), 

Taking Impressions 7. the Mouth. Den. 
(Knightstown, Ind.), 1879-80, 133. 

A Dental Convention ¥, hoe Mo. Den. Jnl., 
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Discussions listed by classification numbers; see pink sheets for explanation. 





476 


NORTHROP, A. ae. 

A Index te Cesmes. Vol- 

umes I to XXIV. Phila’: rs *. s White Den. Mfg. 
Co. 1884. 


NORTHROP. D222, Den. & Oral Sci. 
1878, 281-282. 
Pulpless Teeth and Treatment. Den. 
V, 1883-84, 
D24, D243, Den. Cosmos, XXV, 1883, 245-246. 
D24, Den. Items of Interest, V, 1883, 263. 

D243, N. Y. Odontolog. Soc. Trans., 1883, 21. 
D222, N. Y. Odontolog. Soc. Trans., 1884, 81-82. 
NORWINE, J. J. Children’s Teeth. Den. News, 

(Knightstown, Ind.), VI, 1883-84, 21-22. 
NOTTINGHAM, J. F. A Case of Extraction and 


Magazine, I, 


Luminary, 


Successful Replacement. Brit. Jnl. Den. Sci., 
XXIII, 1880, 721. 
NOURSE, J. L. Alveolar- Abscess. Den. News, 


(Knightstown, Ind.), I, 1878-79, Aug., 3. 


NOWLIN, J. H. Is Dentition One of the Causes of 
Cholera Infantum? If So, In What Way? 
Amer. Jnl. Den. Sci., XXII, 3rd Ser., 1878-79, 
316-320. Selected 


NOYES, EDMUND. Some Thoughts Respecting the 
Theory and Ethics of Professional Fees. Ill. 8. 
Den. Soc. Trans., 1876, 75-80. 
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D22, Mo. Den. Jnl., VIII, 1876, 391-392. 

Report on Therapeutics. Amer. Den. Assn. Trans., 
1877, 151-155. Dise. 155-161. Den. Cosmos, 
XIX, 1877, 637-638. Dise. 638-640. 

Report of Committee on Therapeutics. Amer. Den. 


Assn. Trans., 1878, ge Dise. 181-184. Den. 
Register, XXXII, 1878, 
Report on Therapeutics. Fehactous’ Den. Misc., 


VI, 1879, 81-89. 
Requisite Knowledge for the Practice of Dentis- 
try. Amer. Jnl. Den. Sci., XII, 3rd Ser., 1878-79, 


126-128. Selected. Johnstons’ Den. Mise., We 
1878, 184-186. 

Treatment of Fevers. Den. Cosmos, XX, 1878, 
672-673. Disc. 673-674. 

Animal Heat. Mo. Den. Jnl., X, 1878, 437-438. 
Abstract. 

Heat. N. Y. 8S. Den. Soc. Trans., 1879, 31-39. 


Taking Cold and Hyperaemia. Amer. Den. Assn. 
Trans., 1880, 42-49. Disc. 49-55. 
a. Den. Cosmos, XXIII, 1881, 477-478. 
Den. Cosmos, XXIII, 1881, 482. 
Diathesls and , 7 Amer. Den. Assn. Trans., 
pe -69. Den. Cosmos, XXIV, 1882, 577. Disc. 


Therapeutics and Materia Medica. New Eng. Jnl. 
Den., I, 1882, 298. Disc. 

615.778, Den. Cosmos, XXVI, 1884, “521. 

ODELL. D2, Johnstons’ Den. Misc., IV, 1877, 64-65, 

133, 457. 

D2, Den. Cosmos, XX, 1878, 169-170. 

D22, Johnstons’ Den. Mise., V, 1878, 35 

Case of Pulp Capping. Den. Cosmos, 
161. 


D&S. Den. Cosmos, XXI, 1879, 161. 

D24. Den. Cosmos, XXI, 1879, 274. 

D24, Johnstons’ Den. Misc., VI, 1879, 22-23. 
Dé, Johnstons’ Den. Misc., VI, 1879, 262-264. 


-36. 
XXI, 1879, 


DOT. Amer. Den. Assn. Trans., 1881, 181. 

ms D26, Dé4, D65, Amer. Den. Assn. Trans., 1882, 

615, Amer. Jnl. Den. Sei., XVI, 3rd Ser., 1882-83, 

615. Den. Register, XXXVI, 1882, 438. 

D242. Southern Den. Jnl.. I, 1882-83, 334. 

615.7815, N. J. S. Den. Soc. Trans., 1883, 215-218. 

D138. N. J. S. Den. Soc. Trans., 1883, 227-228, 228- 
229. 

Gold ae Den. Cosmos, XXVI, 1884, 369. 
Clinic. 

DH, Amer. Den. ~— ag Trans., _ 61-62. 


D#&, Archives of Den., 1884, 41 7, 

DH. Den. Cosmos, XxXVL- 1884, 1380 

DS. Den. Cosmos. XXVI. 1884, 

D4, Indep. Pract. (Dental) ¥. 1884, 560. 
. New Eng. Jnl. Den., III, 1884, — 

. Den. Register, XXVIII, ’ 
. Southern Den. Jnl, III, 1884-85, 426. 

. Brit. Jnl. Den. Sei. XXVIII, 1885, 446-447. 
. Southern Den. Jnl., IV, 1885, 115. 


ODERMATT, F. A. A Case of Cleft Palate. (Vel- 
lum.) Calif. S. Den. Assn. Trans., 1881, 150-152. 
Report of Committee on Mechanical Dentistry. 
Calif. 8. Den. Assn. Trans., 1882-83-84-85, 121-124. 


O’DUFFY, JOUNN. The Dental ” loma Trade. Brit. 
Jnl. Den. Sci., XXV, 1882. -139. Selected. 
Dental Schools and Dental Fn Brit. Den. 

Assn. Jnl., IV, 1883, 471-472. Corres. 
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D224. 
D7, Conn. Valley 


’ New Eng. Jnl. wi “ 
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134. 
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1881, 119-123. Dise. 123-130. Southern Den. Jnl., 
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Texas Den. Jnl., 111, 1885, 1-2. Selected. 
WHITE, PRESCOTT E. Obituary. 7% yo 
1878, 236. Den. Office & Lab a ee see. 
1878-79, April, 4. Mo. Den. Jnl., X, 1878, 
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D13, Brit. Jnl. Den. Sci., XXV, 1882, 82. 
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Den. Sci., 


, 878, 1 
D612, Monthly Rev. of Der. Surz.. Vil, ee 131- = 
= Eyes and the Teeth. New Eng. "Ini. Den. ep. Ele 
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Assn. Jnil., V, 1884, 163-164. Disc. 164-168. Brit. 
Jnl. Den. Sci.; XXVII, 1884, 238-240. Dise. 308-312. 
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WHITSLAR, W. H. Foteets of Alveolar Abscess. 
Den. Register, a 
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